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Preface (Readme) 


This is the ninth edition of the text but the first with Farid Golnaraghi as the lead author. 
For this edition, we increased the number of examples, added MATLAB™" toolboxes, and 
enhanced the MATLAB GUI software, ACSYS. We added more computer-aided tools for 
students and teachers. The prepublication manuscript was reviewed by many professors, 
and most of the relevant suggestions have been adopted. In this edition, Chapters 1 through 
4 are organized to contain all background material, while Chapters 5 through 10 contain 
material directly related to the subject of control. 

In this edition, the following materials have been moved into appendices on this book’s 
Web site at www.wiley.com/college/golnaraghi. 


Appendix A; Elementary Matrix Theory and Algebra 
Appendix B: Difference Equations 

Appendix C: Laplace Transform Table 

Appendix D: z-Transform Table 

Appendix E: Properties and Construction of the Root Loci 
Appendix F: General Nyquist Criterion 

Appendix G: ACSYS 2008: Description of the Software 
Appendix H: Discrete-Data Control Systems 


In addition, the Web site contains the MATLAB files for ACSYS, which are software 
tools for solving control-system problems, and PowerPoint files for the illustrations in the 
text. 

The following paragraphs are aimed at three groups: professors who have adopted the 
book or who we hope will select it as their text; practicing engineers looking for answers to 
solve their day-to-day design problems; and, finally, students who are going to live with the 
book because it has been assigned for the control-systems course they are taking. 


To the Professor: The material assembled in this book is an outgrowth of senior-level 
control-system courses taught by the authors at their universities throughout their teaching 
careers. The first eight editions have been adopted by hundreds of universities in the United 
States and around the world and have been translated into at least six Janguages. Practically 
all the design topics presented in the eighth edition have been retained. 

This text contains not only conventional MATLAB toolboxes, where students can 
learn MATLAB and utilize their programming skills, but also a graphical MATLAB-based 
software, ACSYS. The ACSYS software added to this edition is very different from the 
software accompanying any other control book. Here, through extensive use of MATLAB 
GUI programming, we have created software that is easy to use. As a result, students will 
need to focus only on learning control problems, not programming! We also have added 
two new applications, SIMLab and Virtual Lab, through which students work on realistic 
problems and conduct speed and position control labs in a software environment. In 
SIMLab, students have access to the system parameters and can alter them (as in any 
simulation). In Virtual Lab, we have introduced a black-box approach in which the students 
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have no access to the plant parameters and have to use some sort of system identification 
technique to find them. Through Virtual Lab we have essentially provided students with a 
realistic online lab with all the problems they would encounter in a rea] speed- or position- 
control lab—for example, amplifier saturation, noise, and nonlinearity. We welcome your 
ideas for the future editions of this book, 

Finally, a sample section-by-section for a one-semester course is given in the 
Instructor’s Manual, which is available from the publisher to qualified instructors. The 
Manual also contains detailed solutions to all the problems in the book. 


To Practicing Engineers: This book was written with the readers in mind and is very 
suitable for self-study. Our objective was to treat subjects clearly and thoroughly, The book 
does not use the theorem—proof—Q.E.D. style and is without heavy mathematics. The 
authors have consulted extensively for wide sectors of the industry for many years and have 
participated in solving numerous control-systems problems, from aerospace systems to 
industrial controls, automotive controls, and control of computer peripherals, Although it is 
difficult to adopt all the details and realism of practical problems in a textbook at this level, 
some examples and problems reflect simplified versions of real-life systems. 


To Students: You have had it now that you have signed up for this course and your 
professor has assigned this book! You had no say about the choice, though you can form 
and express your opinion on the book after reading it. Worse yet, one of the reasons that 
your professor made the selection is because he or she intends to make you work hard. But 
please don’t misunderstand us: what we really mean is that, though this is an easy book to 
study (in our opinion), it is a no-nonsense book. It doesn’t have cartoons or nice-looking 
photographs to amuse you. From here on, it is all business and hard work. You should have 
had the prerequisites on subjects found in a typical linear-systems course, such as how to 
solve linear ordinary differential equations, Laplace transform and applications, and time- 
response and frequency-domain analysis of linear systems. In this book you will not find 
too much new mathematics to which you have not been exposed before. What is interesting 
and challenging is that you are going to learn how to apply some of the mathematics that 
you have acquired during the past two or three years of study in college. In case you need to 
review some of the mathematical foundations, you can find them in the appendices on this 
book’s Web site. The Web site also contains lots of other goodies, including the ACSYS 
software, which is GUI software that uses MATLAB-based programs for solving linear 
control systems problems. You will also find the Simulink®?-based SIMLab and Virtual 
Lab, which will help you to gain understanding of real-world control systems. 

This book has numerous illustrative examples. Some of these are deliberately simple 
for the purpose of illustrating new ideas and subject matter. Some examples are more 
elaborate, in order to bring the practical world closer to you. Furthermore, the objective of 
this book is to present a complex subject in a clear and thorough way. One of the important 
learning strategies for you as a student is not to rely strictly on the textbook assigned, When 
studying a certain subject, go to the library and check out a few similar texts to see how 
other authors treat the same subject. You may gain new perspectives on the subject and 
discover that one author may treat the material with more care and thoroughness than the 
others. Do not be distracted by written-down coverage with oversimplified examples. The 
minute you step into the real world, you will face the design of control systems with 
nonlinearities and/or time-varying elements as well as orders that can boggle your mind. It 
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may be discouraging to tell you now that strictly linear and first-order systems do not exist 
in the real world. 

Some advanced engineering students in college do not believe that the material they 
learn in the classroom is ever going to be applied directly in industry. Some of our students 
come back from field and interview trips totally surprised to find that the material they 
learned in courses on control systems is actually being used in industry today. They are 
surprised to find that this book 1s also a popular reference for practicing engineers. 
Unfortunately, these fact-finding, eye-opening, and self-motivating trips usually occur near 
the end of their college days, which is often too late for students to get motivated. 

There are many learning aids available to you: the MATLAB-based ACSYS software 
will assist you in solving all kinds of control-systems problems. The SIMLab and Virtual 
Lab software can be used for simulation of virtual experimental systems. These are all 
found on the Web site. In addition, the Review Questions and Summaries at the end of each 
chapter should be useful to you. Also on the Web site, you will find the errata and other 
supplemental material. 

We hope that you will enjoy this book. It will represent another major textbook 
acquisition (investment) in your college career. Our advice to you is not to sell it back to the 
bookstore at the end of the semester. If you do so but find out later in your professional 
career that you need to refer to a control systems book, you will have to buy it again at a 
higher price. 


Special Acknowledgments: The authors wish to thank the reviewers for their invaluable 
comments and suggestions. The prepublication reviews have had a great impact on the 
revision project. Dr. Earl Foster, Dr. Vahe Caliskan, 

The authors thank Simon Fraser students and research associates Michael Ages, 
Johannes Minor, Linda Franak, Arash Jamalian, Jennifer Leone, Neda Parnian, Sean 
MacPherson, Amin Kamalzadeh, and Nathan (Wuyang) Zheng for their help. Farid 
Golnaraghi also wishes to thank Professor Benjamin Kuo for sharing the pleasure of 
writing this wonderful book, and for his teachings, patience, and support throughout this 
experience. 


M. F. Golnaraghi, 
Vancouver, British Columbia, 
Canada 


B. C. Kuo, 
Champaign, Illinois, U.S.A. 
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Introduction 


>» 1-1 INTRODUCTION 


The main objectives of this chapter are: 


1. To define a control system. 

2. To explain why control systems are important. 

. ‘To introduce the basic components of a control system. 

. To give some examples of control-system applications. 

To explain why feedback is incorporated into most control systems. 


Am & WwW 


. To introduce types of control systems. 


One of the most commonly asked questions by a novice on a control system is: What 1s 
a control system? To answer the question, we can say that in our daily lives there are 
numerous “objectives” that need to be accomplished. For instance, in the domestic 
domain, we need to regulate the temperature and humidity of homes and buildings for 
comfortable living. For transportation, we need to control the automobile and airplane to go 
from one point to another accurately and safely. Industrially, manufacturing processes 
contain numerous objectives for products that will satisfy the precision and cost- 
effectiveness requirements. A human being is capable of performing a wide range of 
tasks, including decision making. Some of these tasks, such as picking up objects and 
walking from one point to another, are commonly carried out in a routine fashion. Under 
certain conditions, some of these tasks are to be performed in the best possible way. For 
instance, an athlete running a 100-yard dash has the objective of running that distance in the 
shortest possible time. A marathon runner, on the other hand, not only must run the distance 
as quickly as possible, but, in doing so, he or she must control the consumption of energy 
and devise the best strategy for the race. The means of achieving these “objectives” usually 
involve the use of control systems that implement certain control strategies. 


¢ Control systems are in In recent years, control systems have assumed an increasingly important role in the 
abundance in modern development and advancement of modern civilization and technology. Practically every 
civilization. aspect of our day-to-day activities is affected by some type of control system. Control 


systems are found in abundance in all sectors of industry, such as quality control of 
manufactured products, automatic assembly lines, machine-tool control, space technology 
and weapon systems, computer control, transportation systems, power systems, robotics, 
Micro-Electro-Mechanical Systems (MEMS), nanotechnology, and many others. Even the 
control of inventory and social and economic systems may be approached from the theory 
of automatic control. 
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Objectives CONTROL Results 
SYSTEM Figure 1-1 Basic components of a control 


system. 


1-1-1 Basic Components of a Control System 


The basic ingredients of a control system can be described by: 


1. Objectives of control. 
2 Control-system components. 
3. Results or outputs. 


The basic relationship among these three components is illustrated in Fig. 1-1. In more 
technical terms, the objectives can be identified with inputs, or actuating signals, u, and 
the results are also called outputs, or controlled variables, y. In general, the objective 
of the control system is to control the outputs in some prescribed manner by the inputs 
through the elements of the control system. 


1-1-2 Examples of Control-System Applications 


Intelligent Systems 

Applications of control systems have significantly increased through the development 
of new materials, which provide unique opportunities for highly efficient actuation and 
sensing, thereby reducing energy losses and environmental impacts. State-of-the-art 
actuators and sensors may be implemented in virtually any system, including biological 
propulsion; locomotion; robotics; material handling; biomedical, surgical, and endoscopic; 
aeronautics; marine; and the defense and space industries. Potential applications of control 
of these systems may benefit the following areas: 


¢ Machine tools. Improve precision and increase productivity by controlling chatter, 
¢ Flexible robotics. Enable faster motion with greater accuracy. 


¢ Photolithography. Enable the manufacture of smaller microelectronic circuits by 
controlling vibration in the photolithography circuit-printing process. 


¢ Biomechanical and biomedical. Artificial muscles, drug delivery systems, and 
other assistive technologies. 


¢ Process control. For example, on/off shape control of solar reflectors or aeru- 
dynamic surfaces. 


Control in Virtual Prototyping and Hardware in the Loop 

The concept of virtual prototyping has become a widely used phenomenon in the 
automotive, aerospace, defense, and space industries. In all these areas, pressure to cut 
costs has forced manufacturers to design and test an entire system in a computer 
environment before a physical prototype is made. Design tools such as MATLAB and 
Simulink enabie companies to design and test controllers for different components (e.g., 
suspension, ABS, steering, engines, flight contro] mechanisms, landing gear, and special- 
ized devices) within the system and examine the behavior of the control system on the 
virtual prototype in real time. This allows the designers to change or adjust controller 
parameters online before the actual hardware is developed. Hardware in the loop 
terminology is a new approach of testing individual components by attaching them to 
the virtual and controller prototypes. Here the physical controller hardware is interfaced 
with the computer and replaces its mathematical model within the computer! 


1-1 Introduction < 3 


Smart Transportation Systems 

The automobile and its evolution in the last two centuries is arguably the most transform- 
alive invention of man, Over years innovations have made cars faster, stronger, and 
aesthetically appealing. We have grown to desire cars that are “‘intelligent”’ and provide 
maximum levels of comfort, safety, and fuel efficiency. Examples of intelligent systems in 
cars include climate control, cruise control, anti-lock brake systems (ABSs), active 
suspensions that reduce vehicle vibration over rough terrain or improve stability, air 
springs that self-level the vehicle in high-G turns (in addition to providing a better ride), 
integrated vehicle dynamics that provide yaw control when the vehicle is either over- or 
understeering (by selectively activating the brakes to regain vehicle control), traction 
control systems to prevent spinning of wheels during acceleration, and active sway bars to 
provide “‘controlled’’ rolling of the vehicle. The following are a few examples. 


Drive-by-wire and Driver Assist Systems The new generations of intelligent vehicles 
will be able to understand the driving environment, know their whereabouts, monitor their 
health, understand the road signs, and monitor driver performance, even overriding drivers 
to avoid catastrophic accidents. These tasks require significant overhaul of current designs. 
Drive-by-wire technology replaces the traditional mechanical and hydraulic systems with 
electronics and control systems, using electromechanical actuators and human—machine 
interfaces such as pedal and steering feel emulators—otherwise known as haptic systems. 
Hence, the traditional components—such as the steering column, intermediate shafts, 
pumps, hoses, fiuids, belts, coolers, brake boosters, and master cylinders—are eliminated 
from the vehicle. Haptic interfaces that can offer adequate transparency to the driver while 
maintaining safety and stability of the system. Removing the bulky mechanical steering 
wheel column and the rest of the steering system has clear advantages in terms of mass 
reduction and safety in modem vehicles, along with improved ergonomics as a result of 
creating more driver space. Replacing the steering wheel with a haptic device that the 
driver controls through the sense of touch would be useful in this regard. The haptic device 
would produce the same sensc to the driver as the mechanical steering wheel but with 
improvements in cost, safety, and fuel consumption as a result of eliminating the bulky 
mechanical system. 

Driver assist systems help drivers to avoid or mitigate an accident by sensing the nature 
and significance of the danger. Depending on the significance and timing of the threat, 
these on-board safety systems will initially alert the driver as early as possible to an 
impending danger. Then, they will actively assist or, ultimately, intervene in order to avert 
the accident or mitigate its consequences. Provisions for automatic over-ride features when 
the driver loses control due to fatigue or lack of attention will be an important part of the 
system. In such systems, the so-called advanced vehicle control system monitors the 
jongitudinal and lateral control, and by interacting with a central management unit, it will 
be ready to take control of the vehicle whenever the need arises. The system can be readily 
integrated with sensor networks that monitor every aspect of the conditions on the road and 
are prepared to take appropriate action in a safe manner. 


Integration and Utilization of Advanced Hybrid Powertrains Uybrid technologies offer 
improved fuel consumption while enhancing driving experience. Utilizing new energy 
storage and conversion technologies and integrating them with powertrains would be prime 
objectives of this research activity. Such technologies must be compatible with current 
platforms and must enhance, rather than compromise, vehicle function. Sample applica- 
tions would include developing plug-in hybrid technology, which would enhance the 
vehicle crulsing distance based on using battery power alone, and utilizing sustainable 
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energy resources, such as solar and wind power, to charge the batteries. The smart plug-in 
vehicle can be a part of an integrated smart home and grid energy system of the future, 
which would utilize smart energy metering devices for optimal] use of grid energy by 
avoiding peak energy consumption hours. 


High Performance Real-time Control, Health Monitoring, and Diagnosis Modern 
vehicles utilize an increasing number of sensors, actuators, and networked embedded 
computers. The need for high performance computing would increase with the introduction 
of such revolutionary features as drive-by-wire systems into modern vehicles. The 
tremendous computational burden of processing sensory data into appropriate control 


and monitoring signals and diagnostic information creates challenges in the design of 


embedded computing technology. Towards this end, a related challenge is to incorporate 
sophisticated computational techniques that control, monitor, and diagnose complex 
automotive systems while meeting requirements such as low power consumption and 
cost effectiveness. 

The following represent more traditional applications of control that have become part 
of our daily lives. 


Steering Control of an Automobile 

As a simple example of the control system, as shown in Fig. 1-1, consider the steering 
control of an automobile. The direction of the two front wheels can be regarded as the 
controlled variable, or the output, y; the direction of the steering wheel is the actuating 
signal, or the input, #. The control system, or process in this case, is composed of the 
steering mechanism and the dynamics of the entire automobile. However, if the objective is 
to control the speed of the automobile, then the amount of pressure exerted on the 
accelerator is the actuating signal, and the vehicle speed is the controlled variable. As a 
whole, we can regard the sirnplified automobile control system as one with two inputs 
(steering and accelerator) and two outputs (heading and speed). In this case, the two 
controls and two outputs are independent of each other, but there are systems for which the 
controls are coupled. Systems with more than one input and one output are called 
multivariable systems. 


Idle-Speed Control of an Automobile 

As another example of a control system, we consider the idle-speed control of an 
automobile engine. The objective of such a control system is to maintain the engine 
idle speed at a relatively low value (for fuel economy) regardless of the applied engine 
loads (e.g., transmission, power steering, air conditioning). Without the idle-speed control, 
any sudden engine-load application would cause a drop in engine speed that might cause 
the engine to stall. Thus the main objectives of the idle-speed control system are (1) to 
eliminate or minimize the speed droop when engine loading is applied and (2) to maintain 
the engine idle speed at a desired value. Fig. 1-2 shows the block diagram of the idle-speed 
control system from the standpoint of inputs—system—outputs. In this case, the throttle 
angle « and the load torque 7; (due to the application of air conditioning, power steering, 
transmission, or power brakes, etc.) are the inputs, and the engine speed w is the output, The 
engine is the controlled process of the system. 


Sun-Tracking Control of Solar Collectors 

To achieve the goal of developing economically feasible non-fossil-fuel electrical power, 
the U.S. government has sponsored many organizations in research and development of 
solar power conversion methods, including the solar-cell conversion techniques. In most of 
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Figure 1-3 Solar collector field. 


these systems, the need for high efficiencies dictates the use of devices for sun tracking. 
Fig. 1-3 shows a solar collector field. Fig. 1-4 shows aconceptual method of efficient water 
extraction using solar power. During the hours of daylight, the solar collector would 
produce electricity to pump water from the underground water table to a reservoir (perhaps 
on a nearby mountain or hill), and in the early morning hours, the water would be released 
into the irrigation system. 

One of the most important features of the solar collector is that the collector dish must 
track the sun accurately. Therefore, the movement of the collector dish must be controlled 
by sophisticated control systems. The block diagram of Fig. 1-5 describes the general 
philosophy of the sun-tracking system together with some of the most important compo- 
nents. The controller ensures that the tracking collector is pointed toward the sun in the 
morning and sends a “‘start track’ command. The controller constantly calculates the sun’s 
rate for the two axes (azimuth and elevation) of control during the day, The controller uses 
the sun rate and sun sensor information as inputs to generate proper motor commands to 
slew the collector. 


1-1-3 Open-Loop Control Systems (Nonfeedback Systems) 


¢ Open-loop systems are 
economical but usually 
inaccurate. 


The idle-speed control system illustrated in Fig. 1-2, shown previously, is rather un- 
sophisticated and is called an open-loop control system. It is not difficult to see that the 
system as shown would not satisfactorily fulfill critical performance requirements. For 
instance, if the throttle angle @ is set at a certain initial value that corresponds to a certain 
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Figure 1-4 Conceptual method of efficient water exiraction using solar power. 
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Figure 1-5 Important components of the sun-tracking control system. 


engine speed, then when a load torque 7; is applied, there is no way to prevent a drop in the 
engine speed. The only way to make the system work is to have a means of adjusting @ in 
response to a change in the load torque in order to maintain @ at the desired level. The 
conventional electric washing machine is another example of an open-loop control system 
because, typically, the amount of machine wash time is entirely determined by the 
judgment and estimation of the human operator. 

The elements of an open-loop control system can usually be divided into two parts: the 
controller and the controlled process, as shown by the block diagram of Fig. 1-6. An input 
signal, or command, r, is applied to the controller, whose output acts as the actuating signal 
u; the actuating signal then controls the controlled process so that the controlled variable y 
will perform according to some prescribed standards. In simple cases, the controller can be 
Reference 
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input + signalue =| cown | 
—+| CONTROLLER |— ED 


Figure 1-6 Elements of an open-loop control system. 
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an amplifier, a mechanical linkage, a filter, or other control elements, depending on the 
nature of the system. In more sophisticated cases, the controller can be a computer such as a 
microprocessor. Because of the simplicity and economy of open-loop control systems, we 
find this type of system in many noncritical applications. 


1-1-4 Closed-Loop Control Systems (Feedback Control Systems) 


¢ Closed-loop systems have 
many advantages over open- 
loop systems. 


What is missing in the open-loop control system for more accurate and more adaptive 
control is a link or feedback from the output to the input of the system. To obtain more 
accurate control, the controlled signal y should be fed back and compared with the 
reference input, and an actuating signal proportional to the difference of the input and the 
output must be sent through the system to correct the error. A system with one or more 
feedback paths such as that just described is called a closed-loop system. 

A closed-loop idle-speed control system is shown in Fig. 1-7. The reference input w, 
sets the desired idling speed. The engine speed at idle should agree with the reference value 
@,, and any difference such as the load torque 7, is sensed by the speed transducer and the 
error detector. The controller will operate on the difference and provide a signal to adjust 
the throttle angle & to correct the error. Fig. 1-8 compares the typical performances of open- 
loop and closed-loop idle-speed control systems. In Fig. 1-8(a), the idle speed of the open- 
loop system will drop and settle at a lower value after a load torque is applied. In Fig. 1-8 
(b), the idle speed of the closed-loop system is shown to recover quickly to the preset value 
after the application of 7;. 

The objective of the idle-speed control system illustrated, also known as a regulator 
system, is to maintain the system output at a prescribed level. 
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Figure 1-7 Block diagram of a closed-loop idle-speed control system. 
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Figure 1-8 (a) Typical response of the open-loop idle-speed control system. (b) Typical response of 
the closed-loop idle-speed control system. 
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1-2 WHAT IS FEEDBACK, AND WHAT ARE ITS EFFECTS? 


¢ Feedback exists 
whenever there is a closed 
sequence of cause-and- 
effect relationships. 


The motivation for using feedback, as illustrated by the examples in Section I-1, is 
somewhat oversimplified. In these examples, feedback is used to reduce the error between 
the reference input and the system output. However, the significance of the effects of 
feedback in control systems is more complex than is demonstrated by these simple 
examples. The reduction of system error is merely one of the many important effects 
that feedback may have upon a system. We show in the following sections that feedback 
also has effects on such system performance characteristics as stability, bandwidth, 
overall gain, impedance, and sensitivity. 

To understand the effects of feedback on a control system, it is essential to examine 
this phenomenon in a broad sense. When feedback is deliberately introduced for the 
purpose of control, its existence is easily identified. However, there are numerous situations 
where a physical system that we recognize as an inherently nonfeedback system turns out 
to have feedback when it is observed in a certain manner. In general, we can state that 
whenever a closed sequence of cause-and-effect relationships exists among the variables 
of a system, feedback is said to exist. This viewpoint will inevitably admit feedback in a 
large number of systems that ordinarily would be identified as nonfeedback systems. 
However, control-system theory allows numerous systems, with or without physical 
feedback, to be studied in a systematic way once the existence of feedback in the sense 
mentioned previously is established. 

We shall now investigate the effects of feedback on the various aspects of system 
performance. Without the necessary mathematical foundation of linear-system theory, at 
this point we can rely only on simple static-system notation for our discussion. Let us 
consider the simple feedback system configuration shown in Fig. 1-9, where r is the input 
signal; y, the output signal; e, the error; and J, the feedback signal. The parameters G and H 
may be considered as constant gains. By simple algebraic manipulations, it is simple to 
show that the input—output relation of the system is 


=e = al 
r 1+GH (1-4) 


Using this basic relationship of the feedback system structure, we can uncover some of the 
significant effects of feedback. 


1-2-1 Effect of Feedback on Overall Gain 


¢ Feedback may increase 
the gain of a system in one 
frequency range but 
decrease it in another. 


As seen from Eq. (1-1), feedback affects the gain G of a nonfeedback system by a factor of 
| + GH. The system of Fig. 1-9 is said to have negative feedback, because a minus sign is 
assigned to the feedback signal, The quantity GH may itself include a minus sign, so the 
general effect of feedback is that it may increase or decrease the gain G. In a practical 
control system, G and H are functions of frequency, so the magnitude of 1 + GH may be 


Figure 1-9 Feedback system. 
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greater than | in one frequency range but less than 1 in another. Therefore, feedback could 
increase the gain of system in one frequency range but decrease it in another. 


1-2-2 Effect of Feedback on Stability 


« A system is unstable if its Stability is a notion that describes whether the system will be able to follow the input 


Output is out of control. 


« Feedback can improve 
stability or be harmful to 
stability. 


command, that is, be useful in general. In a nonrigorous manner, a system is said to be 
unstable if its output is out of control. To investigate the effect of feedback on stability, we 
can again refer to the expression in Eq. (1-1). If GH = —1, the output of the system is 
infinite for any finite input, and the system is said to be unstable. Therefore, we may state 
that feedback can cause a system that is originally stable to become unstable. Certainly, 
feedback is a double-edged sword; when it is improperly used, it can be harmful. It should 
be pointed out, however, that we are only dealing with the static case here, and, in general, 
GH = —1 is not the only condition for instability. The subject of system stability will be 
treated formally in Chapters 2, 5, 7, and 8. 

It can be demonstrated that one of the advantages of incorporating feedback is that it 
can stabilize an unstable system. Let us assume that the feedback system in Fig. 1-9 is 
unstable because GH = —1. If we introduce another feedback loop through a negative 
feedback gain of F, as shown in Fig. 1-10, the input—output relation of the overall system is 


Ue (1-2) 
r 1+GH+GF 

It is apparent that although the properties of G and H are such that the inner-loop 
feedback system is unstable, because GH = —1, the overall system can be stable by 
properly selecting the outer-loop feedback gain F. In practice, GH is a function of 
frequency, and the stability condition of the closed-loop system depends on the magnitude 
and phase of GH. The bottom line is that feedback can improve stability or be harmful to 
stability if it is not properly applied. 

Sensitivity considerations often are important in the design of control systems. 
Because all physical elements have properties that change with environment and age, 
we cannot always consider the parameters of a contro] system to be completely stationary 
over the entire operating life of the system. For instance, the winding resistance of an 
electric motor changes as the temperature of the motor rises during operation. Control 
systems with electric components may not operate normally when first turned on because 


Figure 1-10 Feedback system with two feedback loops. 
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* Note: Feedback can 
increase or decrease the 
sensitivity of a system. 


of the still-changing system parameters during warmup. This phenomenon is sometimes 
called “‘morning sickness.” Most duplicating machines have a warmup period during 
which time operation is blocked out when first turned on. 

In general, a good control system should be very insensitive to parameter variations but 
sensitive to the input commands. We shall investigate what effect feedback has on 
sensitivity to parameter variations. Referring to the system in Fig. 1-9, we consider G 
to be a gain parameter that may vary. The sensitivity of the gain of the overall system M to 
the variation in G is defined as 

_ OM/M _ percentage change in M 
© 8G/G percentage change in G 


(1-3) 


where OM denotes the incremental] change in M due to the incremental change in G, or OG. 
By using Eq. (1-1), the sensitivity function is written 
OM G 1 


0G M 1+GH 4) 


This relation shows that if GH is a positive constant, the magnitude of the sensitivity 
function can be made arbitrarily small by increasing GH, provided that the system remains 
stable. It is apparent that, in an open-loop system, the gain of the system will respond in a 
one-to-one fashion to the variation in G (i.e.. Se = 1). Again, in practice, GH is a function 
of frequency; the magnitude of 1 + GH may be less than unity over some frequency ranges, 
so feedback could be harmful to the sensitivity to parameter variations in certain cases. In 
general, the sensitivity of the system gain of a feedback system to parameter variations 
depends on where the parameter is located. The reader can derive the sensitivity of the 
system in Fig. 1-9 due to the variation of H. 


1-2-3 Effect of Feedback on External Disturbance or Noise 


¢ Feedback can reduce the 
effect of noise. 


All physical systems are subject to some types of extraneous signals or noise during 
operation. Examples of these signals are thermal-noise voltage in electronic circuits and 
brush or commutator noise in electric motors. External disturbances, such as wind gusts 
acting on an antenna, are also quite common in control systems, Therefore, control systems 
should be designed so that they are insensitive to noise and disturbances and sensitive to 
input commands. 

The effect of feedback on noise and disturbance depends greatly on where these 
extraneous signals occur in the system. No general conclusions can be reached, but in 
many situations, feedback can reduce the effect of noise and disturbance on system 
performance. Let us refer to the system shown in Fig. 1-11, in which r denotes the command 


Figure 1-11 Feedback system with a noise signal. 


* Feedback also can affect 
bandwidth, impedance, 
transient responses, and 
frequency responses. 
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signal and 7 is the noise signal. In the absence of feedback, that is, #=0, the output y due tox 
acting alone is 


y = Gon (1-5) 


With the presence of feedback, the system output due to » acting alone is 


G2 


*~T+G6iGH ‘ 


(1-6) 


Comparing Eq. (1-6) with Eq. (1-5) shows that the noise component in the output of 
Eq. (1-6) is reduced by the factor 1 + G,GoH if the latter is greater than unity and the 
system is kept stable. 

In Chapter 9, the feedforward and forward controller configurations are used along 
with feedback to reduce the effects of disturbance and noise inputs. In general, feedback 
also has effects on such performance characteristics as bandwidth, impedance, transient 
response, and frequency response. These effects will be explained as we continue. 


» 1-3 TYPES OF FEEDBACK CONTROL SYSTEMS 


Feedback control systems may be classified in a number of ways, depending upon the 
purpose of the classification. For instance, according to the method of analysis and design, 
control systems are classified as linear or nonlinear, and time-varying or time-invariant. 
According to the types of signal found in the system, reference is often made to 
continuows-data or discrete-data systems, and modulated or unmodulated systems. 
Control systems are often classified according to the main purpose of the system. For 
instance, a position-control system and a velocity-control system control the output 
variables just as the names imply. In Chapter 9, the type of control system is defined 
according to the form of the open-loop transfer function. In general, there are many other 
ways of identifying control systems according to some special features of the system. It 1s 
important to know some of the more common ways of classifying control systems before 
embarking on the analysis and design of these systems. 


1-3-1 Linear versus Nonlinear Control Systems 


¢ Most real-life control 
systems have nonlinear 
characteristics to some 
extent. 


This classification is made according to the methods of analysis and design. Strictly 
speaking, linear systems do not exist in practice, because all physical systems are nonlinear 
to some extent. Linear feedback control systems are idealized models fabricated by the 
analyst purely for the simplicity of analysis and design. When the magnitudes of signals in 
a control system are limited to ranges in which system components exhibit linear 
characteristics (i.¢., the principle of superposition applies), the system 1s essentially linear. 
But when the magnitudes of signals are extended beyond the range of the linear operation, 
depending on the severity of the nonlinearity, the system should no longer be considered 
linear. For instance, amplifiers used in control systems often exhibit a saturation effect 
when their input signals become large; the magnetic field of a motor usually has saturation 
properties. Other common nonlinear effects found in control systems are the backlash or 
dead play between coupled gear members, nonlinear spring characteristics, nonlinear 
friction force or torque between moving members, and so on. Quite often, nonlinear 
characteristics are intentionally introduced in a control system to improve its performance 
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or provide more effective control. For instance, to achieve minimum-time control, an on- 
off (bang-bang or relay) type controller is used in many missile or spacecraft control 
systems. Typically in these systems, jets are mounted on the sides of the vehicle to provide 
reaction torque for attitude control. These jets are often controlled in a full-on or full-off 
fashion, so a fixed amount of air is applied from a given jet for a certain time period to 
control the attitude of the space vehicle. 

« There are no gencral For linear systems, a wealth of analytical and graphical techniques is available for 

methods for solving a wide design and analysis purposes. A majority of the material in this text is devoted to the 

class of nonlinear systems. analysis and design of linear systems. Nonlinear systems, on the other hand, are usually 
difficult to treat mathematically, and there are no general methods available for solving a 
wide class of nonlinear systems. It is practical to first design the controller based on the 
linear-system model by neglecting the nonlinearities of the system. The designed controller 
is then applied to the nonlinear system model for evaluation or redesign by computer 
simulation. The Virtual Lab introduced in Chapter 6 is mainly used to model the 
characteristics of practical systems with realistic physical components. 


1-3-2 Time-lnvariant versus Time-Varying Systems 


When the parameters of a control system are stationary with respect to time during the 
operation of the system, the system is called a time-invariant system. In practice, most 
physical systems contain elements that drift or vary with time. For example, the winding 
resistance of an electric motor will vary when the motor is first being excited and its 
temperature is rising. Another example of a time-varying system is a guided-missile 
control system in which the mass of the missile decreases as the fuel on board is being 
consumed during flight. Although a time-varying system without nonlinearity is still a 
linear system, the analysis and design of this class of systems are usually much more 
complex than that of the linear time-invariant systems. 


Continuous-Data Control Systems 

A continuous-data system is one in which the signals at various parts of the system are all 
functions of the continuous time variable ¢. The signals in continuous-data systems may be 
further classified as ac or dc. Unlike the general definitions of ac and dc signals used in 
electrical engineering, ac and dc control systems carry special significance in control 
systems terminology. When one refers to an ac control system, it usually means that the 
signals in the system are nodulated by some form of modulation scheme. A de control 
system, on the other hand, simply implies that the signals are unmedulated, but they are 
still ac signals according to the conventional definition. The schematic diagram of a closed- 
loop dc control system ts shown in Fig. 1-12. Typical waveforms of the signals in response 
to a step-function input are shown in the figure. Typical components of a dc contro] system 
are potentiometers, dc amplifiers, dc motors, dc tachometers, and so on. 

Figure 1-13 shows the schematic diagram of a typical ac contro] system that performs 
essentially the same task as the de system in Fig. 1-12. In this case, the signals in the system 
are modulated; that is, the information is transmitted by an ac carrier signal. Notice that the 
output controlled variable still behaves similarly to that of the dc system. In this case, the 
modulated signals are demodulated by the low-pass characteristics of the ac motor. Ac 
control systems are used extensively in aircraft and missile control systems in which noise 
and disturbance often create problems. By using modulated ac control systems with carrier 
frequencies of 400 liz or higher, the system will be less susceptible to low-frequency noise. 
Typical components of an ac control system are synchros, ac amplifiers, ac motors, 
gyroscopes, accelerometers, and so on. 
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Figure 1-12 Schematic diagram of a typical dc closed-loop system, 
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Figure 1-13 Schematic diagram of a typical ac closed-loop control system. 


In practice, not all control systems are strictly of the ac or de type. A system may 
incorporate a mixture of ac and dc components, using modulators and demodulators to 
match the signals at various points in the system. 


Discrete-Data Control Systems 

Discrete-data control systems differ from the continuous-data systems in that the signals at 
one or more points of the system are in the form of either a pulse train or a digital code. 
Usually, discrete-data control systems are subdivided into sampled-data and digital 
control systems. Sampled-data control systems refer to a more general class of 
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¢ Digital contro] systems 
are usually less susceptible 
to noise. 


1-4 SUMMARY 
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Figure 1-14 Block diagram of a sampled-data contro] system. 
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Figure 1-15 Digital autopilot system for a guided missile. 


discrete-data systems in which the signals are in the form of pulse data. A digital control 
system refers to the use of a digital computer or controller in the system so that the signals 
are digitally coded, such as in binary code. 

In general, a sampled-data system receives data or information only intermittently at 
specific instants of time. For example, the error signal in a control system can be supplied 
only in the form of pulses, in which case the control system receives no information about 
the error signal during the periods between two consecutive pulses. Strictly, a sampled-data 
system can also be classified as an ac system, because the signal of the system is pulse 
modulated. 

Figure 1-14 illustrates how a typical sampled-data system operates. A continuous-data 
input signal 7(f) is applied to the system. The error signal e(t} is sampled by a sampling 
device, the sampler, and the output of the sampler is a sequence of pulses. The sampling 
rate of the sampler may or may not be uniform. There are many advantages to incorporating 
sampling into a control system. One important advantage is that expensive equipment used 
in the system may be time-shared among several control channels. Another advantage is 
that pulse data are usually less susceptible to noise. 

Because digital computers provide many advantages in size and flexibility, computer 
control has become increasingly popular in recent years. Many airborne systems contain 
digital] controllers that can pack thousands of discrete elements into a space no larger than 
the size of this book. Figure 1-15 shows the basic elements of a digital autopilot for guided- 
missile control. 


In this chapter, we introduced some of the basic concepts of what a control] system is and what it Is 
supposed to accomplish. The basic components of a control system were described. By demonstrat- 
ing the effects of feedback in a rudimentary way, the question of why most control systems are closed- 
loop systems was also clarified. Most important, it was pointed out that feedback is a double-edged 
sword— it can benefit as well as harm the system to be controlled. This is part of the challenging task 
of designing a control system, which involves consideration of such performance criteria as stability, 
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sensitivity, bandwidth, and accuracy. Finally, various types of control systems were categorized 
according to the system signals, linearity, and control objectives. Several typical control-system 
examples were given to illustrate the analysis and design of control systems. Most systems 
encountered in real life are nonlinear and time-varying to some extent. The concentration on the 
studies of linear systems is due primarily to the availability of unified and simple-to-understand 
analytical methods in the analysis and design of linear systems. 


& REVIEW QUESTIONS 


10. 


List the advantages and disadvantages of an open-loop system. 
List the advantages and disadvantages of a closed-loop system. 


Give the definitions of ac and de control systems. 


Give the advantages of a digital control system over a continuous-data control system. 


A closed-loop control system is usually more accurate than an open-loop system. (T) 
Feedback is sometimes used to improve the sensitivity of a control system. (T) 


If an open-loop system is unstable, then applying feedback will always improve 
its stability, (T) 
Feedback can increase the gain of a system in one frequency range but decrease 
it in another. (T) 


Nonlinear elements are sometimes tntentionally introduced to a control system 
to improve its performance. (T) 


Discrete-data control systems are more susceptible to noise due to the nature of 
their signals. (T) 


(F) 
(F) 


(F) 


(F) 


(F) 


(F) 


Answers to these review questions can be found on this book’s companion Web site: 
www.wiley.com/college/golnaraghi. 


CHAPTER 2 


Mathematical Foundation 


The studies of control systems rely to a great extent on applied mathematics. One of the 
major purposes of control-system studies is to develop a set of analytical tools so that the 
designer can arrive with reasonably predictable and reliable designs without depending 
solely on the drudgery of experimentation or extensive computer simulation. 

In this chapter, it is assumed that the reader has some level of familiarity with these 
concepts through earlier courses. Elementary matrix algebra is covered in Appendix A. 
Because of space limitations, as well as the fact that most subjects are considered as review 
material for the reader, the treatment of these mathematical subjects is not exhaustive, The 
reader who wishes to conduct an in-depth study of any of these subjects should refer to 
books that are devoted to them. 

The main objectives of this chapter are: 


To introduce the fundamentals of complex variables. 
To introduce frequency domain analysis and frequency plots. 


oN oo 


To introduce differential equations and state space systems. 
4. ‘To introduce the fundamentals of Laplace transforms. 


To demonstrate the applications of Laplace transforms to solve linear ordinary 
differential equations. 


6. To introduce the concept of transfer functions and how to apply them to the 
modeling of linear time-invariant systems. 


7. To discuss stability of linear time-invariant systems and the Routh-Hurwitz 
criterion. 


8. To demonstrate the MATLAB tools using case studies. 


2-1 COMPLEX-VARIABLE CONCEPT 


To understand complex variables, it is wise to start with the concept of complex numbers 
and their mathematical properties. 


2-1-1 Complex Numbers 


A complex number is represented in rectangular form as 
z=xt jy (2-1) 


where, j = /—1 and (x, y) are real and imaginary coefficients of z respectively. We can 
treat (x, y) aS a point in the Cartesian coordinate frame shown in Fig. 2-1. A point in a 
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Imaginary 


Figure 2-1 Complex number = 
representation in rectangular and polar 
forms. 


rectangular coordinate frame may also be defined by a vector R and an angle @. It is then 
easy to see that 


x = Rceos@ 
y = Rsiné 2) 
where, 

R = magnitude of z 


6 = phase of z and is measured from the x axis. Right-hand rule convention: 
positive phase is in counter clockwise direction. 


Hence, 
R= V/x*4+y? 
2-3 
@= tan! 7 — 
x 
Introducing Eq. (2-2) into Eg. (2-1), we get 
z=Rceos@+ jRsin8 (2-4) 
Upon comparison of Taylor series of the terms involved, it is easy to confirm 
e” — cosd+ j sing (2-5) 


Eq. (2-5) is also known as the Euler formula. As a result, Eq. (2-1) may also be represented 
in polar form as 


z=Re!"=R/6 (2-6) 
We define the conjugate of the complex number z in Eg. (2-1) as 
Or, alternatively, gee) ae 
z* = Rcos@ — jRsind = Re” (2-8) 
Note: 
wz = R? =x +y* (2-9) 


Table 2-1 shows basic mathematical properties of complex numbers. 
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TABLE 2-1 Basic Properties of Complex Numbers 


Addition Z} =X) + T¥} zZ= R,ei% 
z2 = A2 + jv2 2 = Rei 

7c = (xy +x2) + flyt + ¥2) z= Rel + pei 
Subtraction 2p =xp+iy 21> Rei 
22 = 42 + fy m2 = Roet® 


32 = (x1 — x2) + J(y1 —¥2) 


z2 = X2 + Jv2 


Multiplication { =a t+ it - = RyeiM 
— z= (x1x2 — vr¥2) + j(xiy2 + 2291) 


z= (Ry R2)e/ +2) 


— 
Fe) = 
f=-l — z= (R1R2)Z (81 + 62) 
Division yHxt iy z, = Ryef® 
22 = ¥2 + J¥2  S Rye” 
zy =a — JM zi = Rye 7 
Complex Conjugate 
23 = x2 — jy2 zp = Rye 
ZI | 
a ti ay 4. F Ry ei (1-82) 
i = R> 
po oe ha _ (ta + 12) + H(a2y1— 4192) Ry 
seem ae sre (FR) “6 ~ 6) 
EXAMPLE 2-1-1 Find ;* and j*. 
: Kd +H 
j=v-l= cos 5 + jsins = ef? 
Ppa=v-W-lv=-1 =-VvV-1=-j 
p = it —— Poth: 
a a! 
s- EXAMPLE 2-1-2 Find =” using Eq. (2-6). 


zt = (Rel®)"= Rei"? — R*/n8 (2-10) 


2-1-2 Complex Variables 


A complex variable s has two components: a real component o and an imaginary 
component w. Graphically, the real component of s is represented by ao axis in the 
horizontal direction, and the imaginary component is measured along the vertical jw 
axis, in the complex s-planc. Fig. 2-2 illustrates the complex s-plane, in which any 
arbitrary point s=s; is defined by the coordinates o =o), and w =), or simply 
5) =o, + ja}. 


2-1-3 
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Figure 2-2) Complex s-plane. 


Functions of a Complex Variable 


The function G(s) is said to be a function of the complex vartable s tf, for every value of s, 
there is one or more corresponding values of G(s). Because s is defined to have real and 
imaginary parts, the function G(s) is also represented by its real and imaginary parts; that is, 


G(s) = Re[G(s)| + jlm[G(s)] (2-11) 


where Re[G(s)] denotes the real part of G(s), and Im[G(s)] represents the imaginary part of 
G(s). The function G(s) is also represented by the complex G(s)-plane, with Re[G(s)] as the 
real axis and Im[G(s)] as the imaginary axis. If for every value of s there is only one 
corresponding value of G(s) in the G(s)-plane, G(s) is said to be a single-valued function, 
and the mapping from points in the s-plane onto points in the G(s)-plane is described as 
single-valued (Fig. 2-3). If the mapping from the G(s)-plane to the s-plane is also single- 
valued, the mapping is called one-to-one. However, there are many functions for which the 
mapping from the function plane to the complex-variable plane is not single-valued. For 
instance, given the function 
l 


Gls) = s(s+ 1) 


(2-12) 


J@ j ImG 


5) = 0, +fQ, 


G(s)-plane 


Figure 2-3 Single-valued mapping from the s-plane to the G(s)-plane. 
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it is apparent that, for each value of s, there is only one unique corresponding value for G(s). 
However, the inverse mapping is not true; for instance, the point G(s) = oo is mapped onto 
two points, s = 0 and s = —1, in the s-plane. 


2-1-4 Analytic Function 


A function G(s) of the complex variable s is called an analytic functionin a region of the s- 
plane if the function and all its derivatives exist in the region. For instance, the function 
given in Eq, (2-12) is analytic at every point in the s-plane except at the points s = 0 and 
5 = —]. At these two points, the value of the function is infinite. As another example, the 
function G(s) = s + 2 is analytic at every point in the finite s-plane. 


2-1-5 Singularities and Poles of a Function 


The singularities of a function are the points in the s-plane at which the function or its 
derivatives do not exist. A pole is the most common type of singularity and plays a very 
important role in the studies of classical control theory. 

The definition of a pole can be stated as: If a function G(s) is analytic and single- 
valued in the neighborhood of point p;, it is said to have a pole of order t at s = p, if the 
limit jim Us — p;)' G(s)| has a finite, nonzero value. In other words, the denominator of 


G(s) rast include the factor (s — p;)’, so when s = p;, the function becomes infinite. 
If r = 1, the pole at s = p; is called a simple pole. As an example, the function 


10 2 
G(s) = ee (2-13) 
s(s+1)(s +3) 
has a pole of order 2 at s = —3 and simple poles at s = 0 and s = —1. It can also be said that 


the function G(s) is analytic in the s-plane except at these poles. See Fig. 2-4 for the 
graphical representation of the finite poles of the system. 


2-1-6 Zeros of a Function 


The definition of a zero of a function can be stated as: If the function G(s) is analytic at 
s = 2;, it is said to have a zero of order at s = 2; if the limit Jim Ks — z;)""G(s)| has a 


finite, nonzero value. Or, simply, G(s) has a zero of order r at = = 7%; if 1/G(s) has an rth- 
order pole at s = z;. For example, the function in Eq. (2-13) has a simple zero at s = —2. 

If the function under consideration is a rational function of s, that is, a quotient of two 
polynomials of s, the total number of poles equals the total number of zeros, counting the 
multiple-order poles and zeros and taking into account the poles and zeros at infinity. 
The function in Eq. (2-13) has four finite poles at s = 0, — 1, — 3, and —3; there is one 
finite zero at s = —2, but there are three zeros at infinity, because 


i 10 
tim. G(s) = jim n= 0 (2-14) 
Therefore, the function has a total of four poles and four zeros in the entire s-plane, 
including infinity. See Fig. 2-4 for the graphical representation of the finite zeros of the 
system. 


Toolbox 2-1-1 


For Eq. (2-13), use “‘zpk”’ to create 
zero-pole-gain models by the following 
sequence of MATLAB functions 


>> G= zpk([-2], [0 -1 -3 -3],10) 


Zero/pole/gain: 
10 (s + 2) 


s(s+1)(s+3)%2 


Convert the transfer function to 
polynomial form 


>> Gp = t£(G) 


Transfer function: 
10s + 20 


s“4 + 78°38 +15s°2 +95 


Use “‘pole” and “zero” to obtain the poles 
and zeros of the transfer function 


>> pole (Gp) 


ans = 
0 
-1 
-3 
-3 


>> zero(Gp) 


ans = 
-2 
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Figure 2-4 Graphical representation of G(s) = 


iO{s+25 —; : j 
jeer plane: x poles and O zeros. 


Alternatively use: 

>> clear all 

>> s=tfC’s’); 

>> Gp = 10«(s + 2)/(ss(s + 1)«(s + 3)°2) 


Transfer function: 
10s + 20 


s“4 + 7s°3 + 15s°2 + 95s 


Convert the transfer function Gp to 
zero-pole-gain form 


>> Gzpk = zpk(Gp) 


Zero/pole/gain: 
10 (s + 2) 


$(s+3)*2 (s+1) 
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2-1-7. Polar Representation 


To find the polar representation of G(s) in Eg. (2-12) at s = 2/j, we look at individual 


components. That is 


l 
OO) = 641) 


s=2j=Rel = 2e/% 


st1—2j+1=Re” 
JR=V2241=V5 


<{Z 
6 = tan i 1.11 rad(= 63.43°) 


1 _,F 1 


bes oii 1 a 
= eg Jtan™'s eo A¥ + tan“'s) 


G(2)) = = 
(2) 2j(27+1) 2° V5 2/5 


See Fig. 2-5 for a graphical representation of s} = 27 +1 in the s-plane. 


(2-15) 


(2-16) 


(2-17) 


EXAMPLE 2-1-3 Find the polar representation of G(s) given below for s = jw, where @ is a constant varying from 


zero to infinity. 


16 16 


Gls) = +10s+16_ (s+ 2)(s + 8) 


To evaluate Eq. (2-18) at s = jw, we look at individual components. Thus, 


jot+2= f/22 +07 e@ 


w= Rising, 

2 = R,cos ¢, 
Ri=Vv 22 + w 
a 1 O/RI 
o, = tan 2/Ry 


JO 


s-plane 


S; = 2j+ 1 im the s-plane. 


Figure 2-5 Graphical representation of 


(2-18) 


(2-19) 
(2-20) 
(2-21) 


(2-22) 


(2-23) 


jo 
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s-plane 


S;=24+jO Ssy=8+jo 


Figure 2-6 Graphical representation of 


16 
components of (aj+2\ a8) 
jot+2=R,(jsing, + cos , ) (2-24) 
jo+2=Rye (2-25) 
jo+8 = V8 + we” (2-26) 
_, @/R 
$2 = tan ae ma (2-27) 
16= 16e" (2-28) 
16 
See Fig. 2-6 for a graphical representation of components of (oj) + 2w} +8) 
Hence, 
[| 1 
jot+2  s/22 4 weit 
(2-29) 
jo+s8 7 /8* +. w? elGs 
As a result, G(s = jw) becomes: 
l6 ~Hbi+2) >) \el? 9 
G( jo) = Ve aot ve aot a ie |G jo) le (2-30) 
where 
16 
R = G(w) = |G( jo)| = ———_—————— (2-31) 
pes) (a + 4)(w? + 64) 
Similarly, we can define 
_, ImG( jw ; 
‘sta no = /G(s = jw) = -$; - ¢ (2-32) 


Table 2-2 describes different R and @ values as w changes. As shown, the magnitude decreases as 
the frequency increases. The phase goes from 0° to -180°. 
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TABLE 2-2. Numerical Values of Sample Magnitude and Phase of the 
System in Example 2-1-3 


wrad/s R @ 
0.1 0.999 —3.58 

l 0.888 —33.69 
10 0.123 —130.03 
100 0.0016 -174,28 


Alternative Approach: If we multiply both numerator and denominator of Eq. (2-18) by the 
(— jw + 2)(— jew + 8) 


complex conjugate of the denominator, L.e. (— jm +2) — joo +8) 


= 1, we get 


. , _ 16(—jo+2)(— jo + 8) 
Ase) = a +8) 
16 
(wo? + 4)(@ 7) 


= Real + Imaginary 


2-33) 
164/ (16 — w?)*+(10)? a 
~ (a + 4)(ar +64)“ 
_ 16 =e 
(a? + 4)(w* + 64) 
= Rel? 
p_—10a/R_ _ Im(G( fo}) 
(16—e*)/R  Re(G( jo)) 
16 


See Fig. 2-7 for a graphical representation of ————__——— for a fixed value of w. 
: moses (oj + 2)(wj +8) 
So as you have noticed, the frequency response can be determined graphically. Consider the 
following second order system: 


— 
— 


(16 -—w*) - 100] 


— 
— 


where @ = tan™ 


ee. 
(s+ pr)(s + p2) 


G(s) = (2-34) 


A000 hoo aaa ee 


= ic i 
$= LG(jo= tan! Tap 


_ 16 
n/(@* t 4)( 07+ 64) 
= i . . 16 ™ 
Figure 2-7? Graphical representation of (aja 2a) for a fixed value of w. 


Toolbox 2-1-2 
Here are MATLAB commands to treat complex variables: 


Z = complex (a,b) 

creates a complex output, Z, from the two real inputs Z = a+ bi 
ZC =conj (Z) 

returns the complex conjugate of the elements of Z 

X= real (Z) 

returns the real part of the elements of the complex array Z 

Y = imag (Z) 

returns the imaginary part of the elements of array Z 

R= abs (2) 

returns the complex modulus (magnitude), which is the same as 
R= sgqrt(real(Z) .*2 +imag(Z).*2) 

theta = angle(Z) 


returns the phase angles, in radians, for each element of complex array Z 


The angles lie between the “real axis” in the s-plane and the magnitude R 
Z=R.*expCi*theta) 
converts back to the original complex Z 


>> Z = complex(3, 2) 


Za 
3.0000 + 2.00001 


>> ZC = conj (Z) 


ZC = 
3.0000 - 2.00001 


>> R= abs(Z) 


R= 
3.6056 


>> theta = angle(Z) 


theta = 
0.5880 


>> ZRT =R. *exnCi* theta) 


ZRT = 
3.0000 + 2.000071 
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where (—p)} and (—p2) are poles of the function G(s). By definition, ifs = jw, G( jw) is the Frequency 
response function of G(s), because w has a unit of frequency (rad/s): 


K 
G(s) = ———_—_—_ 2-35 
= oan) Cy 


The magnitude of G( jw) is 


k= ica =2-——" (2-36) 
| jo+ pill jo + p2| 
and the phase angle of G( ja) is 
d= /G(jw)=/K -—/ jat+ m—/jo+ p2 (2-37) 


= —| — $3 


For the general case, where 


10 | ———————— (2-38) 


i=! 


The magnitude and phase of G(s) are as follows 

[joo + zl ---| jot an 

| jo + pil---|jo+ Pal (2-39) 
Q= /G( jo) oF (Wry aie ae + Ym) tl (?; a a + dy) 


R = |G( jo)|=K 


2-2 FREQUENCY-DOMAIN PLOTS 


Let G(s) be the forward-path transfer function’ of a linear control system with unity 
feedback. The frequency-domain analysis of the closed-loop system can be conducted 
from the frequency-domain plots of G(s) with s replaced by jw. 

The function G( jw) is generally a complex function of the frequency @ and can be 
written as 


G( jw) = |G( jw)|2G( jo) (2-40) 


where |G({ jw)| denotes the magnitude of G( jw), and /G( jw) is the phase of G( ja). 
The following frequency-domain plots of G( jw) versus w are often used in the 
analysis and design of linear control systems in the frequency domain. 


1. Polar plot. A plot of the magnitude versus phase in the polar coordinates as @ is 
varied from zero to infinity 


2. Bode plot. A plot of the magnitude in decibels versus w (or log,gw) in semilog 
(or rectangular) coordinates 


3. Magnitude-phase plot. A plot of the magnitude (in decibels) versus the phase on 
rectangular coordinates, with w as a variable parameter on the curve 


2-2-1 Computer-Aided Construction of the Frequency-Domain Plots 


The data for the plotting of the frequency-domain plots are usually quite time consuming to 
generate if the computation is carried out manually, especially if the function is of high 
order. In this textbook, we use MATLAB and the ACSYS software for this purpose. 


'For the formal definition of a “transfer function,”’ refer to Section 2-7-2. 


2-2-2 Polar Plots 


EXAMPLE 2-2-1 


2-2 Frequency-Domain Plots 4 27 


i@ jImG 


s-plane Js G(j@)-plane 


Figure 2-8 Polar plot shown as a mapping of the positive half of the jw-axis in the s-plane onto 
the G( jw)-plane. 


From an analytical standpoint, the analyst and designer should be familiar with the 
properties of the frequency-domain plots so that proper interpretations can be made on 
these computer-generated plots. 


The polar plot of a function of the complex variable s, G(s), is a plot of the magnitude of 
G( jw) versus the phase of G( jw) on polar coordinates as w is varied from zero to infinity. 
From a mathematical viewpoint, the process can be regarded as the mapping of the positive 
half of the imaginary axis of the s-plane onto the G( jw)-plane. A simple example of this 
mapping is shown in Fig. 2-8. For any frequency @ = w , the magnitude and phase of 
G( jw) are represented by a vector in the G{ jw)-plane. In measuring the phase, 
counterclockwise is referred to as positive, and clockwise is negative. 


To illustrate the construction of the polar plot of a function G(s), consider the function 
] 


where T is a positive constant. Setting s = ja, we have 


l 
* ae ~4 
G( jo) 1+ jo? (2-42) 
In terms of magnitude and phase, Eg. (2-42) is rewritten as 
1 
G( jo) = ———— / - tan! wT (2-43) 


V1 4+ 0°72 


When w is zero, the magnitude of G( jaw) is unity, and the phase of G( jw) is at 0°. Thus, at » = 0, 
G( jw) is represented by a vector of unit length directed in the 0° direction. As w increases, the 
magnitude of G( jw) decreases, and the phase becomes more negative. As w increases, the length of 
the vector in the polar coordinates decreases and the vector rotates in the clockwise (negative) 
direction. When w approaches infinity, the magnitude of G( jw) becomes zero, and the phase reaches 
—90°. This is presented by a vector with an infinitesimally small length directed along the —90°-axis 
in the G( jw)-plane. By substituting other finite values of w into Eq. (2-43), the exact plot of G( jw) 
turns out to be a semicircle, as shown in Fig. 2-9. 


28 » Chapter 2. Mathematical Foundation 


» EXAMPLE 2-2-2 


jImG 
G (j@)-plane 


Phasor of G(ja@) 


V1+¢P" 


Figure 2-9 Polar plot of G{ jw) = ES at 
P| 
As a second illustrative example, consider the function 
(ja) = (2-44) 


where 7; and 7, are positive real constants. Eq. (2-44) is re-written as 


. 1+ °T? 7 _ 
G( jo) =, bere /{tan~' wT2 — tan7! wT;) (2-45) 


The polar plot of G( ja), in this case, depends on the relative magnitudes of 7; and T>. If T, is greater 
than 7,, the magnitude of G( jw) is always greater than unity as w is varied from zero to infinity, and 
the phase of G{ jw) is always positive, If T, is less than 7, the magnitude of G(_ jw) is always less than 
unity, and the phase is always negative. The polar plots of G( jw) of Eq. (2-45) that correspond to 
these two conditions are shown in Fig. 2-10, 

The general shape of the polar plot of a function G({ jw) can be determined from the following 
information. 


1. The behavior of the magnitude and phase of G( jw) at # = 0 and w = ow. 


2. The intersections of the polar plot with the real and imaginary axes, and the values of w at 
these intersections 


jJimG G(Uo)-plane 


Tof T ReG 


(1 + jwT>) 


Figure 2-10 Polar plots of G( jw) = (+ jot) 
1 
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Toolbox 2-2-1 


The Nyquist diagram for Eq. (2-44) for two cases is obtained by the following sequence of MATLAB 
functions: 


Ti =10; 

T2=5; 

numl = [T2 1]; 

denl = [T1 1]; 

G1 = tfCnuml1,deni); 
nyquist (G1); 

hold on; 

num2 = [T1 1]; 

den2 = [T21]: 
G2=tf Cnum2,denz2); 
nyquist (G2); 

title (‘Nyquist diagram of G1 and G2’) 


Note: The ‘'nyquist’’ function provides a complete polar diagram. where w is varying from —co to + cc. 


Nyquist diagram of G1 and G2 


soe eee see nae eat enaeewnane reser gare CHRO won! 


Imaginary Axis 
= 


Comparing the results in Toolbox 2-2-1 and Fig. 2-10, it is clear that the polar plot reflects only a 
portion of the Nyquist diagram. In many control-system applications, such as the Nyquist stability 
criterion {see Chapter 8), an exact plot of the frequency response is not essential. Often, a rough 
sketch of the polar plot of the transfer function is adequate for stability analysis in the frequency 
domain. 
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:* EXAMPLE 2-2-3 In frequency-domain analyses of control systems, often we have to determine the basic properties of a 
polar plot. Consider the following transfer function: 


10 
G(s) = ———~ 2-46 
(s) s(s+ 1) a) 
By substituting s = jw in Eg. (2-46), the magnitude and phase of G( jw) at = 0 and w = 00 are 
computed as follows: 


lin JGCiay a ine as (2-47) 
w—() wo-0 @ 
lim, (G( jo) = lim, A10/ ja = —90° (2-48) 
iMG jo tin: “= (2-49) 
w — 00 WS Wy” 
lim /G( jw) = lim A10/jo)= —180° (2-50) 
an ox fo — OG 


Thus, the properties of the polar plot of G( jw) at @ = 0 and w = oo are ascertained. Next, we determine 
the intersections, if any, of the polar plot with the two axes of the G( jw)-plane. If the polar plot of G( ja) 
intersects the real axis, at the point of intersection, the imaginary part of G( ja) is zero; that is, 


Im|G{ jw)}| = 0 (2-51) 
To express G( jw) as the sum of its real and imaginary parts, we must rationalize G( jw) by multi- 


plying its numerator and denominator by the complex conjugate of its denominator. Therefore, 
G( jew) is written 


Cm << 10(-jw)(—jw + 1) Z —~10e@" - 10w 
MIO) jo( jo + 1)\(-jo)(—jotl) of +e lotto? (2-52) 
= RelG(jw)] + jIm[G( jw)] 


When we set Im[G( jw)| to zero, we get @ = oc, meaning that the G( jw) plot intersects only with the 
real axis of the G( jw)-plane at the origin. 

Similarly, the intersection of G( ja) with the imaginary axis is found by setting Re[G( jw)] of 
Eq. (2-52) to zero. The only real solution for w is also @ = oo, which corresponds to the origin of the 
G( jw)-plane. The conclusion is that the polar plot of G( jw) does not intersect any one of the axes at 
any finite nonzero frequency. Under certain conditions, we are interested in the properties of the 
G( je) at infinity, which corresponds to w = 0 in this case, From Eq, (2-52), we see that Im[G( jw)| = 
oo and Re[G( jw)| = —10 at w = 0. Based on this information as well as knowledge of the angles of 
G( jw) at = 0 and w = oo, the polar plot of G( jw) is easily sketched without actual plotting, as 
shown in Fig. 2-11. 


jlmG 


G(j@)-plane 


Figure 2-11 Polar plot of G(s) = Hy 
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> EXAMPLE 2-2-4 Given the transfer function 
19 
G(s) = ——-——_—~ 
(s) s(s + 1)(s + 2) 
we want to make a rough sketch of the polar plot of G( jw). The following calculations are made for 
the properties of the magnitude and phase of G[ jw) at w = 0 and w = oo: 


(2-33) 


lim |G( jw}| = lim ol = 06 (2-54) 
w—O w—{) 
lim /G( jo) = lim /5/ jo = —90° (2-55) 
a0 w—+0 
: . 10 
im {GC jw)| = Jim = 9 (2-56) 


To find the intersections of the G( jw) plot on the real and imaginary axes of the G( jw)-plane, we 
rationalize G( jw) to give 
10(—jw)(—jo + 1)(—jo + 2) 


G( jo) = SO ——o—————————o—o—Ooooooo7 (2-57) 
(Jo) = Fo ja+ (Jo + 2(—Jo)(—Jo + 1)(— Jo +2) 
After simplification, the last equation is written 
—30 (10(2 — w*) 
G( jo) = Re[G( jw)] + jIm[G( jo)] = Peake ae (2-58) 


Qu? + (2-0) 903+ a(2-«2) 
Setting Re[G( ja)] to zero, we have w = oo, and G{ joo) = 0, which means that the G( jw) plot 


intersects the imaginary axis only at the origin. Setting /m[G( jew)] to zero, we have w = +2 rad/sec. 
This gives the point of intersection on the real axis at 


G(+iv2) = -5/3 (2-59) 


The result, # = — V2 rad/sec, has no physical meaning, because the frequency is negative; it simply 
represents a mapping point on the negative jw-axis of the s-plane. In general, if G(s) is a rational 
function of s (a quotient of two polynomials of s), the polar plot of G(_ jar) for negative values of @ is the 
mirror image of that for positive w, with the mirror placed on the real axis of the G( jw)-plane. From 
Eq. (2-58), we also see that Re[G{ j0)] = co and Im[G( j0)| = oo. With this information, it is now 
possible to make a sketch of the polar plot for the transfer function in Eq. (2-53), as shown in Fig. 2-12. 

Although the method of obtaining the rough sketch of the polar plot of a transfer function as 
described is quite straightforward, in general, for complicated transfer functions that may have 
multiple crossings on the real and imaginary axes of the transfer-function plane, the algebraic 
manipulation may again be quite involved. Furthermore, the polar plot is basically a tool for analysis; 
it is somewhat awkward for design purposes. We shall show in the next section that approximate 
information on the polar plot can always be obtained from the Bode plot, which can be sketched 


jImG 


G-plane 


a=/2 rad/sec 


O~ 4, 


Figure 2-12 Polar plot of G(s) = PRSVESTS 
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without any calculations. Thus, for more complicated transfer functions, sketches of the polar plots 
can be obtained with the help of the Bode plots, unless MATLAB is used. 


2-2-3 Bode Plot (Corner Plot or Asymptotic Plot) 


The Bode plot of the function G({ jw) is composed of two plots, one with the amplitude of 

G( jw) in decibels (dB) versus log;gw or w and the other with the phase of G( jw) in 

degrees as a function'of logj)@ or w. A Bode plot is also known as a corner plot or an 

asymptotic plot of G( jw). These names stem from the fact that the Bode plot can be 

constructed by using straight-line approximations that are asymptotic to the actual plot. 
In simple terms, the Bode plot has the following features: 


1. Because the magnitude of G( jw) in the Bode plot is expressed in dB, product and 
division factors in G( ja) became additions and subtractions, respectively. The 
phase relations are also added and subtracted from each other algebraically. 


2. The magnitude plot of the Bode plot of G( jw) can be approximated by straight-line 
segments, which allow the simple sketching of the plot without detailed computation. 


Because the straight-line approximation of the Bode plot is relatively easy to construct, the 
data necessary for the other frequency-domain plots, such as the polar plot and the 
magnitude-versus-phase plot, can be easily generated from the Bode plot. 

Consider the function 


) K(s + zi){s+22)-+- (s+ Zn) ew Tas 


_f 2-60 
Het nee nm) eee) oo 


where K and T, are real constants, and the z’s and the p’s may be real or complex (in 
conjugate pairs) numbers. In Chapter 7, Eq. (2-60) is the preferred form for root-locus 
construction, because the poles and zeros of G(s) are easily identified. For constructing the 
Bode plot manually, G(s) is preferably written in the following form: 


_ Ki (1+ Tys)(1 + Tos) --(1+ Tins) 1, 


19S "SHI + Tas (1+ Tos) (1 Tas) _ 


where Kj is areal constant, the 7°s may be real or complex (in conjugate pairs) numbers, 
and 7,7 is the real time delay. If the Bode plot is to be constructed with a computer program, 
then either form of Eq. (2-60) or Eq. (2-61) can be used. 

Because practically all the terms in Eq. (2-61) are of the same form, then without loss 
of generality, we can use the following transfer function to illustrate the construction of the 
Bode diagram. 


= K(1 + T,s)(1 + Ts) 

s(1 + Tas) (1 + 2¢s/@_ + 57/2) 
where K, T,,, T,, T2, T,, €, and w, are real constants, It is assumed that the second-order 
polynomial in the denominator has complex-conjugate zeros. 

The magnitude of G( jw) in dB is obtained by multiplying the logarithm (base 10) of 
|G{ jw)| by 20; we have 
IG( jo) lux = 20 log19|G( jo)| 
20 log jo|K| + 20 logi9|1 + jw71| + 20 logio|1 + jwT>| 


— 20 logyo| joo] — 201ogy9|1 + joTal — 20]og)9|1 + j2f@ — w*/w*| (2-63) 


G(s) ere (2-62) 
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The phase of G( jw) is 
{G( jw) = /‘K + 41 4+ joT,) + 41 + jwT2) — 4j@ — 41+ jwT,) 
— (1 + 2fw/w,_ — w*/w?) — wTy rad (2-64) 


In general, the function G( jw) may be of higher order than that of Eq. (2-62) and 
have many more factored terms. However, Eqs. (2-63) and (2-64) indicate that 
additional terms in G{ jw) would simply produce more similar terms in the magnitude 
and phase expressions, so the basic method of construction of the Bode plot would be 


Toolbox 2-2-2 


The Bode plot for Example 2-1-3, using the MATLAB “bode”’ function, is obtained by the following 
sequence of MATLAB functions. 


Approach | Approach 2 

num = [16]; s=tfC‘s’); 

den= [11016]: G=16/(s°2 + 10«s +16): 
G=tf(num,den); bode(G): 

bode(G); 


The ‘‘bode’’ function computes the magnitude and phase of the frequency response of linear time 
invariant models. The magnitude is plotted in decibels (dB) and the phase in degrees. Compare the 
results to the values in Table 2-2. 


Bode Diagram 


0 
-20 
m 
= 40 
oO 
i 
= 
& -60 
G 
= 
-BO 


Phase (deg) 
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the same, We have also indicated that, in general, G( jw) can contain just five simple 
types of factors: 
1. Constant factor: K 
Poles or zeros at the origin of order p: ( jo)*? 
Poles or zeros at s = —1/T of order q: (1+ jwT)*? 


Complex poles and zeros of order r: (1 + j2%@/@, — w*/ we)" 


wap & 


Pure time delay e~/@!4, where Ty, p, q, and r are positive integers 


Egs. (2-63) and (2-64) verify one of the unique characteristics of the Bode plot in that 
each of the five types of factors listed can be considered as a separate plot; the individual 
plots are then added or subtracted accordingly to yield the total magnitude in dB and 
the phase plot of G( jw). The curves can be plotted on semilog graph paper or linear 
rectangular-coordinate graph paper, depending on whether w or log);pw is used as the 
abscissa. 

We shall now investigate sketching the Bode plot of different types of factors. 


2-2-4 Real Constant K 


Because 
Kan = 20logig K = constant (2-65) 
and 
0° K>0 
= 9. 
s { 180° K<0 ea) 


the Bode plot of the real constant K is shown in Fig. 2-13 in semilog coordinates. 


2-2-5 Poles and Zeros at the Origin, (jw)*? 
The magnitude of ( jw)*? in dB is given by 


20 logio|( jo)*? =+20plog;yw dB (2-67) 


for @ > 0. The last expression for a given p represents a straight line in either semilog or 
rectangular coordinates, The slopes of these lines are determined by taking the derivative of 
Eq. (2-67) with respect to log, @; that is, 


d 
FT (+20 plog;9#) =-+20p dB/decade (2-68) 


These lines pass through the 0-dB axis at # = 1. Thus, a unit change in log)g@ corresponds 
to a change of +20p dB in magnitude. Furthermore, a unit change in log, in the 
rectangular coordinates is equivalent to one decade of variation in w, that is, from | to 10, 
10 to 100, and so on, in the semilog coordinates. Thus, the slopes of the straight lines 
described by Eq. (2-68) are said to be +20p dB/decade of frequency. 
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Figure 2-13 Bode plot of constant K. 


Instead of decades, sometimes octaves are used to represent the separation of two 
frequencies. The frequencies w , and w are separated by one octave if w/w, = 2. The 
number of decades between any two frequencies @) and wz is given by 


number of decades = _ 10810(@2/@1) _ log jo (22) (2-69) 
log 1910 ey 


Similarly, the number of octaves between w 2 and @ is 


number of octaves = login(w2/ar) _ I ——— logig (<2) 


log 2 0.301 om) 


Thus, the relation between octaves and decades is 


number of octaves = 1/0.301 decades = 3.32 decades (2-71) 
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Substituting Eq. (2-71) into Eq. (2-67), we have 
+20 pdB/decade = +20p x 0.301 %6p dB/octave (2-72) 


For the function G(s) = 1/s, which has a simple pole at s = 0, the magnitude of G( jw) is a 
straight line with a slope of —20dB/decade, and it passes through the 0-dB axis at 
@ = | rad/sec. 

The phase of ( jw)*? is written 


L{ jw)*? = +p x 90° (2-73) 


The magnitude and phase curves of the function ( jw)*? are shown in Fig. 2-14 for several 
values of P. 
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Figure 2-14 Bode plots of ( jw)?. 
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2-2-6 Simple Zero, 1+ joT 
Consider the function 
G( jo) = 1+ joT (2-74) 
where T is a positive real constant. The magnitude of G( jw) in dB is 
|G jer) lag = 20 logy|G( jo) | = 20logyg V1 + «27? (2-75) 


To obtain asymptotic approximations of |G( jw)|4,3. we consider both very large and very 
small values of w. At very low frequencies, wT < 1, Eq. (2-75) is approximated by 


because w*T is neglected when compared with 1. 
At very high frequencies, wT >> 1, we can approximate | + w?7? by w*T?; then Eq. 
(2-75) becomes 


IG( jw) |gg 2 20logigV@?T? = 20 logig wT (2-77) 


Eq. (2-76) represents a straight line with a slope of 20 dB/decade of frequency. 
The intersect of these two lines is found by equating Eq. (2-76) to Eq. (2-77), which 
gives 

w= 1/T (2-78) 


This frequency is also the intersect of the high-frequency approximate plot and the low- 
frequency approximate plot, which is the 0-dB axis. The frequency given in Eq. (2-78) is 
also known as the corner frequency of the Bode plot of Eq. (2-74), because the asymptotic 
plot forms the shape of a corner at this frequency, as shown in Fig, 2-15. The actual 
|G( j@) yp plot of Eq. (2-74) is a smooth curve and deviates only slightly from the straight- 
line approximation. The actual values and the straight-line approximation of |1 + jw7|ap 
as functions of wT are tabulated in Table 2-3. The errur between the actual magnitude curve 
and the straight-line asymptotes is symmetrical with respect to the corer frequency 
w = 1/T. It is useful to remember that the error is 3 dB at the corner frequency, and it is 
1 dB at 1 octave above (w@ = 2/T) and 1 octave below (w = 1/2T) the corner frequency. 
At 1 decade above and below the comer frequency, the error is dropped to approximately 
0.3 dB. Based on these facts, the procedure of drawing |1 + jw7|yp is as follows: 


1. Locate the corner frequency w = 1/T on the frequency axis. 


2. Draw the 20-dB/decade (or 6-dB/octave) line and the horizontal line at 0 dB, with 
the two lines intersecting at m = 1/T. 


3. If necessary, the actual magnitude curve is obtained by adding the errors to the 
asymptotic plot at the strategic frequencies, Usually, a smooth curve can be 
sketched simply by locating the 3-dB point at the corner frequency and the 1-dB 
points at 1 octave above and below the corner frequency. 

The phase of G{ jw) = 1+ jwT is 


/G( jw) = tan! wT (2-79) 


Similar to the magnitude curve, a straight-line approximation can be made for the phase 
curve. Because the phase of G( jw) varies from 0° to 90°, we can draw a line from 0° at 1 
decade below the corner frequency to 90° at 1 decade above the corner frequency. As shown 
in Fig. 2-15, the maximum deviation between the straight-line approximation and the actual 
curve is less than 6°. Table 2-3 gives the values of /(1 + jwT) versus wT. 
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Figure 2-15 Bode plots of G(s) = 1 + Ts and G(s) = (aT 


TABLE 2-3 Values of /(1+ jot) versus wT 


Straight-Line Approximation Error /(1 + jwT) 

oT log g@T J1 + jot] (1+ jwT lap 11 + joT lap (dB) (deg) 
0.01 —2 1.0 0.000043 0 0.00043 0.5 
0.10 —|] 1.04 0.043 0 0.043 5.7 
0.50 —0.3 1.12 I 0 ] 26.6 
0.76 —0.12 1.26 2 0 2 37.4 
1.00 0 1.41 3 0 3 45.0 
1.31 0,117 1.65 4,3 2.3 2 32.7 
2.00 0.3 2.23 7.0 6.0 1 63.4 
10.00 1.0 10.4 20.043 20.0 0,043 84.3 


100.00 2.0 100.005 40.00043 40.0 0.00043 89.4 
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2-2-7 Simple Pole, 1/(1 + jw 7) 


For the function 


G( jo) = ——= 2-80 

( jo) 1 + jowT an) 
the magnitude, |G( jw)! in dB, is given by the negative of the right side of Eq. (2-75), and 
the phase /G( ja) is the negative of the angle in Eq. (2-79). Therefore, it is simple to extend 
all the analysis for the case of the simple zero to the Bode plot of Eq. (2-80). The 
asymptotic approximations of |G( j@)|ypn at low and high frequencies are 


wI <1 |G(jo)|43 & OdB (2-81) 


Thus, the corner frequency of the Bode plot of Eq. (2-80) is still at w = 1/T, except 
that at high frequencies the slope of the straight-line approximation is —20 dB/decade. 
The phase of G( jaw) is 0 degrees at @ = 0, and —90° when w = oo. The magnitude in dB 
and phase of the Bode plot of Eq. (2-80) are shown in Fig. 2-15. The data in Table 2-3 are 
still useful for the simple-pole case if appropriate sign changes are made to the numbers. 
For instance, the numbers in |1+ jwT|gp, the straight-line approximation of 
\1-+ jwT\gp, the error (dB), and the 4(1+ jwT) columns should all be negative. At 
the corner frequency, the error between the straight-line approximation and the actual 
magnitude curve is —3 dB. 


2-2-8 Quadratic Poles and Zeros 


Now consider the second-order transfer function 


2 
wr 1 


Os) = 37 oroys bak 1+ (iefan)s + (1fad)2 


(2-83) 


We are interested only in the case when ¢ < 1, because otherwise G(s) would have two 
unequal real poles, and the Bode plot can be obtained by considering G(s) as the product of 
two transfer functions with simple poles. 

By letting s = jw, Eg. (2-83) becomes 


1 


2) TT olen)?) + 8le/en 


(2-84) 
The magnitude of G( jw) in dB is 
2 
|G( jo)| = 20 log jq|G( jo)| = —20 logo 1 = (/on)”| +4¢?(w/cp)? (2-85) 


At very low frequencies, w/w, <1, Eq. (2-85) can be approximated as 


|G( jo) lag = 20 log jo|G( jo)| = —20logig1 =O dB (2-86) 
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Thus, the low-frequency asymptote of the magnitude plot of Eq. (2-83) is a straight line that 
lies on the 0-dB axis. At very high frequencies, w/c, >> 1, the magnitude in dB of G( jw) in 
Eq. (2-83) becomes 


IG( jo) lan & — 2 logy y/ (w/ Wn)" = —40 logig(w/a,) dB (2-87) 


This equation represents a straight line with a slope of —40dB/decade in the Bode-plot 
coordinates. The intersection of the two asymptotes is found by equating Eq. (2-86) to 
Eq. (2-87), yielding the corner frequency at @ = w,. The actual magnitude curve of G( jw) 
in this case may differ strikingly from the asymptotic curve. The reason for this is that the 
amplitude and phase curves of the second-order G( jw) depend not only on the corner 
frequency «, but also on the damping ratio ¢, which does not enter the asymptotic curve. 
The actual and the asymptotic curves of |G({ j@)|4_ are shown in Fig. 2-16 for several 
values of ¢. The errors between the two sets of curves are shown in Fig. 2-17 for the same 
set of values of ¢. The standard procedure of constructing the second-order |G( jw) |qp is to 
first locate the corner frequency w, and —40-dB/decade line to the right of w,. The actual 
curve is obtained by making corrections to the asymptotes by using either the data from the 
error curves of Fig. 2-17 or the curves in Fig. 2-16 for the corresponding ¢. 
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Figure 2-16 Bode plot of G(s) = ToneseGint 
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Figure 2-17 Errors in magnitude curves of Bode plots of Gis) = PUTAS IEF Ss 


The phase of G( jw) is given by 


2 
LG( jw) = nin 288 r a (=) {} (2-88) 


and is plotted as shown in Fig. 2-16 for various values of ¢. 
The analysis of the Bode plot of the second-order transfer function of Eq. (2-83) can be 
applied to the second-order transfer function with two complex zeros. For 


G(s) = | +4? (2-89) 


Oy we 


the magnitude and phase curves are obtained by inverting those in Fig. 2-16. The errors 
between the actual and the asymptotic curves in Fig. 2-17 are also inverted. 


Toolbox 2-2-3 


The Bode plot for Fig. 2-17 when ¢ = 0.05 and w = 1, using the MATLAB “bode” function, is obtained by 
the following sequence of MATLAB functions. 


Approach 1 Approach 2 


num = [1]; s=tf(‘s’); 

den= [1.11]; G=1/(s*2+ .1's +1); 
G = tf(num, den); bode (G); 

bpode(G); 
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2-2-9 Pure Time Delay, g hole 


EXAMPLE 2-2-5 


The magnitude of the pure time delay term is equal to unity for all values of w. The phase of 
the pure time delay term is 


le Jota — —-wlg (2-90) 
which decreases linearly as a function of w. Thus, for the transfer function 
G( jw) = G1( jw)e (2-91) 


the magnitude plot |G(_jw)}|g, is identical to that of |G, ( jw) |ypn. The phase plot /G( ja) is 
obtained by subtracting w7, radians from the phase curve of G,{ ja») at various w. 


As an illustrative example on the manual construction of the Bode plot, consider the function 
10(s + 10) 
G(s) = ——.————~ 
\S) = 54 Di +5) 
The first step is to express G(s) in the form of Eq. (2-61) and set s = jw (keeping in mind that, for 
computer plotting, this step is unnecessary); we have 
= 10(1 + j0.1e) 
~ jo(1 + j0.5@)(1 + j0.20) 
Eg. (2-92) shows that G( jw) has corner frequencies at w = 2, 5, and 10 rad/sec. The pole at s = 0 
gives 4 magnitude curve that is a straight line with a slope of -20dB/decade, passing through the 
w = 1 rad/sec point on the 0-dB axis. The complete Bode plot of the magnitude and phase of G{ jw) 


is obtained by adding the component curves together, point by point, as shown in Fig. 2-18. The actual 
curves can be obtained by a computer program and are shown in Fig. 2-18. 


(2-92) 


G( jo) (2-93) 
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Figure 2-18 Bode plot of G(s) = ety 


Toolbox 2-2-4 

The Bode piot for Eq. (2-93), using the MATLAB “‘bode”’ function, is obtained by the following sequence of 
MATLAB functions. 

num= [110]; 

den=[.1.710]; 


G=tf(Cnum,den); 
bode(G): 


The result is a graph similar to Fig. 2-18. 
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2-2-10 Magnitude-Phase Plot 


The magnitude-phase plot of G( jw) is a plot of the magnitude of G( jw) in dB versus its 
phase in degrees, with w as a parameter on the curve. One of the most important 
applications of this type of plot is that, when G( jw) is the forward-path transfer function 
of a unity-feedback control system, the plot can be superposed on the Nichols chart 
(see Chapter 8) to give information on the relative stability and frequency response of the 
system. When constant coefficient K of the transfer function varies, the plot is simply 
raised or lowered vertically according to the value of K in dB. However, in the 
construction of the plot, the property of adding the curves of the individual components 
of the transfer function in the Bode plot does not carry over to this case. Thus, it is 
best to make the magnitude-phase plot by computer or transfer the data from the 
Bode plot. 


B> EXAMPLE 2-2-6 As an illustrative example, the polar plot and the magnitude-phase plot of Eq. (2-92) are shown in 
Fig, 2-19 and Fig. 2-20, respectively. The Bode plot of the function is already shown in Fig. 2-18. 
The relationships among these three plots are easily identified by comparing the curves in Figs. 2-18, 
2-19, and 2-20. 
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Figure 2-19 Polar plot of G(s) = one 
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Toolbox 2-2-5 


The magnitude and phase plot for Example 2-2-6 may be obtained using the MATLAB “nichols” function, 
by the following sequence of MATLAB functions. 7 


>> G= zpk([~-10], [0 -2 -5},10) 
Zero/pole/gain: 
10 (s +10) 


ep ey ee ee deed Ge ee 


s(s+2) (s+ 5) 


>> nichols(G) 


See Fig. 2-20. 
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Toolbox 2-2-6 


The phase and gain margins for Eq. (2-92) are obtained by the following sequence of MATLAB 
functions. 


Approach 1 Approach 2 


num = [10 100]; s=tfC's’); 

den=[{17100]; G1=(10"s + 100)/(s°3 + 7"s*2 +10's); 
G1=tfCnum,den); margin(G1); 

margin (G1); 


“Margin” produces a Bode plot and displays the margins on this plot. 


Bode Diagram 
Gn = 7.36 dB (at 5.77 racésec) , Pm = 10.7 deg (at 3.88 radésec) 
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2-2-11 Gain- and Phase-Crossover Points 


Gain- and phase-crossover points on the frequency-domain plots are important for analysis 
and design of control systems. These are defined as follows. 


* Gain-crossover point. The gain-crossover point on the frequency-domain plot of 
G( jw) is the point at which |G( jw)| = 1 or |G(_ j@)|5, = 0 dB. The frequency at the 
gain-crossover point is called the gain-crossover frequency @,. 

¢ Phase-crossover point. The phase-crossover point on the frequency-domain plot 
of G( jw) is the point at which /G( jw) = 180°. The frequency at the phase- 
crossover point is called the phase-crossover frequency @p. 
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The gain and phase crossovers are interpreted with respect to three types of plots: 


¢ Polar plot. The gain-crossover point (or points) is where |G{ jw)| = 1. The phase- 
crossover point (or points) is where /G( jw) = 180° (see Fig. 2-19). 

¢ Bode plot. The gain-crossover point (or points) is where the magnitude curve 
|G( j@)|y_ crosses the 0-dB axis. The phase-crossover point (or points) is where the 
phase curve crosses the 180° axis (see Fig. 2-18). 


e Magnitude-phase plot. The gain-crossover point (or points) is where the G{ jw) 
curve crosses the 0-dB axis. The phase-crossover point (or points) is where the 
G{ jw) curve crosses the 180° axis (see Fig. 2-20). 


2-2-12 Minimum-Phase and Nonminimum-Phase Functions 


EXAMPLE 2-2-7 


A majority of the process transfer functions encountered in linear control systems do not 
have poles or zeros in the right-half s-plane. This class of transfer functions is called the 
minimum-phase transfer function, When a transfer function has either a pole or a zero in 
the right-half s-plane, it is called a nonminimum-phase transfer function. 

Minimum-phase transfer functions have an important property in that their magnitude 
and phase characteristics are uniquely related. In other words, given a mintmum-phase 
function G(s), knowing its magnitude characteristics |G(jw)| completely defines the phase 
characteristics, /G( jw). Conversely, given /G(jw), |G(jw)| is completely defined. 

Nonminimum-phase transfer functions do not have the unique magnitude-phase 
relationships. For instance, given the function 

G( jo) = 2-94 
(J) = Tor (2-94) 

the magnitude of G( jw) is the same whether T is positive (nonminimum phase) or negative 
(minimum phasc). However, the phase of G( jw) is different for positive and negative T. 

Additional properties of the minimum-phase transfer functions are as follows: 


¢ For a minimum-phase transfer function G(s) with #2 zeros and n poles, excluding 
the poles at s = 0, if any, when s = jw and as w varies from co to 0, the total phase 
variation of G( jw) is (” — m)x/2. 

¢ The value of a minimum-phase transfer function cannot become zero or infinity at 
any finite nonzero frequency. 


¢ A nonminimum-phase transfer function will always have a more positive phase 
shift as @ is varied from oo to 0. 


As an illustrative example of the properties of the nonminimum-phase transfer function, consider that 
the zero of the transfer function of Eq. (2-92) is in the right-half s-plane; that is, 


G(s) = 10(s — 10) 


~ s(s + 2)(s +5) oa) 


The magnitude plot of the Bode diagram of G( ja) is identical to that of the minimum-phase transfer 
function in Eq. (2-92), as shown in Fig. 2-18, The phase curve of the Bode plot of G(_ ja) of Eq. (2-95) 
is shown in Fig. 2-21(a), and the polar plot is shown in Fig. 2-21(b). Notice that the nonminimum- 
phase function has a net phase shift of 270° (from —180° to + 90°) as & varies from oo to 0, whereas 
the minimum-phase transfer function of Eq. (2-92) has a net phase change of only 90° (from 
—180° to — 90°) over the same frequency range. 
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Figure 2-21 (a) Phase curve of the Bode plot. (b) Polar plot. G(s) = es: 


Care should be taken when using the Bode diagram for the analysis and design of systems 
with nonminimum-phase transfer functions. For stability studies, the polar plot, when nsed 
along with the Nyquist criterion discussed in Chapter 8, is more convenient for nonminimum- 
phase systems. Bode diagrams of nonminimum-phase forward-path transfer functions should not 
be used for stability analysis of closed-loop control systems. The same is true for the magnitude- 
phase plot. 

Here are some important notes: 


* A Bode pilot is also known as a corner plot or an asymptotic plot. 
¢ The magnitude of the pure time delay term is unity for all w. 
e The magnitude and phase characteristics of a minimum-phase function are uniquely related, 


* Do not use the Bode plot and the gain-phase plot of a nonminimum-phase transfer function for 
stability studies. 


The topic of frequency responsc has a special importance in the study of control systems and is 
revisited later in Chapter 8. <j 
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® 2-3 INTRODUCTION TO DIFFERENTIAL EQUATIONS 


A wide range of systems in engineering are modeled mathematically by differential 
equations. These equations generally involve derivatives and integrals of the dependent 
variables with respect to the independent variable—usually time. For instance, a series 
electric RLC (resistance-inductance-capacitance) network can be represented by the 
differential equation: 


Ri(t) + po) + / i(t)dt = e(t) (2-96) 


where R is the resistance; L, the inductance; C, the capacitance; i{/), the current in the 
network; and e(t), the applied voltage. In this case, e(f) is the forcing function; 7, the 
independent variable; and i(¢), the dependent variable or unknown that is to be determined 
by solving the differential equation. 

Eq. (2-96) is referred to as a second-order differential equation, and we refer to the 
system as a second-order system. Strictly speaking, Eq. (2-96) should be referred to as an 
integrodifterential equation, because an integral is involved. 


2-3-1 Linear Ordinary Differential Equations 


In general, the differential equation of an mth-order system is written 


d" y(t) d"~'y(t) dy(t) 
ant Ont et Fa + aoy(t) = F (0) (2-97) 


which is also known as a linear ordinary differential equation if the coefficients 
dg,€j{;.--,@,—-1 are not functions of y(Z). 
A first-order linear ordinary differential equation is therefore in the general form: 


OD + aoy(t) = FO (2-98) 


and the second-order general form of a linear ordinary differential equation is 
d*y(t) _ _ dy(?) 
de a 


In this text, because we treat only systems that contain lumped parameters, the differential 
equations encountered are all of the ordinary type. For systems with distributed parameters, 
such as in heat-transfer systems, partial differential equations are used. 


+ agy(t) = f(0) (2-99) 


2-3-2 Nonlinear Differential Equations 


Many physical systems are nonlinear and must be described by nonlinear differential 
equations. For instance, the following differential equation that describes the motion of a 
pendulum of mass m and length /, later discussed in this chapter, is 


d0(t) 
dt? 


me + mg sin 6(t) = 0 (2-100) 


Because 0{¢) appears as a sine function, Eq. (2-100) is nonlinear, and the system is called a 
nonlinear system. 


30 . 


Chapter 2. Mathematical Foundation 


2-3-3 First-Order Differential Equations: State Equations” 


In general, an mth-order differential equation can be decomposed into » first-order 
differential equations. Because, in principle, first-order differentia] equations are simpler 
to solve than higher-order ones, first-order differential equations are used in the analytical 
studies of control systems. For the differential equation in Eg. (2-96), if we let 


x(t) = | i(t)dt (2-101) 
and 
dx (t 
wt) = TY A (2-102) 
dt 
then Eq. (2-96) is decomposed into the following two first-order differential equations: 
ax, (t 
at = x(t) (2-103) 
dx2(t) ] R 1 
= —— meet, — 2-104 
it 7th — pel + pel (2-104) 
In a similar manner, for Eq. (2-97), let us define 
x\(t) = My, 
x2(t) = oN 
(2-105) 
y nl y(t) 
x(t) = re 


then the mth-order differential equation is decomposed into # first-order differential 
equations: 


dd. 
alt) = x(t) 
dx>(t) _ 
a = a(t) (2-106) 
a = —agxy(t) — a1x2(t) — +++ — Gn—2¥u—1 (4) ~ Aa vanlt) + FC) 


Notice that the last equation is obtained by equating the highest-ordered derivative term in 
Eg. (2-97) to the rest of the terms. In control systems theory, the set of first-order 
differential equations in Eq. (2-106) is called the state equations, and 21,22, ...,Xp 
are called the state variables. 


2-3-4 Definition of State Variables 


The state of a system refers to the past, present, and future conditions of the system. 
From a mathematical perspective, it is convenient to define a set of state variables and 
state equations to model dynamic systems. As it turns out, the variables x,(t), 
x(t), ...,%,(t) defined in Eq. (2-105) are the state variables of the nth-order system 


* Please refer to Chapter 106 for more in-depth study of State Space Systems. 
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described by Eq. (2-97), and the x first-order differential equations are the state equations. 
In general, there are some basic rules regarding the definition of a state variable and what 
constitutes a state equation. The state variables must satisfy the following conditions: 


¢ At any initial time f = fo, the state variables x) (to), x2{to), ... , Xn (fo) define the 
initial states of the system. 


¢ Once the inputs of the system for t > fo and the initial states just defined are specified, 
the state variables should completely define the future behavior of the system. 


The state variables of a system are defined as a minimal set of variables, 
x1(t),x2(t), ...,4,(t), such that knowledge of these variables at any time fg and informa- 
tion on the applied input at time fp are sufficient to determine the state of the system at any 
time ¢ >t. Hence, the space state form for n state variables is 


x(t) = Ax(t) + Bu (2-107) 
where x(t) is the state vector having 7 rows, 
x1 (t) 
x2(t) 
x(t)= |. (2-108) 
Xn(t) 
and u(t) is the input vector with p rows, 
uy (t) 
u(t) 
u(t) — ce (2-109) 
nf?) 
The coefficient matrices A and B are defined as: 
Qjt@2 <‘*: iz 
G21 @22 +++ a 
ee ie "1 nxn) (2-110) 
Qnt GQy2 ‘°: Onn 
by, byz +++) Dip 
bo} by ++: bap 
B=| . —— (7% x p) (2-111) 
by) byz + Dy, p 


2-3-5 The Output Equation 


One should not confuse the state variables with the outputs of a system. An output of a 
system is a variable that can be measured, but a state variable does not always satisfy this 
requirement, For instance, in an electric motor, such state variables as the winding current, 
rotor velocity, and displacement can be measured physically, and these variables all qualify 
as output variables. On the other hand, magnetic flux can also be regarded as a state variable 
in an electric motor, because it represents the past, present, and future states of the motor, 
but it cannot be measured directly during operation and therefore does not ordinarily 
qualify as an output variable. In general, an output variable can be expressed as an algebraic 
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combination of the state variables. For the system described by Eq. (2-97), if y(t) is 
designated as the output, then the output equation is simply y{t) = x;,(t). In general, 


yi (t) 
TL ye(t) 
yit}=] | =Cx(t)+Du (2-112) 
q(t) 
Cj1 C12 se) Clin 
C21 C22 8 
C=|. . . 8 (2-113) 
€ql Cq2 eee Con 
dj; d@j2 +++ ap 
doi doz +++ dap 
D=|. |, (2-114) 
dqi dqz ++ dap 


We will utilize these concepts in the modeling of various dynamical systems. 


p> 2-4 LAPLACE TRANSFORM 


The Laplace transform is one of the mathematical tools used to solve linear ordinary 
differential equations. In contrast with the classical method of solving linear differential 
equations, the Laplace transform method has the following two features: 


1. The homogeneous equation and the particular integral of the solution of the 
differential equation are obtained in one operation. 


2. The Laplace transform converts the differential equation into an algebraic 
equation in s-domain. It is then possible to manipulate the algebraic equation 
by simple algebraic rules to obtain the solution in the s-domain. The final solution 
is obtained by taking the inverse Laplace transform. 


2-4-1 Definition of the Laplace Transform 


Given the real function f(2) that satisfies the condition 


r 


for some finite, real o, the Laplace transform of f(t) is defined as 


f(t)e""\dt < 00 (2-115) 


F(s) = I f(he "dt (2-116) 
0- 
or 
F(s) = Laplace transform of f(t) = £[ f(2)| (2-117) 


The variable s is referred to as the Laplace operator, which is a complex variable; that is, 
s =o + jo, where o is the real component and w is the imaginary component. The defining 
equation in Eq. (2-117) is also known as the one-sided Laplace transform, as the 
integration is evaluated from ¢t = 0 to co. This simply means that all information contained 


EXAMPLE 2-4-1 


EXAMPLE 2-4-2 


Toolbox 2-4-1 
Use the MATLAB symbolic toolbox to find the Laplace transforms. 


>> syms tT 
>> f=t%*4 


f= 

t"4 

>> Laplace(f) 
ans = 


24/s*5 
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in f(4) prior to t = 0 is ignored or considered to be zero. This assumption does not impose 
any limitation on the applications of the Laplace transform to linear systems, since in the 
usual time-domain studies, time reference is often chosen at ¢t = 0. Furthermore, for a 
physical system when an input is applied at ¢ = 0, the response of the system does not start 
sooner than ¢ = 0; that is, response does not precede excitation. Such a system is also 
known as being causal or simply physically realizable. 

Strictly, the one-sided Laplace transform should be defined from ¢ = 0” to tf = oo. The 
symbol t = 07 implies the limit of t — Ois taken from the left side of t = 0. This limiting process 
will take care of situations under which the function ff) has a jump discontinuity or an impulse 
at t = Q. For the subjects treated in this text, the defining equation of the Laplace transform in 
Kq. (2-117) is almost never used in problem solving, since the transform expressions encountered 
are either given or can be found from the Laplace transform table, such as the one given in 
Appendix C. Thus, the fine point of using0~ or 0* neverneeds to be addressed. For simplicity, we 
shall simply use ¢ = 0 or f = to{ > 0) as the initial time in all subsequent discussions. 

The following examples illustrate how Eq. (2-117) is used for the evaluation of the 
Laplace transform of f(t). 


Let f(f) be a unit-step function that is defined as 
f(t) =a,(t)=1 t>0 


2-118 
=Q t<0 : 
The Laplace transform of f(t) is obtained as 
a re ol 
F(s) = Llu, (t)] = [ u,(je "dt = ——e""| = (2-119) 
0 4 o 8 
Eq. (2-119) is valid if 
x “ 
fl (der dt = [ e"ldt<a0 (2-120) 
0 0 


which means that the real part of s, 0, must be greater than zero. In practice, we simply refer to the 
Laplace transform of the unit-step function as 1/5, and rarely do we have to be concerned with the 
region in the s-plane in which the transform integral converges absolutely. ~} 


Consider the exponential function 


f(t) =e"™ r>0 (2-122) 
where a is a real constant. The Laplace transform of f(¢) is written 
x els +a} on | 
F(s) = : e Ve dt = = —- (2-122) 
0 S+a S+a at 


0 “3 
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2-4-2 Inverse Laplace Transformation 


Given the Laplace transform F(s), the operation of obtaining f{?) is termed the inverse 
Laplace transformation and is denoted by 


f(t) = Inverse Laplace transform of F(s) = £7 '|F(s)] (2-123) 


The inverse Laplace transform integral is given as 


(yee [ Fea 2-124) 
IM) 27 j Je - joo ee 
where c is a real constant that is greater than the real parts of all the singularities of F(s). 
Eq. (2-124) represents a line integral that is to be evaluated in the s-plane. For simple 
functions, the inverse Laplace transform operation can be carried out simply by referring to 
the Laplace transform table, such as the one given in Appendix C and on the inside back 
cover. For complex functions, the inverse Laplace transform can be carried out by first 
performing a partial-fraction expansion (Section 2-5) on F(s) and then using the Transform 
Table from Appendix D, You may also use the ACSYS “Transfer Function Symbolic” 
Tool, Tfsym, for partial-fraction expansion and inverse Laplace transformation. 


2-4-3 Important Theorems of the Laplace Transform 


The applications of the Laplace transform in many instances are simplified by utilization of 
the properties of the transform. These properties are presented by the following theorems, 
for which no proofs are given here. 


@ Theorem 1. Multiplication by a Constant 
Let & be a constant and F(s) be the Laplace transform of f(f). Then 


LIKf (#)] = kF(s) (2-125) 


@ Theorem 2. Sum and Difference 
Let F)(s) and F.(s) be the Laplace transform of f\(4) and f5(2), respectively. Then 


LIA() + falf)] = Fils) & Fo(s) (2-126) 
Theorem 3. Differentiation 
Let F(s) be the Laplace transform of f{7), and f(0) is the limit of f(2) as ¢ approaches 0. The 


Laplace transform of the time derivative of f{2) 1s 


i ee = sF(s) — lim f(t) = sF(s) — f(0) (2-127) 


In general, for higher-order derivatives of j(2), 
ad” f(t) 
Cae | 


where f(0) denotes the ith-order derivative of (2) with respect to ¢, evaluated at ¢ = 0. 


l 


ol Sit 2), a" f(t) 
s*F(s) - tim] f(t)+s" rg + dti—1 | (2-128) 


s*F(s) —s* | £(0) — s*-2 fO)(0) — -.. — f-D (0) 


& EXAMPLE 2-4-3 


2-4 Laplace Transform < 55 


© Theorem 4. Integration 
The Laplace transform of the first integral of f(t) with respect to ¢ is the Laplace transform 


of f(t) divided by s; that is, 
t 


S 


For mth-order integration, 


cf [ _ [ Ff (t)dtdt;dtz--- ay-+| = tt 


Theorem 5. Shift in Time 
The Laplace transform of f{‘) delayed by time T is equal to the Laplace transform f{2) 
multiplied by e~7°; that is, 


(2-130) 


Ll f(t —T)us(t — T)| = ee" F(s) (2-131) 


where u(t — T) denotes the unit-step function that is shifted in time to the right by T. 


® Theorem 6. Initial-Value Theorem 
If the Laplace transform of f(t) is F(s), then 


lim f(t) = lim, sF(s) (2-132) 


if the limit exists. 


m Theorem 7. Final-Value Theorem 

If the Laplace transform of f(t) is F(s), and if sF(s) is analytic (see Section 2-1-4 on the 
definition of an analytic function) on the imaginary axis and in the right half of the s-plane, 
then 


jim fO= jim, sF(s) (2-133) 


The final-value theorem is very useful for the analysis and design of control systems, 
because it gives the final value of a time function by knowing the behavior of its Laplace 
transform at s = 0. The final-value theorem is net valid if sF(s) contains any pole whose 
real part is zero or positive, which is equivalent to the analytic requirement of sF(s) in the 
right-half s-plane, as stated in the theorem. The following examples illustrate the care that 
must be taken in applying the theorem. 


Consider the function 


5 


Ba) = s(s* +5 +2) 


(2-134) 


Because sF(s) is analytic on the imaginary axis and in the right-half s-plane, the final-value theorem 
may be applied. Using Eq. (2-133), we have 
: : : 5 5 
Hee FO MS) = My Te s+2 2 ia 
q 
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EXAMPLE 2-4-4 Consider the function 


s* + w 


(2-136) 


which is the Laplace transform of f(t) = sin wt. Because the function sF(s) has two poles on the 
imaginary axis of the s-plane, the final-value theorem cannot be applied in this case. In other words, 
although the final-value theorem would yield a value of zero as the final value of f(t), the result is 


erroneous. 


Theorem 8. Complex Shifting 


The Laplace transform of f(/} multiplied by e+“, where @ is a constant, is equal to the 
Laplace transform F(s), with s replaced by s+ a; that is, 


TABLE 2-4 Theorems of Laplace Transforms 


Multiplication by a constant 


LIAF(A)] = KF (Ss) 


Sum and difference 


Differentiation 


Integration 


Shift in time 


Initial-value theorem 


Final-value theorem 


Complex shifting 


Real convolution 


Complex convolution 


LIAG + Alt) = Frys) + Fa(s) 


a = sF(s) — f(0) 


= F(is+qa) (2-137) 


cl Pf PP rededtyde dina) = 78 


L[ f(t — T)us(t — T)] = eS F(s) 


i = lim: 
i ™ F(t) 5 eae sF(s) 


lim f(t) = lim, sF(s) if sF(s) does not have poles on or to the right of the imaginary axis in 
f— =x S— 


the s-plane. 


Lle™™ f(.)] = 


F(s +a) 
Fi(s)F2(s =e} [A t) fa{t — rir] 
elf 


Alt) Ale - td ‘| = CLAt) * Al) 


LUA i) folt)) = Fi(s) * Fa(s) 
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@ Theorem 9. Real Convolution (Complex Multiplication) 
Let F\(s) and F2(s) be the Laplace transforms of f)(¢) and f4(t), respectively, and 
fi(t) =90, f(t) = 0, for t< 0, then 


Fi (s)Fa(s) = LIfi(s) * Ald] 


= c| [ Ath Att- car (2-138) 
= c| [ Alt) Att — rar 


where the symbol * denotes convolution in the time domain. 


Eq. (2-138) shows that multiplication of two transformed functions in the complex 
s-domain is equivalent to the convolution of two corresponding real functions of ¢ in the 
t-domain. An important fact to remember is that the inverse Laplace transform of the 
product of two functions in the s-domain is not equal to the product of the twe 
corresponding real functions in the t-domain, that is, in general, 


L'[F\(s)Fo(s)) # A(t) Ale) (2-139) 


There is also a dual relation to the real convolution theorem, called the complex 
convolution, or real multiplication. Essentially, the theorem states that multiplication 
in the real ¢-domain is equivalent to convolution in the complex s-domain; that ts, 


LI Fi(t) fa(t)] = Fi (s)*F2(s) (2-140) 


where * denotes complex convolution in this case. Details of the complex convolution 
formula are not given here, Table 2-4 summarizes the theorems of the Laplace transforms 
represented. 


> 2-5 INVERSE LAPLACE TRANSFORM BY PARTIAL-FRACTION EXPANSION 


In a majority of the problems in control systems, the evaluation of the inverse Laplace 
transform does not rely on the use of the inversion integral of Eq. (2-124). Rather, the 
inverse Laplace transform operation involving rational functions can be carried out using a 
Laplace transform table and partial-fraction expansion, both of which can also be done by 
computer programs. | 


2-5-1 Partial-Fraction Expansion 


When the Laplace transform solution of a differential equation is a rational function in s, it 
can be written as 
Os) 
G(s) == : 
(s) P(s) (2-141) 
where P(s) and Q(s) are polynomials of s. It is assumed that the order of P(s) in s is greater 
than that of Q(s). The polynomial P(s) may be written 


P(s) = 8" +a,_\s"~! +--+» tays+ap (2-142) 


where ao, @1, ...,@,—] are real coefficients. The methods of partial-fraction expansion will 
now be given for the cases of simple poles, multiple-order poles, and complex-conjugate 
poles of G(s). 
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b> EXAMPLE 2-5-1 


G(s) Has Simple Poles Vi all the poles of G(s) are simple and real, Eq. (2-117) can be 
written as 


ts) = 2) O(s) 


= Pls) ~ tae 52) (8 FS) i 


where s} #52 4 --- #5,. Applying the partial-fraction expansion, Eq. (2-143) is written 


K. K. K, 
sl ee s2 neti sn (2-144) 


G(s) = —— 
sts, S+8) S+ Sp 


The coefficient K,;(f = 1,2, ...,m) is determined by multiplying both sides of Eq. (2-143) 
by the factor (s + s;) and then setting s equal to —5s;. To find the coefficient K,,, for instance, 
we multiply both sides of Eq. (2-143) by (s+ 51) and let s = —s,. Thus, 


ae O(—s1) 
Kyi = los ane = (2-145) 
ht) pl. 2 Gade a) a en) 
Consider the function 
5s +3 5s+3 
ee -14 
oy) (st1)(s+2)(s+3) s'+6s?+11s+6 ea) 
which is written in the partial-fractton expanded form: 
KK;  K_2 K-23 
= — + —— : -147 
as) Ph 540 ar 
The coefficients K_,;, K_2, and K_3 are determined as follows: 
5(-1) +3 
K_, = [fs + I)G(s ed | (2-148) 
I [( ) ( )] ty (2 3 14(3 aa 1) 
5(—2) +3 
K_2 = [(s + 2)G(s = = 7 (2-149) 
5(—3} +3 
K_3 = [(s + 3)G(s = ——____—__ = —6 (2-150) 
Thus, Eg. (2-146) becomes 
G(s) ie ee ree (2-151) 


stl os+2 s+3 


Toolbox 2-5-1 
For Example 2-5-1, Eq. (2-146) is a ratio of two polynomials. 


>> b= [5 3] % numerator polynomial coefficients 
>>a=[16116] %denominator polynomial coefficients 


You can calculate the partial fraction expansion as 


>> [r, p, k] = residue(b,a) 
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-3.0000 
-2,0000 
-1.0000 


C] 


Now, convert the partial fraction expansion back to polynomial coefficients. 


>> [b,a] = residue(r,p,k) 


b= 
0.0000 5.0000 3.0000 


1.0000 6.0000 11.Q000 6.0000 


Note that the result is normalized for the leading coefficient in the denominator. 


a 


G(s) Has Multiple-Order Poles [If r of the n poles of G(s) are identical, or we say that the 
pole at s = —s; is of multiplicity r, G(s) is written 


_Qs)_ OS) ; 
ba) GaGa) GLa een) ie 


(i£1,2,...,n—7), then G(s) can be expanded as 


K. K. Kip 
G(s) =—sL as? es ee A 
§ -|- 3] S + 5? S + Sy—y 
| —# — rterms of simple poles — | 
(2-153) 
-++ 2 + = ee + fr 
StS; (s+5;) (s + 5;) 


| <r terms of repeated poles — | 


Then (n — r) coefficients, Ks1,K39, ...,Ks,—,), which correspond to simple poles, may be 
evaluated by the method described by Eq. (2-145). The determination of the coefficients 
that correspond to the multiple-order poles is described as follows. 


A, = [(s + si) G(s)] (2-154) 
d : 

A,-1 =—|(s+5;) G(s)] (2-155) 

ds 5 
Awe ¢ [(s + s;)"G(s)] 2-156 
rr? = oy ds? Sr Sj J Boe ( cy ) 
ae (2-157) 

Ai = (r—Dlas‘-! [(s = Si) G(s)| eae 
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> EXAMPLE 2-5-2 Consider the function 


l I 
Gfs) = ——— 2-158 
(s) s(s+ 1)7(s +2) s> + 534 + O54 4 752 + 2s ( 


By using the format of Eq. (2-153), G(s) is written 


Ko K_3 A| Ada A3 
G(s) =— + + + ——-; + ———_- (2-159) 
" s st2 s+1l (s+)? (s +1) 
The coefficients corresponding to the simple poles are 
l 
Kg = [sG(s)] =z (2-160) 
s=0 2 
1 
K_2 = [(s+2)G(s)] =< (2-161) 
s=—2 2 
and those of the third-order pole are 
Az = (s + 1)°G(s)| =—1 (2-162) 
s=— 1 
d 4 d J 
A= —[(st1G(s)|] =l\—— || =0 -163 
= gler Woo] Fall ial 
_ id 3 _ldf 1 _ ; 
ae 2)ds* (s+ as) see) 248" ere 5 a aL 
The completed partial-fraction expansion is 
| 
GS ee (2-165) 


Os s+ 2) s+1 (s+1y 


Toolbox 2-5-2 
For Example 2-5-2, Eq. (2-158) is a ratio of two polynomials. 


>> clear all 
>>a=(159 72] % coefficients of polynomial s“4 + 5*s*3 +9*8*2+7*s+2 
a= 

1 5 9 7 2 


>> b= [1] ¥ polynomial coefficients 
b= 
1 


>> {r, p, k] =residue(b,a>} %b is the numerator and ais the denominator 


r= 
-1.0000 
1.0000 
-1,0000 
1.0000 
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-2.0000 
-1.0000 
-1.0000 
-1.0000 


CJ 


>> [b,a] = residue(r,p,k)% Obtain the polynomial form 


b = 
-0.0000 -0,0000 -0.0000 1.0000 


1.0000 3.0000 9.0000 7.0000 2.0000 


G(s) Has Simple Complex-Conjugate Poles The partial-fraction expansion of Eq. (2- 
144) is valid also for simple complex-conjugate poles. Because complex-conjugate poles 
are more difficult to handle and are of special interest in control system studies, they 
deserve special treatment here. 

Suppose that G(s) of Eq. (2-117) contains a pair of complex poles: 


s=-—o+jwm and s=-o-— jw 


The corresponding coefficients of these poles are found by using Eq. (2-145), 


K-o+jo = (Sto— jw)G(s)|_ oe (2-166) 
Kg jo = (S +0 + jo)G(s)| 8 a ie (2-167) 

» EXAMPLE 2-5-3 Consider the second-order prototype function 
G(s) on (2-168) 


— $* 4+ lens + we 


Let us assume that the value of ¢ is less than one, so that the poles of G(s) are complex. Then, G(s) is 
expanded as follows: 


G(s) = aw + aos (2-169) 
where 
oC = fH, (2-170) 
and 


w= fl—-2 (2-171) 
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The coefficients in Eq. (2-169) are determined as 


2 
K_a+jo = (s +o — jo)G(s) = SF (2-172) 
s=—o+ jw 2 jo 
we 
K-¢- jo = (S +0 + fw)G(s) =—-—t (2-173) 
s=—O— jw 2 jw 
The complete partial-fraction expansion of Eq. (2-168) is 
we 1 1 
G(s). ee 2-174 
(s) 2jw = 7 ( ) 
Taking the inverse Laplace transform on both sides of the last equation gives 
wo” 
g(t) = = On —ot Coe _ e Ie") t>0 (2-175) 
2 jo 
Or, 
a lint ain ft — 72 
a(t) = hae Sinw, ~l—fr t>0 (2-176) 
i 


> 2-6 APPLICATION OF THE LAPLACE TRANSFORM TO THE SOLUTION OF LINEAR 
ORDINARY DIFFERENTIAL EQUATIONS 


As we see later, the mathematical models of most components of control systems are 
represented by first- or second-order differential equations. In this textbook, we primarily 
study linear ordinary differential equations with constant coefficients such as the first- 
order linear system: 


aye om + aoy(t) = f(0 (2-177) 


or the second-order linear system: 


d*y(t) __ dy() _ 
ON + a1 BO + aoylt) = £0 (2-178) 


Linear ordinary differential equations can be solved by the Laplace transform method 
with the aid of the theorems on Laplace transform given in Section 2-4, the partial- 
fraction expansion, and the table of Laplace transforms. The procedure is outlined 
as follows: 


1. Transform the differential equation to the s-domain by Laplace transform using 
the Laplace transform table. 

2. Manipulate the transformed algebraic equation and solve for the output variable. 

3. Perform partial-fraction expansion to the transformed algebraic equation. 

4. Obtain the inverse Laplace transform from the Laplace transform table. 


Let us examine two specific cases, first- and second-order prototype systems. 
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2-6-1 First-Order Prototype System 


>~ EXAMPLE 2-6-1 


yw) 


Consider Eq. (2-177), which may also be represented by the first-order prototype 
form: 


Om +a y(t) = Fle (2-179) 


where,T is known as the time constant of the system, which is a measure of how fast the 
system responds to initial conditions of external excitations. 


Find the solution of the first-order differential Eq. (2-179). 


SOLUTION For a unit step input 


0, 
f(t) =4,(t) = { . ee 0 (2-180) 
Eq. (2-179) is written as 
us(t) = tH(7) + ¥(F} (2-181) 


If (0) = ¥(0) = 0, £(u,(t)) =- ~ and L(y(t)) = Y(s), we have 
. = stY(s) + Y(s) (2-182) 


Or 


¥(s) = . (2-183) 


Notice that the system has a pole at s = —1/t. 
Using partial fractions, Eq. (2-183) becomes 


ss ut ee 


where, Ko = 1 and K_,;, = —1. Applying the inverse Laplace transform to Eq. (2-184), we get the 
time response of Eq. (2-179). 

‘g(t) = tae (2-185) 
where ¢ is the time for y(f) to reach 63% of its final value of jim. y(t) = I. 


Typical unit-step responses of y(t)are shown in Fig. 2-22 for a general value of ¢. As the value of 
time constant t decreases, the system response approaches faster to the final value. 


0.63 f-------->s 


Figure 2-22 Unit-step response of a 
r first-order RC circuit system. 


SO a a eee ares 
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Toolbox 2-6-1 


The inverse Laplace transform for Eq. (2-183) is obtained using the MATLAB Symbolic Toolbox by the 
following sequence of MATLAB functions. 


>> syms Ss tau; 
>> ilaplace(1/(tau*s*2 +s)); 


The result is Eq. (2-185). 
Note, the sym command lets you construct symbolic variables and expressions, and the command: 


>> syms s tau; 
is equivalent to: 


>> sSs=sym('s’); 
>> tau = sym(*tau’); 


Time response of Eg. (2-183), shown in Fig. 2-22, for a given value r = 0.1 is obtained using 


>> clear all; 

>> t =0:0.01:1; 

>> tau=0.1; 

>> plot(l-exp(-t/tau)); 


You may wish to confirm that at t = 0.1, y(t) = 0.63. 


2-6-2 Second-Order Prototype System 


Similarly, for the second-order prototype of the form: 


d’y(t) 
dt2 


+ 260%, a + wey(t) = f(t) (2-186) 


where ¢ is known as the damping ratio, and w,, is the natural frequency of the system. The 
prototype forms of differential equations provide a common format of representing various 
components of a control system. The significance of this representation will become more 
evident when we study the time response of control systems in Chapter 5. 


EXAMPLE 2-6-2 Consider the differential equation 


dy(t) , dv(t) 
Poa +3 at + 2y(t) = Sus(t) (2-187) 
where u,(t) is the unit-step function, The initial conditions are y(0)=—-—1 and y'!)(0) = 


dy(t)/dt|,q = 2. To solve the differential equation, we first take the Laplace transform on both 
sides of Eq. (2-153): 


s*¥(s) — sy(0) — y)(0) + 3sY(s) — 3¥(0) + 2¥(s) = 5/s (2-188) 


Substituting the values of the initial conditions into the last equation and solving for Y(s), we get 


¥(s) = —s*—s+5 —s~ —st+5 (2-189) 
$s 


(st+35+2)  s(st+ 1st 2) 


> EXAMPLE 2-6-3 
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Fg. (2-189) is expanded by partial-fraction expansion to give 


5 3 
oa 2-1 
a s+1  2(s+2) ea 


Taking the inverse Laplace transform of Eq. (2-190), we get the complete solution as 
y(t) = > Se! +e t>0 (2-191) 


The first term in Eq. (2-191) is the steady-state solution or the particular integral; the last two terms 
represent the transient or homogeneous solution. Unlike the classical method, which requires 
separate Steps to give the transient and the steady-state responses or solutions, the Laplace transform 
method gives the entire solution in one operation. 

If only the magnitude of the steady-state solution of y(t) is of interest, the final-value theorem of 
Eq. (2-133) may be applied. Thus, 


—gs+3 5 
im n y(t) = lim 1 s¥(s) = tim in tal ba = 5 (2-192) 
where, in order to ensure the validity of the final-value theorem, we have first checked and found that 
the poles of function sY(s) are all in the left-half s-plane. 


<j 
Consider the linear differential equation 
awd + 34.5 ate + 1600y(4) = 1000x, (1) (2-193) 


The initial values of y(t) and dy(t)/dt are zero. Taking the Laplace transform on both sides of 
Eq. (2-193), and solving for ¥(s), we have 


1000 _ we 


Y = Ey | Ae 2. ahhh OLD. AG oy 
(5) = 2 £34.55 + 1000) ~ 5(0? 4 Qos + 02) 


(2-194) 


where, using the second-order prototype representation, ¢ = 0.5455 and ,, = 31.62. The inverse 
Laplace transform of Eq. (2-194) can be executed in a number of ways. The Laplace transform table 
in Appendix C provides the time-response expression in Eq. (2-194) directly. The result is 


e _ C@yf 


y(t) =1—- Fain (movi — r+ @) t>0 (2-195) 

where 
@ = cos !r = 0.9938 rad( = 56.94° = (2-196) 

Thus, 
y(t} = 1 — 1.193e7!" gin (26.5¢ + 0.9938) t>0 (2-197) 


Eq. (2-197) can be derived by performing the partial-fraction expansion of Eq. (2-194), knowing that 
the poles are at s = 0, -o + jw, and —o — jw, where 


o = fw, = 17.25 (2-198) 
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The partial-fraction expansion of Eq. (2-194) is written 


is oe 
S Sto-—jJw s+at+ jw 
where 
Ky = sY¥(s) =1 
s=Q 
K )¥(s) ee 
-ot+jo = (Sto— jw)¥(s = 
one S=—ot+ jw Ziv | - ¢2 
—e~ iP 


K_¢— jo = (s +o + jo)¥(s) 


sa-o-jo 2j/l—¢ 


The angle ¢ is given by 
@ = 180° — cose 
and is illustrated in Fig. 2-23. 
The inverse Laplace transform of Eq. (2-200) is now written 


| 
y() = 1+ 
ivl-¢ 
=1+ aoe sin lonvi — (ft — ¢| 
aoe 5 
Substituting Eq. (2-204) into Eq. (2-205) for ¢, we have 
1 


Vie 


Sent jefar-#) _ e~ her) 


y(t) =1- 


e Seat cin op 1—<-t + cosy] t>0 


or 
y(t) = 1 — 1.193e7!7*5" sin(26.5t + 0.9938) £>0 


jo 


s-plane 


eee ia On 1- c 


@=cos -'f 


(2-200) 


(2-201) 


(2-202) 


(2-203) 


(2-204) 


(2-205) 


(2-206) 


(2-207) 


Figure 2-23 Root location in the s-plane. == 
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Toolbox 2-6-2 
Time response of Eq. (2-194) for a unit-step input may also be obtained using 


Alternatively: 
num = [1000]; 


G=tf (num,den); G=1000/(s*2+34.5°s+1000) ; 


step(G) ; step (G); 

title (‘Step Response’) title (‘Step Response’) 
xlabel (‘Time (sec’) xlabel (‘'Time(sec’) 
ylabel ¢ ‘Amplitude’ ) ylabel (‘Amplitude’) 


‘‘step’’ produces the time response of a function for a unit-step input. 


Step Response 
1.4 


1.2 


0.4 


0,2 


0 0.05 0.1 0.15 0.2 0.25 0.3 0.35 
Time (sec) 


2-7 IMPULSE RESPONSE AND TRANSFER FUNCTIONS OF LINEAR SYSTEMS 


The classical way of modeling linear time-invariant systems is to use transfer functions to 
represent input—output relations between variables. One way to define the transfer function 
is to use the impulse response, which is defined as follows. 


2-7-1 Impulse Response 


Consider that a linear time-invariant system has the input u(t) and output y(t). As shown 
in Fig, 2-24, a rectangular pulse function u(t) of a very large magnitude #/2e becomes 
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> EXAMPLE 2-7-1 


a(t 


Figure 2-24 Graphical representation an 
impulse function. 


an impulse function for very small durations as e—0. The equation representing 
Fig. 2-24 is 


QO t<t-é 
u(t)={— t—ec<t<rte (2-208) 
28 
O t>t+6é 


For # = 1, u(t) = 6{t) is also known as unit impulse or Dirac delta function. For t = 0 in 
Eq. (2-208), using Eq. (2-116) and noting the actual limits of the integral are defined from 
t=O to t= ox, it 1s easy to verify that the Laplace transform of é(¢) is unity, 
ie. £[8(t}] = 1 as e— 0. 

The important point here is that the response of any system can be characterized by its 
impulse response g(t), which is defined as the output when the input is a unit-impulse 
function 4(2). Once the impulse response of a linear system is known, the output of the 
system y(t), with any input, u(t), can be found by using the transfer function. We define 


Gs) = LOAM) _ Ys) 


eed | (2-209) 
L(u(t))  F(s) 

as the transfer function of the system. 
For the second-order prototype system Eq. (2-186), shown in Example 2-5-3 as: 

d*y(t dy(t 

~~ + 2a, sa a wny(t) = onu(t) (2-210) 

Hence, 
; 2 
G(s) = £0) (2-211) 


~ L(u(t)) — s2 + 2tans + aw? 


is the transfer function of the system in Eq. (2-210). Similar to Example 2-5-3, given zero initial 
conditions, the impulse response g(f) is 


oo eR —lint ny, ./ 2 
t) = ————e '" Sinan Vl — Ot t>0 : 
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For a unit-step input u(t} = u(r), using the convolution properties of Laplace transforms, 
Lly(t)] = Llus g(t) 
‘ G (2-213) 
= c| i usg(t — ear 2) 
0 


5 


From the inverse Laplace transform of Eq. (2-213), the output y(t) is therefore 


f 
| use(t — t)dt 
0 . 


or 
ebent 
v0) = 1 Fam sin (em V1 Pt +8) t>0 (2-214) 
= ag 
where, @ = cos~!¢. <a 


Toolbox 2-7-1 
The unit impulse response of Eq. (2-194) may be obtained using 


Alternatively: 


num = [1000]; s=tfC’s’); 

den = [1 34.5 1000]; G=1000/ (sA2+34. 5*S+1000) ; 
G=tf (num,den); impulse (G); 

impulse(G); 


Impulse Response 
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2-7-2 Transfer Function (Single-Input, Single-Output Systems) 


The transfer function of a linear time-invariant system is defined as the Laplace transform 
of the impulse response, with all the initial conditions set to zero. 

Let G(s) denote the transfer function of a single-input, single-output (SISO) system, with 
input u(f), output y(¢), and impulse response e(2). The transfer function G(s) is defined as 


G(s) = Lle(t)] (2-215) 


The transfer function G(s) is related to the Laplace transform of the input and the output 
through the following relation: 


¥{s) 


AS) = Tis) 


(2-216) 


with all the initial conditions set to zero, and Y(s) and U(s) are the Laplace transforms of 


y(t) and u(f), respectively. 


Although the transfer function of a linear system is defined in terms of the impulse 
response, in practice, the input-output relation of a linear time-invariant system with 
continuous-data input is often described by a differential equation, so it is more convenient 
to derive the transfer function directly from the differential equation. Let us consider that 
the input-output relation of a linear time-invariant system is described by the following 
nth-order differential equation with constant real coefficients: 


d"y(t) d"~ly(t) aw ) 


ae el ae —~—— +aoy(t) poi 
d™ y(t) qn-| i du(t) . 
= m— ym weet oi dt +bou (t) 


The coefficients ap, a, ..., @,—1 and bo, b), .-., Bm are real constants. Once the input u(¢) 
for ¢ > fo and the initial conditions of y(4) and the derivatives of y(¢) are specified at the initial 
time ¢ = f, the output response y(t) for t > tg is determined by solving Eq. (2-217). However, 
from the standpoint of tinear-system analysis and design, the method of using differential 
equations exclusively is quite cumbersome. Thus, differential equations of the form of Eq. 
(2-217) are seldom used in their original form for the analysis and design of control systems. It 
should be pointed out that, although efficient subroutines are available on digital computers 
for the solution of high-order differential equations, the basic philosophy of linear control 
theory is that of developing analysis and design tools that will avoid the exact solution of the 
system differential equations, except when computer-simulation solutions are desired for final 
presentation or verification. In classical contro] theory, even computer simulations often start 
with transfer functions, rather than with differential equations. 

To obtain the transfer function of the linear system that is represented by Eq. (2-217), 
we simply take the Laplace transform on both sides of the equation and assume zero initial 
conditions. The result is 


(s? + ays") toe Has + ag) ¥(s) = (bms”™ + B18) EBS + bo) U(s) 
(2-218) 
The transfer function between u(t} and y(t) is given by 
Y(s) bs” + bys"! te + bis + bo 


G(s) = — = 2-219 
‘s) U(s) s* +a,-|S-! +--+ taps+ag ( 


2-7 Impulse Response and Transfer Functions of Linear Systems < 71 


The properties of the transfer function are summarized as follows: 


¢ The transfer function is defined only for a linear time-invariant system. It is not 
defined for nonlinear systems. 


¢ The transfer function between an input variable and an output variable of a system 
is defined as the Laplace transform of the impulse response. Alternately, the 
transfer function between a pair of input and output variables is the ratio of the 
Laplace transform of the output to the Laplace transform of the input. 


e All initial conditions of the system are set to zero. 
« The transfer function is independent of the input of the system. 


¢ The transfer function of a continuous-data system is expressed only as a function of 
the complex variable s. It is not a function of the real variable, time, or any other 
variable that is used as the independent variable. For discrete-data systems modeled 
by difference equations, the transfer function is a function of z when the z- 
transform is used (refer to Appendix D). 


2-7-3 Proper Transfer Functions 


The transfer function in Eq. (2-219) is said to be strictly proper if the order of the 
denominator polynomial is greater than that of the numerator polynomial (i.e., 2 > m7). If 
n = m, the transfer function is called proper. The transfer function is Improper if m > n. 


2-7-4 Characteristic Equation 


The characteristic equation of a linear system is defined as the equation obtained by setting 
the denominator polynomial of the transfer function to zero. Thus, from Eq. 
(2-219), the characteristic equation of the system described by Eq. (2-217) is 


s” + ays" } + +++ tayst+ag=0 (2-220) 


Later we shall show that the stability of linear, single-input, single-output systems 1s 
completely governed by the roots of the characteristic equation. 


2-7-5 Transfer Function (Multivariable Systems) 


The definition of a transfer function is easily extended to a system with multiple inputs and 
outputs. A system of this type is often referred to as a multivariable system. In a multivariable 
system, adifferential equation of the form of Eq. (2-217) may be used to describe the relationship 
between a pair of input and output variables, when all other inputs are set to zero. Because the 
principle of superposition is valid for linear systems, the total effect on any output due to all the 
inputs acting simultaneously is obtained by adding up the outputs due to each input acting alone. 

In general, if a linear system has p inputs and g outputs, the transfer function between 
the jth input and the ith output is defined as 

Y;(s) 

Gi;({s) RAG) (2-221) 
with R,(s) = 0, k = 1,2,..., p, kj. Note that Eq. (2-221) is defined with only the jth 
input in effect, whereas the other inputs are set to zero. When all the p inputs are in action, 
the ith output transform is written 


Y;(s) = Gi} (s)Ry (s) + Gj2(s)R2(s) a a Gip(s)R p(s) (2-222) 
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It is convenient to express Eq. (2-222) in matrix-vector form: 


Y(s) = G(s)R(s) (2-223) 
where 
Y;(s) 
Y>(s) 
Y¥(s) = (2-224) 
¥,(s) 
is the g x 1 transformed output vector; 
Ri(s) 
R2(s) 
R(s) = (2-225) 
R,{s) 
is the p x 1 transformed input vector; and 
Git(s) Grats) +--+ Gip(s) 
G2}(s) Goo(s} «+: Goapls 
G(s) = 21(s) Go2(s) 2p(s) (2-226) 
Goi (s) Gq2(s) sas Gqp(s) 


is the g X p transfer-function matrix. 


® 2-8 STABILITY OF LINEAR CONTROL SYSTEMS 


From the studies of linear differential equations with constant coefficients of SISO systems, we 
learned that the homogeneous solution that corresponds to the transient response of the system is 
governed by the roots of the characteristic equation. Basically, the design of linear control systems 
may be regarded as a problem of arranging the location of the poles and zeros of the system 
transfer function such that the system will perform according to the prescribed specifications. 

Among the many forms of performance specifications used in design, the most 
important requirement is that the system must be stable. An unstable system is generally 
considered to be useless. 

When all types of systems are considered—linear, nonlinear, time-invariant, and time- 
varying—the definition of stability can be given in many different forms. We shall deal 
only with the stability of linear SISO time-invariant systems in the following discussions. 

For analysis and design purposes, we can classify stability as absolute stability and 
relative stability, Absolute stability refers to whether the system is stable or unstable; it is 
a yes or no answer. Once the system is found to be stable, it is of interest to determine how 
stable it is, and this degree of stability is a measure of relative stability. 

In preparation for the definition of stability, we define the two following types of 
responses for linear time-invariant systems: 


: Zero-state response. The zero-state response is due to the input only; all the initial 
conditions of the system are zero. 
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¢ Zero-input response. The zero-input response is due to the initial conditions only; 
all the inputs are zero. 


From the principle of superposition, when a system is subject to both inputs and initial 
conditions, the total response is written 
Total response = zero-State response + zero-input response 


The definitions just given apply to continuous-data as well as discrete-data systems. 


> 2-9 BOUNDED-INPUT, BOUNDED-OUTPUT (BIBO) 
STABILITY—CONTINUQUS-DATA SYSTEMS 


Let (4), y(t), and g() be the input, output, and the impulse response of a linear time-invariant 

system, respectively. With zero initial conditions, the system is said to be BIBO (bounded-input, 

bounded-outpul) stable, or simply stable, if its output y(Q) is bounded to a bounded input u(t). 
The convolution integral relating u(t), y(t), and g(2) is 


x 
y(t) = . u(t — t)e(t)dr (2-227) 
0 
Taking the absolute value of both sides of the equation, we get 
Le, #1) 
y=] fue —eteyar (2-228) 
0 
or 
OG 
pols [twee plete) (2-229) 
If u(t) is bounded, 
ju(t)| <M (2-230) 
where M is a finite positive number, Then, 
ve F 
pols | le(=)\dr (2-231) 
0 
Thus, if y(t) is to be bounded, or 
ly(t)| < N <0 (2-232) 
where N is a finite positive number, the following condition must hold: 
oO 
M [ le(t)|dt <N<co (2-233) 
0 


Or, for any finite positive Q, 


[ |g(t)Ildt < Q<co (2-234) 
0 
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The condition given in Eq. (2-234) implies that the area under the |g({r)|—versus—t-curve 
must be finite. 


> 2-10 RELATIONSHIP BETWEEN CHARACTERISTIC EQUATION ROOTS AND STABILITY 


To show the relation between the roots of the characteristic equation and the condition in 
Eq. (2-234), we write the transfer function G(s), according to the Laplace transform 
definition, as 


G(s) = Lie(z)] = | “ e(tie “at (2-235) 


Taking the absolute value on both sides of the last equation, we have 


rt 
[ a(tje “dt 
0 


Because |e~*| = |e~“'|, where a is the real part of s, when s assumes a value of a pole of 
G(s), G(s) = co, Eq, (2-236) becomes 


|G(s)| = 


oO; 
< j le(t) lle" |at (2-236) 
0 


x 
oo < | |e( lena (2-237) 
() 


If one or more roots of the characteristic equation are in the right-half s-plane or on the jw- 
axis, o > 0, then 


le"| SMa] (2-238) 
Eq. (2-237) becomes 


sae [ M\g(1)|at = [ le(t)lat (2-239) 
(0) Q) 


which violates the BIBO stability requirement. Thus, for BIBO stability, the roots of the 
characteristic equation, or the poles of G(s), cannot be located in the right-half s-plane or 
on the jw-axis; in other words, they must all lie in the left-half s-plane. A system is said to 
be unstable if it is not BIBO stable. When a system has roots on the jw-axis, say, als = ja 
and s = — jap, if the input is a sinusoid, sin oof, then the output will be of the form of ¢ sin 
Wt, which is unbounded, and the system is unstable. 


> 2-11 ZERO-INPUT AND ASYMPTOTIC STABILITY OF CONTINUOQUS-DATA SYSTEMS 


In this section, we shall define zero-input stability and asymptotic stability and establish 
their relations with BIBO stability. 

Zero-input stability refers to the stability condition when the input is zero, and the 
system is driven only by its initial conditions. We shall show that the zero-input stability 
also depends on the roots of the characteristic equation. 

Let the input of an nth-order system be zero and the output due to the initial conditions 
be y(t). Then, y(t) can be expressed as 


n—| 
y(t) = >a (t)y (to) (2-240) 
k=0 
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where 


kK 
(i) 2394 5. 
¥"' (to) dk |, (2-241) 


and g,(f) denotes the zero-input response due to yf (t)). The zero-input stability ts defined 
as follows: If the zero-input response y(t), subject to the finite initial conditions, y™(ty), 
reaches zero ast approaches infinity, the system is said to be zera-input stable, or stable; 
otherwise, the system is unstable. 

Mathematically, the foregoing definition can be stated: A linear time-invariant system 
is zero-input stable if, for any set af finite y(t), there exists a positive number M, whiclt 
depends on y™ to), such that 


1. 
ly{t}} <M <co forallt> to (2-242) 


and 
jim, |y(z}| = 0 (2-243) 


Because the condition in the last equation requires that the magnitude of y(t) reaches 
zero as time approaches infinity, the zero-input stability is also known at the asymptotic 
stability. 

Taking the absolute value on both sides of Eq. (2-240), we get 


Iy(2)| = 


n—l n—| 
S sel)» (to) < Yo lee(2)||y (t0)| (2-244) 
k=() k=0 


Because all the initial conditions are assumed to be finite, the condition in Eq. (2-242) 
requires that the following condition be true: 


n—1 
0) < co forall t>0 (2-245) 
k=0 


Let the n characteristic equation roots be expressed as sj; = o; + jj, i= 1,2, ..., mn. 
Then, if #2 of the 1 roots are simple, and the rest are of multiple order, y(f) will be of the 
form: 


m n—-jn—] 


y(t) = S Kier + > L;tie™! (2-246) 
i=1 =O 


where K, and L; are constant coefficients. Because the exponential terms e* in the last 
equation control the response y(t) as t > 00, to satisfy the two conditions in Eqs. (2-242) 
and (2-243), the real parts of s; must be negative. In other words, the roots of the 
characteristic equation must all be in the left-half s-plane. 

From the preceding discussions, we see that, for linear time-invariant systems, BIBO, 
zero-input, and asymptotic stability all have the same requirement that the roots of the 
characteristic equation must all be located in the left-half s-plane. Thus, if a systeni is 
BIBO stable, it must also be zero-input or asymptotically stable. For this reason, we shall 
simply refer to the stability condition of a linear system as stable or unstable. The latter 
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TABLE 2-5 Stability Conditions of Linear Continuous-Data Time-invariant SISO Systems 


Stability Condition Root Values 

Asymptotically stable or simply stable o; <Q forall i, i= 1, 2, ..., n. (All the roots are in the 
left-half s-plane.) 

Marginally stable or marginally o; = O for any i for simple roots, and no o; > 0 

unstable For? = 1, 2,..., 2 (at least one simple root, no 


multiple-order roots on the jw-axis, and roots in the 
right-half s-plane; note exceptions) 

Unstable oj > 0 for any 4 or oj = O for any multiple-order root; 
i= 1, 2...., "(at least one simple root in the right- 
half s-plane or at least one multiple-order root on the 
jw-axis) 


condition refers to the condition that at least one of the characteristic equation roots is not 
in the left-half s-plane. For practical reasons, we often refer to the situation in which the 
characteristic equation has simple roots on the jw-axis and none in the right-half plane as 
marginally stable or marginally unstable. An exception to this is if the system were 
intended to be an integrator (or, in the case of control systems, a velocity contral system); 
then the system would have root(s) at s = 0 and would be considered stable. Similarly, if 
the system were designed to be an oscillator, the characteristic equation would have simple 
roots on the jw-axis, and the system would be regarded as stable. 

Because the roots of the characteristic equation are the same as the eigenvalues of A of 
the state equations, the stability condition places the same restrictions on the eigenvalues. 

Let the characteristic equation roots or eigenvalues of A of a linear continuous-data 
time-invariant SISO system be s; = 0;+ jo;,i=1,2,...,n. If any of the roots is 
complex, it is in complex-conjugate pairs. The possible stability conditions of the system 
are summarized in Table 2-5 with respect to the roots of the characteristic equation. 

The following example illustrates the stability conditions of systems with reference to 
the poles of the system transfer functions that are also the roots of the characteristic 
equation. 


& EXAMPLE 2-11-1 The following closed-loop transfer functions and their associated stability conditions are given. 


20 
M (s ) = (s+ l(s + 2)(s +3) BIBO or asymptotically stable (or, simply, stable) 
M(s) = ess Unstable due to the pole at s = 1 
M(s) Bey Marginally stable or marginally unstable due to s = +72 
s) =—__~_,.*—~ = 

(5 + 2)(s? +4) ena a : 
M(s) = —— Unstable due to the multiple-order pole at s = +/2 

(s* + 4)*(s + 10) 
M(s) = = Stable if the pole at s = 0 is placed intentionally 


s* + 3057 + 52 + 10s 
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2-12 METHODS OF DETERMINING STABILITY 


The discussions in the preceding sections lead to the conclusion that the stability of linear 
time-invariant SISO systems can be determined by checking on the location of the roots of 
the characteristic equation of the system. For all practical purposes, there is no need to 
compute the complete system response to determine stability. The regions of stability and 
instability in the s-plane are illustrated in Fig. 2-25. When the system parameters are all 
known, the roots of the characteristic equation can be found using MATLAB as demon- 
strated in various MATLAB Toolbox windows discussed earlier in this chapter. The 
Transfer Function Symbolic Tool (tfsym) developed for this chapter may also be utilized to 
find the transfer function poles and zeros. See the end of this chapter for some examples. 
These programs are discussed in detail in Appendix G. For design purposes, there will be 
unknown or variable parameters imbedded in the characteristic equation, so a Routh- 
Hurwitz stability routine has also been developed for this textbook (tfrouth), which is 
discussed at the end of this chapter. 

The methods outlined in the following list are well known for determining the stability 
of linear continuous-data systems without involving root solving. 


1. Routh-Hurwitz criterion. This criterion is an algebraic method that provides 
information on the absolute stability of a linear time-invariant system that has a 
characteristic equation with constant coefficients. The criterion tests whether any 
of the roots of the characteristic equation lie in the right-half s-plane, The number 
of roots that lie on the je-axis and in the right-half s-plane is also indicated. 


2. Nyquist criterion. This criterion is a semi-graphical method that gives informa- 
tion on the difference between the number of poles and zeros of the closed-loop 
transfer function that are in the right-half s-plane by observing the behavior of the 
Nyquist plot of the loop transfer function. This topic is discussed in detail in 
Chapter 8, and the concepts of loop transfer function and close-loop systems are 
discussed in Chapter 3. 


3. Bode diagram. This diagram is a plot of the magnitude of the loop transfer 
function G(jw)H (jw) in dB and the phase of G(jw)H (jw) in degrees, all versus 
frequency w- The concepts of loop transfer function and closed-Icop systems are 


s-plane 
Stable Unstable 
region region 


Stable Unstable 
region region 


Figure 2-25 Stable and unstable regions in the s-plane. 
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discussed in Chapter 3. The stability of the closed-loop system can be determined 
by observing the behavior of these plots. This topic is discussed in detail in 
Chapter 8. 


Thus, as will be evident throughout the text, most of the analysis and design 
techniques on control systems represent alternate methods of solving the same problem. 
The designer simply has to choose the best analytical tool, depending on the particular 
situation. 

Details of the Routh-Hurwitz stability criterion are presented in the following section. 


2-13 ROUTH-HURWITZ CRITERION 


The Routh-Hurwitz criterion represents a method of determining the location of zeros of a 
polynomial with constant real coefficients with respect to the left half and right half of the 
s-plane, without actually solving for the zeros. Because root-finding computer programs 
can solve for the zeros of a polynomial with ease, the value of the Routh-Hurwitz criterion 
is at best limited to equations with at least one unknown parameter. 

Consider that the characteristic equation of a linear time-variant SISO system is of the 
form 


F(s) = ans" + @,_\s" | + -+- +ays+ap =0 (2-247) 
where all the coefficients are real. To ensure the last equation does not have roots with 
positive real parts, it is necessary (but not sufficient) that the following conditions hold: 


1. All the coefficients of the equation have the same sign. 
2. None of the coefficients vanish. 


These conditions are based on the laws of algebra, which relate the coefficients of 
Eg. (2-247) as follows: 


Gn—| 
== — ¥ allroots (2-248) 
eee 2 
= = Ss products of the roots taken two at a time (2-249) 
ft 
aL - products of the roots taken three at a time 


an (2-250) 


ao 


tt 


(—1)" products of all the roots (2-251) 


Thus, all these ratios must be positive and nonzero unless at least one of the roots has a 
positive real part. 

The two necessary conditions for Eq. (2-247) to have no roots in the right-half s-plane 
can easily be checked by inspection of the equation. However, these conditions are not 
sufficient, for it is quite possible that an equation with all its coefficients nonzero and of the 
same sign still may not have all the roots in the left half of the s-plane. 
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2-13-1 Routh’s Tabulation 


The Hurwitz criterion gives the necessary and sufficient condition for all roots of Eq. 
(2-247) to lie in the left half of the s-plane. The criterion requires that the equation’s 1 
Hurwitz determinants must all be positive. 

However, the evaluation of the n Hurwitz determinants is tedious to carry out. But 
Routh simplified the process by introducing a tabulation method in place of the Hurwitz 
determinants. 

The first step in the simplification of the Hurwitz criterion, now called the Routh- 
Hurwitz criterion, is to arrange the coefficients of the equation in Eq. (2-247) into two rows. 
The first row consists of the first, third, fifth, . . . , coefficients, and the second row consists 
of the second, fourth, sixth, .. . , coefficients, al] counting from the highest-order term, as 
shown in the following tabulation: 


ap Gy-~2 Qn-4 Gp-6 


Qy-1 @&s-3 Gy-S§ GQy-T 


The next step is to form the following array of numbers by the indicated operations, 
illustrated here for a sixth-order equation: 


ags® + ass +--+ +ajs+ay=9 (2-252) 
6 
Ss ag a4 ie) ay 
s as a3 a| 0 
da — aga —a asaqg — dag x 0 
54 asd4 — a6 3A a5a2 641 _ p 5a0 6 a. 
as as as 
Aa; — a5B Aa — a5a0 AxO-as5 x0 
3 : : ‘ 
: A © A A 
BC — AD Can -A x 0 Cx0-AxQ 
- Loe Se a ee CO 
C Cc Cc 
ED — Ca 
3} aes 0 0 0 
E 
—-Ex0 
3° mee = 0 0 0 


This array is called the Routh’s tabulation or Routh’s array. The column of s’s on the left 
side is used for identification purposes. The reference column keeps track of the calcula- 
tions, and the last row of the Routh’s tabulation should always be the s° row. 

Once the Routh’s tabulation has been completed, the last step in the application of the 
criterion is to investigate the signs of the coefficients in the first coluinn of the tabulation, 
which contains information on the roots of the equation. The following conclusions are 
made: 


The roots of the equation are all in the left half of the s-plane if all the elements of the first 
column of the Routh’s tabulation are of the same sign. The number of changes of signs in 
the elements of the first column equals the number of roots with positive real parts, or those 
in the right-half s-plane. 
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The following examples illustrate the applications of the Routh-Hurwitz criterion 
when the tabulation terminates without complications. 


EXAMPLE 2.13.1 Consider the equation 
251 +5? + 35* + 55+ 10=0 (2-253) 
Because the equation has no missing terms and the coefficients are all of the same sign, it satisfies the 


necessary condition for not having roots in the right-half or on the imaginary axis of the s-plane. 
However, the sufficient condition must still be checked. Routh’s tabulation is made as follows: 


54 2 3 10 
= 1 5 0 
Sign change 
3) — , 
2 O@=BO_ 7 19 0 
Sign change 


s! (DE) 6.43 0 O 
5° 10 0 0 


Because there are two sign changes in the first column of the tabulation, the equation has two roots in 
the right half of the s-plane. Solving for the roots of Eq. (2-253), we have the four roots at 5 = 
—1.005 + j0.933 and s = 0.755 + j1.444. Clearly, the last two roots are in the right-half s-plane, 
which cause the system to be unstable. 


Toolbox 2-13-1 
The roots of the polynomial in Eq. (2-253) are obtained using the following sequence of MATLAB functions. 


>> clear all 
>>p=[(2135 10] % Define polynomial 2*SA4+SA3+3*5A245* 5410 


2 1 3 +5 #10 
>> roots(p) 
ans = 
0.7555 4+ 1.44441 
0.7555 -1.44447 
-1.0055 +0.93312 
-1,0055 - 0.93311 


2-13-2 Special Cases when Routh’s Tabulation Terminates Prematurely 


The equations considered in the two preceding examples are designed so that Routh’s 
tabulation can be carried out without any complications. Depending on the coefficients of 
the equation, the following difficulties may occur, which prevent Routh’s tabulation from 
completing properly: 


> EXAMPLE 2-13-2 
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1. The first element in any one row of Routh’s tabulation is zero, but the others are 
not. 


2. The elements in one row of Routh’s tabulation are all zero. 

In the first case, if a zero appears in the first element of a row, the elements in the next 
TOW will all become infinite, and Routh’s tabulation cannot continue. To remedy the 
situation, we replace the zero element in the first colunmn by an arbitrary small positive 


number c, and then proceed with Routh’s tabulation. This is illustrated by the following 
example. 


Consider the characteristic equation of a linear system 


sits 4+ 29° +254+3=0 (2-254) 


Because all the coefficients are nonzero and of the same sign, we need to apply the Routh-Hurwitz 
criterion. Routh’s tabulation is carried out as follows: 


ee) 


§ 


2 
s 


Om 
ww oN 
o 


Because the first element of the s* row is zero, the elements in the s’ row would all be infinite. To 
overcome this difficulty, we replace the zero in the s* row with a small positive number ¢, and then 
proceed with the tabulation. Starting with the s* row, the results are as follows: 


s* g 3 

2c — 3 3 

Sign change sl a 
ig g .) : - 0 
Sign change s° 3 0 


Because there are two sign changes in the first column of Routh’s tabulation, the equation in Eq. 
(2-254) has two roots in the right-half s-plane. Solving for the roots of Eq. (2-254), we get s = 
—0.091 + 70.902 and s = 0.406 + 1.293; the last two roots are clearly in the right-half s-plane. 

It should be noted that the c-method described may not give correct results if the equation has 
pure imaginary roots. 

In the second special case, when all the elements in one row of Routh’s tabulation are zeros 
before the tabulation is properly terminated, it indicates that one or more of the following conditions 
may exist: 


1. The equation has at Jeast one pair of real roots with equal magnitude but opposite signs. 
2. The equation has one or more pairs of imaginary roots. 


3. The equation has pairs of complex-conjugate roots forming symmetry about the origin of 
the s-plane; for example, s = -—l + jl, s=1+ ji. 


The situation with the entire row of zeros can be remedied by using the auxiliary equation 
A(s) = 0, which is formed from the coefficients of the row just above the row of zeros in Routh’s 
tabulation, The auxiliary equation is always an even polynomial; that is, only even powers of s appear. 
The roots of the auxiliary equation also satisfy the original equation. Thus, by solving the auxiliary 
equation, we also get some of the roots of the original equation. To continue with Routh’s tabulation 
when a row of zero appears, we conduct the following steps: 


1. Form the auxiliary equation A(s) = 0 by using the coefficients from the row just preceding 
the row of zeros. 


2. Take the derivative of the auxiliary equation with respect to s; this gives dA(s)/ds = 0. 
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3. Replace the row of zeros with the coefficients of dA(s)/ds = 0. 


4. Continue with Routh’s tabulation in the usual manner with the newly formed row of 
coefficients replacing the row of zeros. 


5. Interpret the change of signs, if any, of the coefficients in the first column of the Routh’s 
tabulation in the usual manner. 


<4 
> EXAMPLE 2.13.3 Consider the following equation, which may be the characteristic equation of a linear control system: 
s+4st + 8s +857 +75+4=0 (2-255) 
Routh’s tabulation is 
> 18 7 
séo4 8 4 
s 6 6 0 
s 4 4 
s' 0 0 
Because a row of zeros appears prematurely, we form the auxiliary equation using the coefficients of 
the s* row: 
A(s) =4s*+4=0 (2-256) 
The derivative of A(s) with respect to s is 
dA(s) 
=&= 2-297 
ds 8s = 0 ¢ ) 
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from which the coefficients 8 and 0 replace the zeros in the s' row of the original tabulation. The 
remaining portion of the Routh’s tabulation is 


s' 8 0 coefficients of dA(s)/ds 
so 4 


Because there are no sign changes in the first column of the entire Routh’s tabulation, the equation in 
Eg. (2-257) does not have any root in the right-half s-plane. Solving the auxiliary equation in Eq. 
(2-256), we get the two roots at s = j and s = —j, which are also two of the roots of Eq. (2-255). 
Thus, the equation has two roots on the je-axis, and the system is marginally stable. These imaginary 
roots caused the initial Routh’s tabulation to have the entire row of zeros in the s’ row. 

Because all zeros occurring in a row that corresponds to an odd power of s creates an auxiliary 
equation that has only even powers of s, the roots of the auxiliary equation may all lie on the ja-axis. 
For design purposes, we can use the all-zero-row condition to solve for the marginal value of a system 
parameter for system stability. The following example illustrates the realistic value of the Routh- 
Hurwitz criterion in a simple design problem. <q 


Consider that a third-order control system has the characteristic equation 


s* + 3408.35” + 1,204, 000s + 1.5 x 107K =0 (2-258) 
The Routh-Hurwitz criterion is best suited to determine the critical value of K for stability, that is, the 
value of X for which at least one root will lie on the ja-axis and none in the right-half s-plane, Routh’s 
tabulation of Eq. (2-258) is made as follows: 


s i 1,204, 000 
s 3408.3 15x 10'K 
jt 410.36 x 107 — 1.5 x 107K 0 
3408.3 


5° 15x 107K Gj 


Toolbox 2-13-2 
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Refer to Section 2-14-2 for the MATLAB symbolic tool to solve this problem. 


> EXAMPLE 2.13.5 


Toolbox 2-13-3 


For the system to be stable, all the roots of Eq. (2-258) must be in the left-half s-plane, and, 
thus, all the coefficients in the first column of Routh’s tabulation must have the same sign. 
This leads to the following conditions: 


410.36 x 107 —1.5 x 10'K 
ame” a 22 
3408.3 - 22 
and 

15x 10’K >0 (2-260) 


From the inequality of Eg. (2-259), we have K < 273.57, and the condition in Eq. (2-260) 
gives K > 0. Therefore, the condition of K for the system to be stable is 


0< K < 273.57 (2-261) 
If we let K = 273.57, the characteristic equation in Eq. (2-258) will have two roots on the 
jw-axis, To find these roots, we substitute K = 273.57 in the auxiliary equation, which is 
obtained from Routh’s tabulation by using the coefficients of the s* row. Thus, 


A(s) = 3408.35? + 4.1036 x 10° = 0 (2-262) 


which has roots at s = 71097 and s = — 71097, and the corresponding value of K at these 
roots is 273.57. Also, if the system is operated with K = 273.57, the zero-input response of 
the system will be an undamped sinusoid with a frequency of 1097.27 rad/sec. 


As another example of using the Routh-Hurwitz criterion for simple design problems, consider that 
the characteristic equation of a closed-loop control system is 


s+ 3Ks* +(K+2)s+4=0 (2-263) 
it is desired to find the range of K so that the system is stable. Routh’s tabulation of Eq. (2-263) is 
s 1 K+2 
s 3K 4 

3K(K +2)-—4 
Ss aK 0 
s° 4 


From the s? row, the condition of stability is K > 0, and from the s' row, the condition of stability is 


3K? + 6K —4>0 (2-264) 
or 


K< —2.528 or K>0.528 (2-265) 


Refer to Section 2-14-2 for the MATLAB symbolic tool to solve this problem. 
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When the conditions of K > 0 and K > 0.528 are compared, it is apparent that the latter 
requirement is more stringent. Thus, for the closed-loop system to be stable, K must satisfy 

K > 0.528 (2-266) 
The requirement of K < — 2.528 is disregarded because K cannot be negative. 

It should be reiterated that the Routh-Hurwitz criterion is valid only if the characteristic equation 
is algebraic with real coefficients. If any one of the coefficients ts complex, or if the equation is not 
algebraic, for example, containing exponential functions or sinusoidal functions of s, the Routh- 
Hurwitz criterion simply cannot be applied. 

Another limitation of the Routh-Hurwitz criterion is that it is valid only for the determination of 
roots of the characteristic equation with respect to the left half or the right half of the s-plane. The 
stability boundary is the jw-axis of the s-plane. The criterion cannot be applied to any other stability 
boundaries in a complex plane, such as the unit circle in the z-plane, which is the stability boundary of 
discrete-data systems (Appendix H). 


» 2-14 MATLAB TOOLS AND CASE STUDIES 
2-14-1_ Description and Use of Transfer Function Tool 


If you have access to the MATLAB Symbolic Toolbox, you may use the ACSYS Transfer 
Function Symbolic Tool by pressing the appropriate button in the ACSYS window or by 
typing in tfsym in the MATLAB command window. The Symbolic Tool window is shown 
in Fig. 2-26. Click the “Help for Ist Time User”’ button to see the instructions on how to use 
the toolbox. The instructions appear in a Help Dialog window, as shown in Fig. 2-27. As 
instructed, press the ““Transfer Function and Inverse Laplace’”’ button to run the program, 
You must run this program within the MATLAB command window. Enter the transfer 
function, as shown in Fig. 2-28, to get the time response. 


j -) Transter Function Symbolic for Kuo Gam 


STL} roma —— 


| State-Space with Init. Cond. | 


Close and Exit 


i-) Help D ialog , 
' You must have access to MATLAB Symbolic Toolbox. To run Programs, go to 
| MATLAB Command window after clicking each pushbutton. 


iG 


Figure 2-27. The Symbolic Help Dialog window. 
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Transfer Function Symbolic. @ Kuo & Golnaraghi 8th Edition, John Wiley & 
Sons. e.g., Use the following input Format: (s+2)*(s"3+2¥*s+ 1 /(s*(s*24+2*s+1)) 


Enter G=53*(S+0.6)/((s+1 }*(S+2)*(S+3)) 


(s+1) (s+2) (s+3) 


G in polynomial form: 


Transfer function: 
5s+3 


sA3465°2¢1 1846 
G factored: 
Zero/pole/gain: 


5(s+0.6) 
(s+3) (s+2) (st+1) 


Inverse Laplace transform: 
Gtime = 


—exp(—t)+7*exp(—2*t)-6*exp (-3*t) 


Figure 2-28 The inverse Laplace transform of Eq. (2-267) for an impulse input, in the 
MATLAB command window. 


> EXAMPLE 2-14-1 Find the inverse Laplace transform of the transfer function 


5s +3 5s+3 


G SS 
(s) (s+ 1)(s+2)(s+3) s? 46s? + 115+6 


(2-267) 


You can do this either by using the ifaplace command in the MATLAB command window, as we 
demonstrated in Toolbox 2-5-1 for Example 2-5-1, or by utilizing the tfsym function, as shown in Fig. 2-28. 

To find the time representation of Eq. (2-267) for a different input function such as a step or a 
sinusoid, the user may combine the input transfer function (e.g. 1/s for a unit-step input} with the 
transfer function in the TFtool input window. So to obtain Eq. (2-267) time representation for a unit- 
step input, use the following transfer function: 


5s +3 
G(s) = ——————_—- 2-268 
S) = 4 16+ 2643) ey 
and repeat the previous steps. 
Similarly, for the transfer function 
1000 w 
¥(s) = i ee eee Sea eee -269 
o s(s* + 34.5 + 1000) (52 + 20,5 + we?) 2 
using the ifsym tool, the time representation of this system is obtained as 
1+(-1/2 + 13/40" i) exp((-69/4 — 53/2*i)\"1 + (-1/2 — 13/40°r)* exp({-69/44+ 
53 /2*i)*t) <4 


2-14-2 MATLAB Tools for Stability 


The easiest way to assess stability of known transfer functions is to find the location of the 
poles. For that purpose, the MATLAB code that appears in Toolbox 2-13-1 is the easiest 
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> EXAMPLE 2-14-2 


> EXAMPLE 2-14-3 


> EXAMPLE 2-14-4 


way for finding the roots of the characteristic equation polynomial—i.e., the poles of the 
system. However, many of the other tools within ACSYS software may also be used to find 
the poles of the closed-loop system transfer function, including the “Transfer Function 
Symbolic” (tfsym) and the ““Transfer Function Calculator” (tfcal). You may also conduct 
a more thorough stability study of your system using the root locus and phase and gain 
margin concepts utilizing the “Controller Design Tool,” respectively. These topics will be 
thoroughly discussed in Chapter 9. 

In this section, we introduce the tfrouth tool, which may be used to find the Routh 
array, and more importantly it may be utilized for controller design applications where it is 
important to assess the stability of a system for a controller gain, say x. 

The steps involved in setting up and then solving a given stability problem using 
tfrouth are as follows. 


1. Type “tfrouth” in the MATLAB command module within the ‘tfsymbolic” 
directory. 


2. Enter the characteristic polynomial in symbolic (e.g., s*3+s42+s+1) or in vectorial 
(e.g. [1 1 1 1]) forms. 


3. Press the “Routh-Hurwitz” button and check the results in the MATLAB 
command window. 


4. Incase you wish to assess the stability of the system for a design parameter, enter 
it in the box designated as “Enter Symbolic Parameters.” For example, for s*3 
+k1*sA2 +k2*s +1, you need to enter “‘k1 k2”’ in the ‘Enter Symbolic Parame- 
ters’? box, followed by entering the polynomial s*3 +k1¥*s42+k2#s+1 in the 
“Characteristic Equation”’ box. 


5. Press the “Routh-Hurwitz” button to form the Routh table and conduct the Routh- 
Hurwitz stability test. 


To better illustrate how to use tfrouth, let us solve some of the earlier examples in this 
chapter. 


Recall Example 2-13-1; let’s use tfrouth for the following polynomial: 


254 + 5° +357 +55+10=0 (2-270) 


In the MATLAB command module, type in “tfrouth” and enter the characteristic Eq. (2-270) in 
polynomial form, followed by clicking the “Routh-Hurwitz” button to get the Routh-Hurwitz matrix, 
as shown in Fig. 2-29. 

The results match Example 2-14-2. The system is therefore unstable because of two positive poles. 
The Routh’s array first column also shows two sign changes to confirm this result. To see the complete 
Routh table, the user must refer to the MATLAB command window, as shown in Fig. 2-30. -4j 


Consider Example 2-13-2 for characteristic equation of a linear system: 


sity 4+2s*4254+3=0 (2-271) 


After entering the transfer function characteristic equation using tfrouth and pressing the ‘‘Routh- 
Hurwitz” button, we get the results shown in Fig, 2-31. 
As a result, because of the final two sign changes, we expect to see two unstable poles. <4 


Revisiting Example 2-13-3, use tfrouth to study the following characteristic equation: 


s° +454 +859 +837 +75+4=0 (2-272) 
to get the results shown in Fig, 2-32, 
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Bp Routh Hurwitz ) =|) i 
Enter Characteristic Equation: 


Erier ihe characteristic equation using & vector of polynomiat 
coefficients, or in symbolic form with complex variable ‘s'. 
Enter ALL symbolic parameters in the box labeled ‘Enter 
Symbolic Parameters‘ 


ex: For ($°2 + 3*kp*s + ki*2): 
enter '[1, 3*kp, ki*2]' in the Characteristic Equation box 
and ‘kp ki’ inthe symbolic variables text box. 
OR: Type in (s*2 + 3*kp*s + ki*2) in the Characteristic 
Equation box and ‘kp ki’ in the symbolic variables text box. 


ex: The following are all equivatent: 
“(s°2 + 7*s +12), [17142], and (s+4)*(s+3)'. 


Enter Symbolic Parameters — i 
(For example: ) 


Characteristic Equation 


| 285444949498 *24+5*s+10 


Figure 2-29 Entering characteristic polynomial for Example 2-14-2 using the tfrouth module. 


Routh-Hurwitz Matrix: 


J 
I 
] 
\ 
} 
] 
J 
] 
] 


0 


There are two sign changes in the first column. 


Figure 2-30 Stability results for Example 2-14-2, after using the Routh-Hurwitz test. 
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® EXAMPLE 2-14-5 


First element of row3 is zero. Epsilon is used. 
Routh-Hurwitz Matrix: 


[-3 +2 eps 
euerneenit 

[ eps 

[ 


a a ee ee ee Oe Or | 


3 0 0 


There are two sign changes in the first column. 


Figure 2-31 Stability results for Example 2-14-3, after using the Routh-Hurwitz test. 


Row of zeros found at row5. Auxiliary polynomial is used. 
Rowuth-Hurwitz Matrix: 


(1 
[ 


[4 


] 
] 
] 
] 
] 
] 
J 
] 
J 
] 
] 


There are two sign changes in the first column. 


Figure 2-32 Stability results for Example 2-14-4, after using the Routh-Hurwitz test. 


In this case, the program has automatically replaced the whole row of zeros in the fifth row with 
the coefficients of the polynomial formed from the derivative of an auxiliary polynomial formed from 
the fourth row. As a result, the system is unstable. Further, because of the final zero sign changes, we 
expect to see no additional unstable poles. The unstable poles of the system may be obtained directly 
by obtaining the roots of the auxiliary polynomial: 


A(s) =4s7+4=0 (2-273) 


Considering the characteristic equation of a closed-loop control system 


s)+3Ks? +(K+2)s+4=0 (2-274) 


It is desired to find the range of K so that the system is stable. See Figs. 2-33, 2-34, and 2-35 for more 
details, 

In the end, the user is encouraged to make use of the software to solve examples and problems 
appearing in this chapter. 


2-14 MATLAB Tools and Case Studies << 89 


BB} Routh Hurwitz 
' ———— 
Enter Characteristic Equation: 


Enter the characteristic equation using a vector of polynomial 
coefficients, or in symbolic form yith complex variable ‘s’. 
Enter ALL symbolic parameters in the box labeled 'Enter 
Symbolic Parameters ‘ 


ex. For (3° + Skp*s + KIND): 
enter '[1, 3*kp, ki*2]’ in the Characteristic Equation box 
and ‘kp ki’ in the symbolle variables text box. 
OR: Type in (s*2 + 3*kp*s + ki*2) in the Characteristic 
Equation box and ‘kp ki' inthe symbolic variables text box. 


6x: The following are all equivalent: 
{9°2 + 7*s 412), [1712], and (s+4)(s+3y. 


Enter Symbolic Parameters ; 
(For example: ) kK 


Characteristic Equation 


8°S+F*k*8%2+(k+2)*s+4 
i LD h PUPA ROUE LA eneeh » npcehPPOPR GUO ESETAA pry Abdhe yy hy ny rs TENET BERS PAP ROUSSE: Ral gy t tommaive eg rims ld ed bed dpeMmNNQddme Lee gs ag satan | 


Routh-Hurwitz 
ij 


= 
« 
Po weg gg dees een hs eee PEN EL eter e gees 1 een k seed FSP eRe ge peNE ents Ales pepe Aa eee es PoE Pee gn ny eng pg Qawed teetten= e 


Figure 2-33 Entering characteristic polynomial for Example 2-14-5 using the tfrouth module. 


Routh-Hurwitz Matrix: 


[ -4+3k +6k 
[143 ------+---—--- 


Figure 2-34 The Routh’s array for Example 2-14-5. 
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> 2-15 SUMMARY 


3*k, 
1/3*(-44-3*kA2+6*k)/k, 
4, 


>> eval(RH) 
ans = 
1.0000 2.4000 
1.2000 4.0000 


-0.9333 0 
4.0000 0 


There are two sign changes in the first column. 


>> k=1; 
>> eval(RH) 
ans = 


1.0000 3.0000 
3.0000 4.0000 
1.6667 0 
4.0000 0 


There are no sign changes in the first column. 


Figure 2-35 The Routh’s array for Example 2-14-5. 


In this chapter, we presented some fundamental mathematics required for the study of linear control 
systems. Specifically, we started with complex numbers and their basic properties leading to 
frequency domain mathematics and plots. The Laplace transform is used for the solution of linear 
ordinary differential equations. This transform method is characterized by first transforming the real- 
domain equations into algebraic equations in the transform domain. The solutions are first obtained in 
the transform domain by using the familiar methods of solving algebraic equations. The final solution 
in the real domain is obtained by taking the inverse transform. For engineering problems, the 
transform tables and the partial-fraction expansion method are recommended for the inverse 
transformation. 

In this chapter, the definitions of BIBO, zero-input, and asymptotic stability of linear time- 
invariant continuous-data and discrete-data systems are given. It is shown that the condition of these 
types of stability is related directly to the roots of the characteristic equation. For a continuous-data 
system to be stable, the roots of the characteristic equation must all be located in the left half of the 
5-plane. 

The necessary condition for a polynomial F(s) to have no zeros on the jw-axis and in the right half 
of the s-plane is that all its coefficients must be of the same sign and none can vanish. The necessary 
and sufficient conditions of F(s) to have zeros only in the left half of the s-plane are checked with the 
Routh-Hurwitz criterion. The value of the Routh-Hurwitz criterion is diminished tf the characteristic 
equation can be solved using MATLAB. 
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we REVIEW QUESTIONS 


1. Give the definitions of the poles and zeros of a function of the complex variable s. 


2. What are the advantages of the Laplace transform method of solving linear ordinary 
differential equations over the classical method? 


3, What are state equations? 

4, What is a causal system? 

5. Give the defining equation of the one-sided Laplace transform. 
6. Give the defining equation of the inverse Laplace transform. 


7. Give the expression of the final-value theorem of the Laplace transform. What is the 
condition under which the theorem is valid? 


8. Give the Laplace transform of the unit-step function, u,(?). 
9, What is the Laplace transform of the unit-ramp function, éu,(¢)? 


10. Give the Laplace transform of f(f) shifted to the right (delayed) by 7; in terms of the 
Laplace transform of f(t), F(s). 

Tf CLA] = Fi(s) and C[A(d] = Fa(s), then find £[ f,(o)| fa(s)] in terms of Fy(s) and 
F4(s). 


12. Do you know how to handle the exponential term in performing the partial-fraction 
expansion of 


_ 10 ones 
a Baas ear 1)(s +2). 


13. Do you know how to handle the partial-fraction expansion of a function whose denominator 
order is not greater than that of the numerator, for example, 
10(s* + 5s +1) 


ih ade TES YET 


14, In trying to find the inverse Laplace transform of the following function, do you have to 
perform the partial-fraction expansion? 


I 


a (s+5)° 


15, Can the Routh-Hurwitz criterion be directly applied to the stability analysis of the 
following systems? 


(a) Continuous-data system with the characteristic equation 
st + 557 + 2s? + 354+ 2e°% = 0 
(b) Continuous-data system with the characteristic equation 
si — 5s" +357 + Ks + K* =0 
16. The first two rows of Routh’s tabulation of a third-order system are 
- 2 2 
2-4 4 


Select the correct answer from the following choices: 
(a) The equation has one root in the right-half s-plane. 


(b) The equation has two roots on the fw-axis at s = j and —/. The third root is in the left-half 
$-plane. 
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{c) The equation has two roots on the jw-axis at s = 2j and s = —2j. The third root is in the 
left-half s-plane. 


{d) The equation has two roots on the jw-axis at s=2j and s = —2/. The third root is in the 
right-half s-plane. 


17. If the numbers in the first column of Routh’s tabulation turn out to be all 
negative, then the equation for which the tabulation is made has at least one root not in 
the left half of the s-plane. (T) (F) 


18. The roots of the auxiliary equation, A(s) = 0, of Routh’s tabulation of a characteristic equation 
must also be the roots of the latter, {T) (F) 


19, The following characteristic equation of a continuous-data system represents an unstable 
system because it contains a negative coefficient. 
sr —s?+5s+10=0 (T) (F) 


20. The following characteristic equation of a continuous-data system represents an unstable 
system because there is a zero coefficient. 


9 +5s744=0 (T) (F) 
21. When a row of Routh’s tabulation contains all zeros before the tabulation ends, this means 
that the equation has roots on the imaginary axis of the s-plane. (T) () 


Answers to these review questions can be found on this book’s companion Web site: 
www.wiley.com/college/golnaraghi. 
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PROBLEMS FOR SECTION 2-1 
2-1. Find the poles and zeros of the following functions (including the ones at infinity, if any). Mark 
the finite poles with x and the finite zeros with o in the s-plane. 


—:10(s +2) — 10542) 
(a) G(s) = (s+ 1)(s + 10) GG) = 5(s* + 25 + 2) 

7 10s(s + 1) an 
0) Gs) = Saeed @) OS) = Tete +d) 


2-2. Poles and zeros of a function are given; find the function: 
(a) Simple poles: 0, —2; poles of order 2: —3; zeros: —1, 00 
(b) Simple poles: —1, —4; zeros: 0 

(c) Simple poles: —3, 00; poles of order 2: 0,—1; zeros: tj, cc 


2-3. Use MATLAB to find the poles and zeros of the functions in Problem 2-1. 


PROBLEMS FOR SECTION 2-2 
2-4. Find the polar representation of G(s) given in Problem 2-1 for s = jw, where @ is a constant 
varying from zero to infinity. 


2-5. Find the polar plot of the following functions: 


10 
(a) eA ia ET) 
1 
eo fa eo 
1+22( jo + (42) 
1 
jo oN oe 
ra) 02) 
Wy Wy 
aoe 
(Jo) = siTo +1) 
—jol 
(e) G( jo) = — 


~ (jTw +1) 
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2-6. Use MATLAB to find the polar plot of the functions in Problem 2-5. 
2-7. Draw the Bode plot of the following functions: 


2000 jw + 0.5) 
(a) G{ jo) = jo( ja + 10)( jw + 50) 
| 25 
©) Cie) =F Gjo — 2.5 + 10) 
i 2 
(©) Gl jew) = —L4@ = 10000? + 100) 


—w*( jo — 25% + 100) 


1 
G( jo) = ———__—_————_. 0<r< 


2 — — 
0 EU 
Wy; (On 


0.03 (e# + 1)? 


(©) Ojo) = Cer Ty Geir Ie £05) 


2-8. Use MATLAB to draw the Bode plot of the functions in Problem 2-7. 
PROBLEMS FOR SECTION 2-3 


2-9, Express the following set of first-order differential equations in the vector-matrix form of 


“ = Ax(t) + Bu(z). 


sai = —X] (t) + 2x3(t) 

(a) Salt) = —2x9{f) + 3x3(t) +7 (2) 
fale = ~x1(t) — 3x2(8) — x3(t) + u2(1) 
at) = =x, (2) +-2x9(#) + 2uay(t) 

(b) sical 25x dati) 

Sa) = 3x1 (1) — 4x9(1) — x3(0) 


PROBLEMS FOR SECTION 2-4 


2-10. Prove theorem 3 in Section 2-4-3. 
2-11. Prove the integration theorem 4 in Section 2-4-3. 
2-12. Prove the shift-in-time theorem, which is 


L[e(t — T)u;(t — T) =e? G(s)} 


2-13. Prove the convolution theorem in both time and s domain, which is 
L\si(t) * g2{t)] = Gi(s)Ga(s) 
Lagi (t)g2(t)] = Gils) * Gos) 
2-14. Prove theorems 6 and 7. 
2-15. Use MATLAB to obtain L{sin?2¢}. Then, calculate £{cos?2r} when you know L{sin?2¢}. 
Verify your answer by calculating Licos?21} in MATLAB. 
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2-16. Find the Laplace transforms of the following functions. Use the theorems on Laplace 
transforms, if applicable. 


(a) g(t) = 5te~'u,(t) 

(b) g(t) = (tsin2e + e~?"}us(t) 
(c) g(t) = 2e7 sin2r 1,(t) 

(d) g(t) = sin2tcos2t u,(t) 


Sx 
(e) g(t) = . eT 54 — kT) where 5(t) = unit-impulse function 
k=0 


2-17. Use MATLAB to solve Problem 2-16. 


2-18. Find the Laplace transforms of the functions shown in Fig. 2P-18. First, write a complete 
expression for g(z), and then take the Laplace transform. Let 2g7(t) be the description of the function 
over the basic period and then delay g7(1) appropriately to get 9(t). Take the Laplace transform of 2(4) 
to get the following: 


Figure 2P-18 


2-19. Find the Laplace transform of the following function. 


itl O<t<l 


(y=) 9 1<r<2 
BI = V2} 2<1<3 
0 t>3 


2-20. Find the Laplace transform of the periodic function in Fig. 2P-20. 


F(t) 

1 

a T 
-1 
Figure 2P-20 


2-21. Find the Laplace transform of the function in Fig. 2P-21. 
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f(t) 


Figure 2P-21 


2-22. Solve the following differential equations by means of the Laplace transform. 


2 . 
fa) a +5 FO sap (t) = e~“u,(t) Assume zero initial conditions. 
cal Uae fy 
| dt 
OY a (1) 
- = —2x)(t) — 3x2(t) + us(t) x1 (O} = 1, 22(0) =0 


d*y(t) a y(t) , dy(t) -1 
(c) Ge ge ge Pe eM) 
d*y | dy 


2-23. Use MATLAB to find the Laplace transform of the functions in Problem 2-22. 
2-24, Use MATLAB to solve the following differential equation: 


d*y paths fs 
3 —y = e! (Assuming zero initial conditions) 


2-25. A series of a three-reactor tank is arranged as shown in Fig. 2P-25 for chemical reaction. 


Reactor 3 


Reactor 1 
Figure 2P-25 


The state equation for each reactor is defined as follows: 


1 
= 711000 + 100Ca2 — 1100C41 — k1Vi Cat] 
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dCx. 1 
R2:— = —[1100C41 — 1100Ca2 — bp V2C ap] 
dt V2 
dC 1 
R3: — = 7 -[1000C42 — 1000043 — ks VsCas] 
3 


when V; and &; represent the volume and the temperature constant of each tank as shown in the 
following table: 


Reactor V, ki 
| 1000 0.1 
1500 0.2 


3 100 0.4 


Use MATLAB to solve the differential equations assuming C4; = Ca2 = Ca3 = 0 att =0. 


PROBLEMS FOR SECTION 2-5 
2-26. Find the inverse Laplace transforms of the following functions. First, perform partial-fraction 
expansion on G(s); then, use the Laplace transform table. 


(a) G(s) = GEG 

(b) G(s) = PT 

(©) G(s) = Ta nen) ee 
(d) G(s} = I 

(e} G(s) = G+? 

(f) G(s) = yee 
(g) G(s) = a 

(h) G(s) = oes 

OL ee ek 


~ 4559 + 782 +5546 


2-27. Use MATLAB to find the inverse Laplace transforms of the functions in Problem 2-26. First, 
perform partial-fraction expansion on G(s); then, use the inverse Laplace transform. 
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2-28. Given the state equation of the system, convert it to the set of first-order differential equation. 


0 -—1 2 0 -!1 
(a) A=] 1 | B=|I1 O 
Bat} e[h eg] 
3 1] -—2 —| 
(b) A= |{-l 2 2 B= | 0 
- 0 | 2 


2-29. The following differential equations represent linear time-invariant systems, where r(Z) 
denotes the input and y(/) the output. Find the transfer function ¥(s)/R(s) for each of the systems. 
(Assume zero initial conditions.) 


(a) PHO) sy = +5 21) 6 6y(t) = 3) rte) 

(by ¢ — +102 +2 +5y(0) = Sr(t) 

(0 1020) 428) yy 42 [y(ride = s2ncy 

(a) 22) mal +28 45y(t) = r(t) + 2r(t— 1) 

coy FEED UTD sts 1) = TY sane) +2 { r(r)de 

() 20 20), 0) payin 42 / y(ejar = AEF) sone 2) 


—ox 
2-30. Use MATLAB to find Y(s)/R(s) for the differential equations in Problem 2-29, 
2-31. Use MATLAB to find the partial-fraction expansion to the following functions, 


—  -:10(s +1) 
a aie Als 56) 
_ sti) 
ey OGls s(s + 2)(s* + 2s + 2) 
—  S(s +2) 
(©) Gls) = 564 Tie +5) 
‘ 5e745 
ere) = (s+ 1)(s? +5 +1) 
_ 100(s? +s +3) 
(©) As) = "254 3) 
I 
(fF) G(s) = Wea 1e+05) 
257 + 5° + 8546 
(8) G(s) = (s* + 4)(s? + 2s + 2) 
3 2 
(h) G(s) = 2st + O57 + 155° +54 


s*(s+2)(s+ 1)° 


2-32.. Use MATLAB to find the inverse Laplace transforms of the functions in Problem 2-31. 
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PROBLEMS FOR SECTIONS 2-7 THROUGH 2-13 
2-33. Without using the Routh-Hurwitz criterion, determine if the following systems are asymp- 


totically stable, marginally stable, or unstable. In each case, the closed-loop system transfer function 
is given. 


10(s + 2) 
(@) Ms) = Fae 4 5s 
(b) M(s) —  s-l 
1 5+ 5)(S2 + 2) 
K 
SUMS) = gas 
—: 100(s — 1) 
UMC eat pos eo 
100 
(©) Mis) = S924 5s +10 
10 12.5 
(f) M(s) fa), 


~ 4 +383 + 5052 + 5 + 10° 


2-34. Use the ROOTS command in MATLAB to solve Problem 2-33. 

2-35. Using the Routh-Hurwitz criterion, determine the stability of the closed-loop system that has 
the following characteristic equations. Determine the number of roots of each equation that are in the 
right-half s-plane and on the jw-axis. 

(a) s° + 25s” + 10s + 450 = 0 

(b) 5° + 25s? + 10s + 50 = 0 

(c) s° + 255? + 250s + 10 =0 

(d) 2s* + 10s? + 5.55? +5.5s+10=0 

(e) s° + 25° + 8st + 15s? + 20s? + 165+ 16 = 0 

(f) st + 297 + 10s? + 205+ 5 =0 

(2) s® + 257 + 85° + 125° + 20st + 1653 + 1652 = 0 

2-36. Use MATLAB to solve Problem 2-35. 


2-37. Use MATLAB Toolbox 2-13-1 to find the roots of the following characteristic equations of 
linear continuous-data systems and determine the stability condition of the systems. 


(a) s3 + 10s? + 10s + 130 =0 

(b) s* + 1254 +57 + 25+10=0 

(c) st + 1253 + 10s* + 10s+10=0 

(d) s# + 12s? +57 + 10s+1=0 

(e) s° + 655 + 125s4 + 100s? + 100s? + 20s + 10 = 0 

(fF) s° + 125s* 1 100s* 1. 100s? + 20s + 10 =0 

2-38. For each of the characteristic equations of feedback control systems given, use MATLAB 
to determine the range of K so that the system is asymptotically stable. Determine the value of K so 


that the system is marginally stable and determine the frequency of sustained oscillation, if 
applicable. 


(a) st + 2559 + 1552 + 208+ K =—0 


(b) s* + Ks? + 287 + (K+ 1)s+10=0 
(c) 8° +(K +2)s* + 2Ks+10=0 
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(d) s° + 20s* + 5s+10K =0 
(e) 54+ Ks’ + 5s? + 105+ 10K =0 
(fF) 54+ 12.589 + 57+594+K =0 


2-39. The loop transfer function of a single-loop feedback control system is given as 


K(s+5) 


ee s(s + 2)(1 + Ts) 


The parameters K and T may be represented in a plane with K as the horizontal axis and T as the 
vertical axis. Determine the regions in the 7-versus-K parameter plane where the closed-loop system 
is asymptotically stable and where it is unstable. Indicate the boundary on which the system is 
marginally stabie. 


2-40. Given the forward-path transfer function of unity-feedback control systems, apply the Routh- 
Hurwitz criterion to determine the stability of the closed-loop system as a function of K, Determine 
the value of K that will cause sustained constant-amplitude oscillations in the system. Determine the 
frequency of oscillation. 


_ K(s +4)(s + 20) 
(@) Gls) = S05 + 100){s + 500) 
w) Gy) = 
K 
©) AS) = SEF TO\(+ 20) 
(a) GIs) = K{s +1) 


gh 452 4 35 41 


2-41. Use MATLAB to solve Problem 2-40. 


2-42. A controlled process is modeled by the following state equations. 


dx} (t) 


= u(t) — 2xa(2) = 10x; (t) + u(t) 


The control z{7) is obtained from state feedback such that 


dx3(t) 
at 


u(t) = —kyx,(t) — kox2(t) 


where k, and ka are real constants. Determine the region in the £,-versus~-k2 parameter plane in 
which the closed-loop system is asymptotically stable. 


2-43. A linear time-invariant system is described by the following state equations. 


a) = Ax(t) + Bu(t) 
where 
0 1 0 0 
A=|0 0 1] B=|o 
‘ee eee 1 


The closed-loop system is implemented by state feedback, so that u(t} = —Kx(t}, where K = 
[k, ka k3] and ky, &2, and x3 are real constants. Determine the constraints on the elements of K 
so that the closed-loop system is asymptotically stable. 


2-44. Given the system in stale equation form, 


dx(t) 
ae = Ax(¢) + Bu(t) 
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Can the system be stabilized by state feedback u(t) = —Kx(t), where K = [k, ka ka]? 
2-45, Consider the open-loop system in Fig. 2P-45(a). 


- 7 


Figure 2P-45a 


oy dz 
where 3-4, =zand f(t) = To +e. 
Our goal is to stabilize this system so the closed-loop feedback control will be defined as shown in 


the block diagram in Fig, 2P-45(b). 


Figure 2P-45b 


d. 
Assuming f(t) =kpe+ kg < 


(a) Find the open-loop transfer function. 
(b) Find the closed-loop transfer function. 
(c) Find the range of Xk, and ky in which the system is stable. 


2-46. The block diagram of a motor-control system with tachometer feedback is shown in Fig. 
2P-46. Find the range of the tachometer constant K, so that the system is asymptotically stable. 


Figure 2P-46 
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2-47. Theblock diagram of a control system is shown in Fig. 2P-47. Find the region in the K-versus- 
a plane for the system to be asymptotically stable. (Use X as the vertical and a as the horizontal axis.) 


K(s + 2) 
s?—1 


Figure 2P-47 


2-48. The conventional Routh-Hurwitz criterion gives information only on the location of the zeros 
of a polynomial F(s) with respect to the left half and right half of the splane. Devise a linear 
transformation s = f( p, «), where p is a complex variable, so that the Routh-Hurwitz criterion can 
be applied to determine whether F(s) has zeros to the right of the line s = —a, where a is a positive 
real number. Apply the transformation to the following characteristic equations to determine how 
many roots are to the right of the line s = —] in the s-plane. 


(a) F(s) =s*+55+3=0 

(b) 8 +35 +35+1=0 

(c) F(s) =s° +45? + 35+ 10 =0 
(d) si +457? +45+4=0 


2-49, The payload of a space-shuttle-pointing control system is modeled as a pure mass M. The 
payload is suspended by magnetic bearings so that no friction is encountered in the control. The 
attitude of the payload in the y direction is controlled by magnetic actuators located at the base. 
The total force produced by the magnetic actuators is f(z}. The controls of the other degrees of 
motion are independent and are not considered here. Because there are experiments located on the 
payload, electric power must be brought to the payload through cables. The linear spring with 
spring constant K, is used to model the cable attachment. The dynamic system model for the 


y(t) 


Figure 2P-49 
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control of the y-axis motion is shown in Figure 2P-49. The force equation of motion in the y- 
direction is 


d*y(t) 
dt? 


F(t) = Ksy(t) +M 


where K, =0.5N-m/m and M = 500kg. The magnetic actuators are controlled through state 
feedback, so that 


dy{t 
flO) = —Key(t) — Ky 
(a) Draw a functional block diagram for the system. 
(b) Find the characteristic equation of the closed-loop system. 


(c) Find the region in the Kp-versus-Kp plane in which the system is asymptotically stable, 


2-50. An inventory-control system is modeled by the following differential equations: 


a0) = —x2(t} + u(t) 
Sas) = —Ku(t) 


where x,(t) is the level of inventory; 2(¢), the rate of sales of product; (2), the production rate; and K, 
a real constant, Let the output of the system by y(t) = x(t) and r(t) be the reference set point for the 
desired inventory level. Let u(t) = r(t) — y(t}. Determine the constraint on K so that the closed-loop 
system is asymptotically stable. 


2-51. Use MATLAB to solve Problem 2-50. 


2-52. Use MATLAB to 
(a) Generate symbolically the time function of f(#) 


f(t) =5 + 2e7*sin (2¢ 4 *) ~ Ae~ cos (2¢ _ =) 4. 3e74t 


(s+1) 

s(s + 2)(s* + 2s + 2) 

(c) Find the Laplace transform of f(t) and name it F(s). 

(d) Find the inverse Laplace transform of G(s) and name it g(%). 

(e) If G(s) is the forward-path transfer function of unity-feedback control systems, find the transfer 
function of the closed-loop system and apply the Routh-Hurwitz criterion to determine its stability. 
(fF) If F(s) is the forward-path transfer function of unity-feedback control systems, find the transfer 
function of the closed-loop system and apply the Routh-Hurwitz criterion to determine its stability. 


(b) Generate symbolically G(s) = 


CHAPTER a 


Block Diagrams and 
Signal-Flow Graphs 


In this chapter, we discuss graphical techniques for modeling control systems and their 
underlying mathematics. We also utilize the block diagram reduction techniques and the 
Mason’s gain formula to find the transfer function of the overall control system. Later on in 
Chapters 4 and 5, we use the material presented in this chapter and Chapter 2 to fully model 
and study the performance of various control systems. The main objectives of this chapter are: 

1. To study block diagrams, their components, and their underlying mathematics. 


2. To obtain transfer function of systems through block diagram manipulation and 
reduction. 


To introduce the signal-flow graphs. 
. To establish a parallel between block diagrams and signal-flow graphs, 


3 
4 
5. To use Mason’s gain formula for finding transfer function of systems. 
6. To introduce state diagrams. 

7 


To demonstrate the MATLAB tools using case studies. 


> 3-1 BLOCK DIAGRAMS 


104 


The block diagram modeling may provide control engineers with a better understanding 
of the composition and interconnection of the components of a system. Or it can be used, 
together with transfer functions, to describe the cause-and-effect relationships throughout 
the system. For example, consider a simplified block diagram representation of the heating 
system in your lecture room, shown in Fig. 3-1, where by setting a desired temperature, also 
defined as the input, one can set off the furnace to provide heat to the room. The process is 
relatively straightforward. The actual room temperature is also known as the output and is 
measured by a sensor within the thermostat. A simple electronic circuit within the 
thermostat compares the actual room temperature to the desired room temperature 


Heat Loss 


Actual Room 
Temperature 


Desired Room 
Temperature 


Thermostat 


Feedback 


Figure 3-1 A simplified block diagram representation of a heating system. 
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Disturbance 
torque 


Input 
voltage 
rd 


(a) 


(b) 


Figure 3-2 (a) Block diagram of a dc-motor control system. (b) Block diagram with transfer 
functions and amplifier characteristics. 


(comparator). If the room temperature is below the desired temperature, an error voltage 
will be generated, The error voltage acts as a switch to open the gas valve and turn on the 
furnace (or the actuator). Opening the windows and the door in the classroom would cause 
heat loss and, naturally, would disturb the heating process (disturbance). The room 
temperature is constantly monitored by the output sensor. The process of sensing the output 
and comparing it with the input to establish an error signal is known as feedback. Note that 
the error voltage here causes the furnace to turn on, and the furnace would finally shut off 
when the error reaches zero. 

As another example, consider the block diagram of Fig. 3-2 (a), which models an open- 
loop, dc-motor, speed-control system. The block diagram in this case simply shows how the 
system components are interconnected, and no mathematical details are given. If the 
mathematical and functional] relationships of all the system elements are known, the block 
diagram can be used as a tool for the analytic or computer solution of the system. In general, 
block diagrams can be used to model linear as well as nonlinear systems, For example, the 
input-output relations of the dc-motor contro] system may be represented by the block 
diagram shown in Fig. 3-2 (b). In this figure, the input voltage to the motor is the output of the 
power amplifier, which, realistically, has a nonlinear characteristic. If the motor is linear, or, 
more appropriately, if it is operated in the linear region of its characteristics, its dynamics can 
be represented by transfer functions. The nonlinear amplifier gain can only be described in 
time domain and between the time variables v7) and y,(f). Laplace transform variables do 
not apply to nonlinear systems; hence, in this case, Vs) and V,(s) do not exist. However, if the 
magnitude of vt) 1s limited to the linear range of the amplifier, then the amplifier can be 
regarded as linear, and the amplifier may be described by the transfer function 


——=K (3-1) 


where K is a constant, which is the slope of the linear region of the amplifier characteristics. 
Alternatively, we can use signal-flow graphs or state diagrams to provide a graphical 
representation of a control system, These topics are discussed later in this chapter. 
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3-1-1 Typical Elements of Block Diagrams in Control Systems 


We shal]! now define the block-diagram elements used frequently in control systems and the 
related algebra. The common elements in block diagrams of most control systems include: 


« Comparators 


e Blocks representing individual component transfer functions, including: 
¢ Reference sensor (or input sensor) 
¢ Output sensor 
¢ Actuator 
* Controller 
¢ Plant (the component whose variables are to be controlled) 
¢ Input or reference signals 


¢ Qutput signals 
¢ Disturbance signal 
¢ Feedback loops 


Fig. 3-3 shows one configuration where these elements are interconnected. You may 
wish to compare Fig. 3-1 or Fig. 3-2 to Fig. 3-3 to find the control terminology for each 
system. As arule, each block represents an element in the control system, and each element 
can be modeled by one or more equations. These equations are normally in the time domain 
or preferably (because of ease in manipulation) in the Laplace domain. Once the block 
diagram of a system is fully constructed, one can study individual components or the 
overall system behavior. 

One of the important components of a control system is the sensing and the electronic 
device that acts as a junction point for signal comparisons—otherwise known as a 
comparator. In general, these devices possess sensors and perform simple mathematical 
operations such as addition and subtraction (such as the thermostat in Fig. 3-1}. Three 
examples of comparators are illustrated in Fig. 3-4. Note that the addition and subtraction 
operations in Fig. 3-4 (a) and (b) are linear, so the input and output variables of these block- 
diagram elements can be time-domain variables or Laplace-transform variables. Thus, in 
Fig. 3-4 (a), the block diagram implies 


e(t) = r(t) — y(#) (3-2) 


or 
E(s) = R(s) — Y(s) (3-3) 


As mentioned earlier, blocks represent the equations of the system in time domain or the 
transfer function of the system in the Laplace domain, as demonstrated in Fig, 3-5. 


Disiurbance 


| Reference 
Sensor 


Figure 3-3 Block diagram representation of a general control system. 


> EXAMPLE 3-1-1 
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ett) = r{t) — y(t} 
E(s) = R(s) — ¥(s) 


e(f) = r(t) + y(8 
E(s) = R(s) + ¥(s) 


R,{s) 


A comparator 
performs addition 
and subtraction 


ett) pad ro + r4(t) - y(t) 


Ris) + E{s) = Ry(s) + Ros) — Fs) 


yf} | ¥(s) 
(c) 


Figure 3-4 Block-diagram elements of typical sensing devices of control systems, (a) Subtraction. 
(b} Addition. (c) Addition and subtraction. 
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In Laplace domain, the following input—output relationship can be written for the system in 
Fig. 3-5: 
X (s) = G(s) U{s) (3-4) 


If signal X(s) is the output and signal U/(s) denotes the input, the transfer function of the 
block in Fig. 3-5 is 


eget! 


(3) (3-5) 


Typical block elements that appear in the block diagram representation of most contro] 
systems include plant, controller, actuator, and sensor. 


Consider the block diagram of two transfer functions G)(s) and G2(s) that are connected in series. 
Find the transfer function G(s) of the overall system. 


SOLUTION The system transfer function can be obtained by combining individual block equations. 
Hence, for signals A(s) and X(s), we have 
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U ts} G, (5) A ts) X ts} Figure 3-6 Block diagrams Gifs) and 
| G(s) connected in series. 


X(s) = A(s)Ga(s) 
A(s) = U(s)G;(s) 
X(s) = Gi(s)G2(s)U(s) 


_ X(s) 
G(s) = U(s) 
Hence, 
G(s) = Gi(s)Ga(s) (3-6) 


Hence, using Eq. (3-6), the system in Fig. 3-6 can be represented by the system in Fig. 3-5. <4 


b» EXAMPLE 3-1-2 Consider a more complicated system of two transfer functions G,(s) and G(s) that are connected in 
parallel, as shown in Fig. 3-7. Find the transfer function G(s) of the overall system, 


SOLUTION The system transfer function can be obtained by combining individual block equations. 
Note for the two blocks G,(s) and G3(s), A;(s) acts as the input, and A2(s) and A3(s) are the outputs, 
respectively. Further, note that signal {/(s) goes through a branch point P to become A, (5S). Hence, for 
the overall system, we combine the equations as follows. 


Aj(s) — U(s) 
A2(s) = Aj(s)G,(s) 
A3(s) = Aj(s)G2(s) 
X(s) = A2(s) + A3(s) 
X(s) = U(s)(Gi(s) + Ge(s)) 


_ X(s) 
G(s) = Ui(s) 
Hence, 
G(s) = Gi(s) + Gals) (3-7) 


For a system to be classified as a feedback control system, it is necessary that the controlled 
variable be fed back and compared with the reference input. After the comparison, an error signal is 
generated, which is used to actuate the control system. As a result, the actuator is activated in the 
presence of the error to minimize or eliminate that very error. A necessary component of every 
feedback control system is an output sensor, which is used to convert the output signal to a quantity 
that has the same units as the reference input. A feedback control system is also known a closed-loop 
system. A system may have multiple feedback loops. Fig. 3-8 shows the block diagram of a linear 


Figure 3-7 Block diagrams G(s) and 
G(s} connected in parallel. 
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Figure 3-8 Basic block diagram of a 
feedback control system. 


feedback control system with a single feedback loop. The following terminology is defined with 
reference to the diagram: 


r(t), R(s) = reference input(command) 
y(£), ¥(s) = output (controlled variable) 
b(t), B(s) = feedback signal 
u(t), U(s} = actuating signal = error signal e(t), E(s), when H(s) = | 
H(s) = feedback transfer function 
G(s)H(s) = L{s) = loop transfer function 
G(s) = forward-path transfer function 
M(s) = Y(s)/R(s) = closed-loop transfer function or system transfer function 
The closed-loop transfer function M(s) can be expressed as a function of G(s) and A(s). From Fig. 3-8, 


we write 
¥(s) = G(s)U(s) (3-8) 
and 
B(s)} = H(s}¥(s} (3-9) 
The actuating signal is written 
U(s) = R(s) — B(s) (3-10) 
Substituting Eq. (3-10) into Eq. (3-8) yields 
Y(s) = G(s)R(s) — G(s)H(s) (3-11) 
Substituting Eq. (3-9) into Eq. (3-7) and then solving for ¥(s)/R(s) gives the closed-loop transfer 
function 
M(s) _¥(s)_ Gs) (3-12) 


~ R(s) 1+ G(s\H(s) 


The feedback system in Fig. 3-8 is said to have a negative feedback loop because the comparator 
subtracts. When the comparator adds the feedback, it is called positive feedback, and the transfer 
function Eq. (3-12) becomes 


_ ¥(s) G(s) 
MS) 8G) (GHG) (3-13) 


If G and # are constants, they are also called gains. If H = | in Fig. 3-8, the system is said to have a 
unity feedback loop, and if H = 0, the system is said to be open loop. 


3-1-2 Relation between Mathematical Equations and Block Diagrams 
Consider the following second-order prototype system: 


E(t) +2 Capt (£) + w2 x(t) = 2 u(t) (3-14) 


110 © Chapter 3. Block Diagrams and Signal-Flow Graphs 


w2U(s) + s? X(s) 


2609,°X(s) 
2y Figure 3-9 Graphical representation of Eq. (3-17) 
se al using a comparator. 


which has Laplace representation (assuming zero initial conditions x(0} =x(0) = 0): 


X(s) 6° + 2 fn X (s)s +02 X (s) = w? U(s) (3-15) 


Eq. (3-15) consists of constant damping ratio ¢, constant natural frequency @,, input U(s), 
and output X(s). If we rearrange Eq. (3-15) to 


2U (5) — 200% X (s)s — w2 X (s) = X (s)s° (3-16) 


it can graphically be shown as in Fig. 3-9. 

The signals 2tw,sX(s) and w2X(s) may be conceived as the signal X(s) going into 
blocks with transfer functions 2%@,,s and w%, respectively, and the signal X(s) may be 
obtained by integrating s7X (s) twice or by post-multiplying by 5 , as shown in Fig. 3-10. 

Because the signals X(s) in the right-hand side of Fig. 3-10 % ore the same, they can be 
connected, leading to the block diagram representation of the system Eq. (3-17), as shown 
in Fig. 3-11. If you wish, you can further dissect the block diagram in Fig. 3-11 by factoring 
out the term + as in Fig. 3-12(a) to obtain Fig. 3-12(b). 

If the system studied here corresponds to the spring-mass-damper seen in Fig, 4-5 (see 
Chapter 4), then we can designate internal variables A(s) and V(s), which represent 
acceleration and velocity of the system, respectively, as illustrated in Fig. 3-12. The best 
way to see this is by recalling that 4 1S the integration operation in Laplace domain. Hence, 
if A(s) is integrated once, we get V(s), and after integrating V(s), we get the X(s) signal. 

It is evident that there is no unique way of representing a system model with block 
diagrams. We may use different block diagram forms for different purposes, as long as the 


@,7U(s) + 


Figure 3-10 Addition of blocks 4 <5, 260n 3, 
and ed to the graphical representation of 


Eq. (3-17). 


Figure 3-11 Block diagram 
representation of Eq. (3-17) in Laplace 
domain. 
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(b) 


Figure 3-12 (a) Factorization of i term in the internal feedback loop of Fig. 3-11. (b) Final block 
diagram representation of Eq. (3-17) in Laplace domain. 


Figure 3-13 Block diagram of 
Eg. (3-17) in Laplace domain with V(s) 
represented as the output. 


overall transfer function of the system 1s not altered. For example, to obtain the transfer 
function V(s)/U(s), we may yet rearrange Fig. 3-12 to get V(s) as the system output, as 
shown in Fig. 3-13. This enables us to determine the behavior of velocity signal with 
input U(s). 


EXAMPLE 3-1-3 Find the transfer function of the system in Fig, 3-12 and compare that to the transfer function of 
system in Eq. (3-15). 


SOLUTIONS The w2 block at the input and feedback signals in Fig. 3-12(b) may be moved to the 
right-hand side of the comparator. This is the same as factorization of w* as shown: 


w? U (s) — w2 X (s) = w* (U(s) ~ X (s)) (3-17) 


Fig, 3-14(a) shows the factorization operation of Eq. (3-17), which results in a simpler block diagram 
representation of the system shown in Fig. 3-14 (b). Note that Fig. 3-12(b) and Fig. 3-14(b) are 
equivalent systems. 
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» EXAMPLE 3-1-4 


U(s} + 


(b} 


Figure 3-14 (a) Factorization of wr. (b) Alternative block diagram representation of Eq, (3-17) 
in Laplace domain. 


Es) + 


Figure 3-15 A block diagram 
2 


representation Of 52+2¢w, s-+.2. 


Considering Fig. 3-12(b), it is easy to identify the internal feedback loop, which in turn can be 


simplified using Eq. (3-12), or 
Vis} s 
— = 3-1 8 
A(s) 1 eee s+ 20 wy or) 
s 


After pre- and post-multiplication by w5 and 1 respectively, the block diagram of the system is 
simplified to what is shown in Fig. 3-15, which ultimately results in 


X(s) _ s(s+2fe,) 23 wr (3-19) 
f(s) | we s* +2 fam 5 + we 
s(s+2fa,) 


Eq. (3-19) is also the transfer function of system Eq. (3-15). 
Find the velocity transfer function using Fig. 3-13 and compare that to the derivative of Eq. (3-19). 


SOLUTIONS Simplifying the two feedback loops in Fig. 3-13, starting wilh the internal loop first, 
we have 


1 
200, 
v(s)_ TS 
va 
1 bon 5 
§ 
2 
Vis) sw (3-20) 


U(s) +2o0,5+ 04 
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Eq. (3-20) is the same as the derivative of Eq. (3-19), which is nothing but multiplying Eq. (3-19) by 
an s term. Try to find the A(s)/U(s) transfer function. Obviously you must get: s*X(s)/U(s). <4 


3-1-3 Block Diagram Reduction 


As you might have noticed from the examples in the previous section, the transfer function 
of a control system may be obtained by manipulation of its block diagram and by its 
ultimate reduction into one block. For complicated block diagrams, it is often necessary to 
move a comparator or a branch point to make the block diagram reduction process 
simpler. The two key operations in this case are: 


1. Moving a branch point from P to Q, as shown in Fig. 3-16(a) and Fig. 3-16(b). 
This operation must be done such that the signals Y(s) and B{s) are unaltered. In 
Fig. 3-16(a), we have the following relations: 


Y(s) = A(s)Go(s) 


B(s) = ¥(s)Hi(s) (3-21) 
In Fig. 3-16(b), we have the following relations: 
Y(s) = A(s)G2(s) 
B(s) = A(s) Hi (s) Ga(s) (3-22) 
But 
mai aC) (3-23) 


=> B(s) = ¥(s)Hi(s) 


2. Moving a comparator, as shown in Fig. 3-17(a) and Fig. 3-17(b), should also be 
done such that the output Y(s) is unaltered. In Fig. 3-17(a), we have the following 
relations: 


Y(s) = A(s)Go(s) + B(s)A (s) (3-24) 


(a) 


(b) 


Figure 3-16 (a) Branch point relocation 


B(s) from point P to (b) point Q. 


Hs) G(s) 


114 » Chapter 3. Block Diagrams and Signal-Flow Graphs 


Figure 3-17 (a) Comparator relocation 
from the right-hand side of block G2(s) to 
(b) the left-hand side of block G.(s). 


Yi (s) = A(s) + B(s) ae (3-25) 
¥(s) = ¥1(s)Ga(s) 
So 
Y(s) = A(s)G2(s) + B(s) ae G2(s) (3-26) 


=> ¥(s) = A(s)Go(s) + B(s)Hi(s) 


> EXAMPLE 3-1-5 Find the input-output transfer function of the system shown in Fig. 3-17(a). 


SOLUTION To perform the block diagram reduction, one approach is to move the branch point at Y, 
to the left of block Gz, as shown in Fig. 3-18(b). After that, the reduction becomes trivial, first by 
combining the blocks G2, Gs, and G4 as shown in Fig, 3-18(c), and then by eliminating the two 


Figure 3-18 (a) Original block diagram. (b) Moving the branch point at ¥, to the left of block Go. (c) 
Combining the blocks G,, Gz, and G3, (d) Eliminating the inner feedback loop. 
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(d) 


Figure 3-18 (Continued ) 


feedback loops. As a result, the transfer function of the final system after the reduction in Fig. 3-18(d) 
becomes 


Y(s) G G2G3 + G1 Gs 


E(s)  1+-GoG3H) + G1GoG, + Gi) G4 ep 


* 


3-1-4 Block Diagram of Multi-input Systems—Special Case: Systems with a Disturbance 


An important case in the study of control systems is when a disturbance signal is present. 
Disturbance (such as heat loss in the example in Fig. 3-1) usually adversely affects the 
performance of the control system by placing a burden on the controller/actuator compo- 
nents, A simple block diagram with two inputs is shown in Fig. 3-19. In this case, one of the 
inputs, D(s), is known as disturbance, while R(s) is the reference input. Before designing a 
proper controller for the system, it is always important to learn the effects of D(s) on the 
system. 
We use the method of superposition in modeling a multi-input system. 


Super Position: For linear systems, the overall response of the system under 
multi-inputs is the summation of the responses due to the individual inputs, i.e., in this case, 


Yiotal = YR| p=0 + Yd) po (3-28) 
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Controller 
E(s) 


Figure 3-20 Block diagram of the 
system in Fig. 3-19 when D(s} = 0. 


When D(s) = 0, the block diagram is simplified (Fig. 3-20) to give the transfer function 


¥(s}_ G(s) Ga(s) 


sl at Amey Weal Stet 2d 3-29 
R(s) ~ 1+ Gi(s) Gp ils) oe 
When &(s) = 0, the block diagram is rearranged to give (Fig. 3-21): 


D(s) 1+ Gi(s) Go(s) Ay(s) 


Figure 3-21 Block diagram of the 
(b) system in Fig. 3-19 when A(s) = 0, 
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As a result, from Eq. (3-28) to Eq. (3-32), we ultimately get 


Y(s) Y(s) 
Y otal SS ae (s Whi D (s ) 
Ris) | 5, D(s)| p_ 
(s)|p—o (5) lp=o G31 
— GG —Go 
¥(s) = 1+ G)GoH) R(s) + 1+ G)GoH D{s) 


Observations: 4 p=o and 4 ray ave the same denominators if the disturbance signal 
goes to the forward path, The negative sign in the numerator of A g—o Shows that the 
disturbance signal interferes with the controller signal, and, as a result, it adversely affects 
the performance of the system. Naturally, to compensate, there will be a higher burden on 
the controller. 


3-1-5 Block Diagrams and Transfer Functions of Multivariable Systems 


In this section, we shall illustrate the block diagram and matrix representations (see 
Appendix A) of multivariable systems. Two block-diagram representations of a multi- 
variable system with p inputs and qg outputs are shown in Fig. 3-22(a) and (b). In Fig. 3-22 
(a), the individual input and output signals are designated, whereas in the block diagram of 
Fig. 3-22(b), the multiplicity of the inputs and outputs is denoted by vectors. The case of 
Fig. 3-22(b) is preferable in practice because of its simplicity. 

Fig. 3-23 shows the block diagram of a multivariable feedback control system. The 
transfer function relationships of the system are expressed in vector-matrix form (see 
Appendix A); 


Y¥(s} = G(s)U{s) (3-32) 
U(s) = R(s) — B(s) (3-33) 
B(s) = H(s)¥(s) (3-34) 


yy) 


yx) 
MULTIVARIABLE 
SYSTEM 
y_lt) 
(a) 
r(?) MULTIVARIABLE y(7) 


SYSIEM 
Figure 3-22 Block diagram representations of 
(b) a multivariable system. 
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Figure 3-23 Block diagram of a multivariable 
feedback control system. 


where Y(s) is the g x 1 output vector; U(s), R(s), and B(s) are all p x I vectors; and G(s) 
and H(s) are q x p and p x gq transfer-function matrices, respectively. Substituting Eq. 
(3-11) into Eq. (3-10) and then from Eq. (3-10) to Eq. (3-9), we get 


Y(s) = G(s)R(s) — G(s)H(s) ¥(s) (3-35) 
Solving for Y(s) from Eq. (3-12) gives 


Y(s) = [I + G(s)H(s)]~'G(s)R(s) (3-36) 


provided that I+ G(s)H(s} is nonsingular. The closed-loop transfer matrix is defined as 


M(s) = [I+ G(s)H(s)]~'G(s) (3-37) 
Then Eq, (3-14) is written 


Y(s) = M(s)R(s) (3-38) 


EXAMPLE 3-1-6 Consider that the forward-path transfer function matrix and the feedback-path transfer function 
matrix of the system shown in Fig. 3-23 are 


I I 
G(s) = [5+ ? | Hs)= F 4 (3-39) 
s+2 


respectively. The closed-loop transfer function matrix of the system 3s given by Eg. (3-15), and 
is evaluated as follows: 


l yt S+2 | 
] +-—— —— = 
I + G(s)H(s) = s+] 5 _ |stl ; ie (3-40) 
2 1 +—— 
LaPeer s+2 
The closed-loop transfer function matrix is 
s+3 l j | 
= l oe SS 
M(s) = [I+ G(s)H(s)]"G(s) = 5 | 57 et aioe (3-41) 
—2 F 
s+] s+2 


where 


A= 45 ol (3-42) 
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Thus, 
3s? +95 +4 I 
s(ist1) |s(s¢1)(s4+2) 38 
M(s) = ———_—_— 3-43 
‘s) s? + 5842 , 35+2 Oa 
s(s + 1) ~4 


»= 3-2 SIGNAL-FLOW GRAPHS (SFGs) 


A signal-flow graph (SFG) may be regarded as a simplified version of a block diagram. The 
SFG was introduced by S. J. Mason [2] for the cause-and-effect representation of linear 
systems that are modeled by algebraic equations. Besides the differences in the physical 
appearance of the SFG and the block diagram, the signal-flow graph is constrained by more 
rigid mathematical rules, whereas the block-diagram notation is more liberal. An SFG may 
be defined as a graphical means of portraying the inpvt—output relationships among the 
variables of a set of linear algebraic equations. 
Consider a linear system that is described by a set of N algebraic equations: 


N 
yp= doayye f= 1,2,...,N (3-44) 
k=l 
It should be pointed out that these N equations are written in the form of cause-and-effect 
relations: 
N 
jtheffect = ys gain from k to j) x (kth cause) (3-45) 
k=] 
or simply 
Output =  \(gain) x (input) (3-46) 


This is the single most important axiom in forming the set of algebraic equations for SFGs. 
When the system is represented by a set of integrodifferential equations, we must first 
transform these into Laplace-transform equations and then rearrange the latter in the form 
of Eq. (3-31), or 


N 
¥j(s) = 5 Gy(s)%(s) f= 1,2... (3-47) 
k=] 


3-2-1 Basic Elements of an SFG 


When constructing an SFG, junction points, or nodes, are used to represent variables. The 
nodes are connected by line segments called branches, according to the cause-and-effect 
equations. The branches have associated branch gains and directions, A signal can transmit 
through a branch only in the direction of the arrow. In general, given a set of equations 
such as Eq. (3-31) or Eq. (3-47), the construction of the SFG is basically a matter of 
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td}? 
7m Oo i : 
yy yo Figure 3-24 Signal flow graph of y2=a)2y1. 


following through the cause-and-effect relations of each variable in terms of itself and the 
others. For instance, consider that a linear system is represented by the simple algebraic 
equation 


y2 = 4)291 (3-48) 


where y, is the input, y> is the output, and @,> is the gain, or transmittance, between the two 
variables. The SFG representation of Eq. (3-48) is shown in Fig. 3-24. Notice that the branch 
directing from node y, (input) to node y2 (output) expresses the dependence of y2 on y; but not 
the reverse, The branch between the input node and the output node should be interpreted as a 
unilateral amplifier with gain a,2, so when a signal of one unit is applied at the input y;, a signal 
of strength @;2y, is delivered at node y2. Although algebraically Eq. (3-48) can be written as 


l 
yl] = —y2 (3-49) 
a}2 


the SFG of Fig. 3-24 does not imply this relationship. If Eq. (3-49) is valid as a cause-and- 
effect equation, a new SFG should be drawn with y2 as the input and y, as the output. 


-- EXAMPLE 3-2-1 As an example on the construction of an SFG, consider the following set of algebraic equations: 
y2 = @)2Y1 + 432Y3 
Y3 = @2392 + G43y4 


(3-50) 
ya = G24 ¥2 + 434¥3 + Aagyyg 
ys = @o5y2 + 44594 
The SFG for these equations ts constructed, step by step, in Fig. 3-25. % 


3-2-2 Summary of the Basic Properties of SFG 


The important properties of the SFG that have been covered thus far are summarized as 
follows. 
1. SFG applies only to linear systems. 


2. The equations for which an SFG ts drawn must be algebraic equations in the form 
of cause-and-effect. 

3. Nodes are used to represent variables. Normally, the nodes are arranged from left 
to right, from the input to the output, following a succession of cause-and-effect 
relations through the system. 


4. Signals travel along branches only in the direction described by the arrows of the 
branches. 


5. The branch directing from node y, to y; represents the dependence of y; upon yz 
but not the reverse. 


6. Asignal y; traveling along a branch between y; and y; is multiplied by the gain of 
the branch ay ;, so a signal aj;y, is delivered at y;. 


3-2-3 Definitions of SFG Terms 


In addition to the branches and nodes defined earlier for the SFG, the following terms are 
useful for the purpose of identification and execution of the SFG algebra. 
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(a) yp = 4129) + 232¥3 


@32 443 
0 O e e ‘@) 
yI ¥2 ¥3 4 ¥5 
(b) Yo = Ayo¥; + 4093 ¥3 = €92¥> + 443V4 
135 a4, g 
e @) 
” ; Ys 


(d) Complete signal-flow graph 


Figure 3-25 Step-by-step construction of the signal-flow graph in Eq. (3-50). 


Input Node (Source): An input node is a node that has only outgoing branches 
(example: node y; in Fig. 3-24). 


Output Node (Sink): An output node is a node that has only incoming branches: 
(example: node y> in Fig. 3-24). However, this condition is not always readily met by an 
output node. For instance, the SFG in Fig. 3-26(a) does not have a node that satisfies the 
condition of an output node. It may be necessary to regard y2 and/or y3 as output nodes to 
find the effects at these nodes due to the input. To make y> an output node, we simply 
connect a branch with unity gain from the existing node y2 to a new node also designated as 
y2, as shown in Fig. 3-26(b). The same procedure is applied to y3. Notice that, in the 
modified SFG of Fig. 3-26(b), the equations yz = y2 and y3 = y3 are added to the original 
equations. In general, we can make any noninput node of an SFG an output by the 
procedure just illustrated. However, we cannot convert a noninput node into an input node 
by reversing the branch direction of the procedure described for output nodes. For instance, 
node y of the SFG in Fig. 3-26(a) is not an input node. If we attempt to convert it into an 
input node by adding an incoming branch with unity gain from another identical node y2, 
the SFG of Fig. 3-27 would result. The equation that portrays the relationship at node y2 
now reads 

y2 = ya + ai2y| + 43293 (3-51) 


which is different from the original equation given in Fig. 3-26(a). 
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a12 an 


o52 


Figure 3-26 Modification of a 
signal~flow graph so that yy and 

432 y3 satisfy the condition as output 
(b) Modified signal-flow graph nodes. 


¥2 


yy y; Figure 3-27 Erroneous way to make node yz an input 


node. 


32 


Path: A path is any collection of a continuous succession of branches traversed in the 
same direction. The definition of a path is entirely general, since it does not prevent any 
node from being traversed more than once. Therefore, as simple as the SFG of Fig. 3-26(a) 
is, it may have numerous paths just by traversing the branches a2; and a32 continuously. 


Forward Path: A forward path is a path that starts at an input node and ends at an 
output node and along which no node is traversed more than once. For example, in the 
SFG of Fig. 3-25(d), y, is the input node, and the rest of the nodes are all possible output 
nodes. The forward path between y; and y2 is simply the connecting branch between the 
two nodes. There are two forward paths between y; and y3: One contains the branches from 
y, to yo to y3, and the other one contains the branches from y, to y2 to y4 (through the 
branch with gain a@24) and then back to y3 (through the branch with gain aq3). The reader 
should try to determine the two forward paths between y; and y4. Similarly, there are three 
forward paths between y; and ys. 


Path Gain: The product of the branch gains encountered in traversing a path is called 
the path gain. For example, the path gain for the path y; — y2 — ya — yg in Fig. 3-25(d) is 
412423034. 

Loop: A loop is a path that originates and terminates on the same node and along which 


no other node is encountered more than once. For example, there are four loops in the SFG 
of Fig. 3-25(d). These are shown in Fig. 3-28. 


Forward-Path Gain: The forward-path gain is the path gain of a forward path. 


Loop Gain: The loop gain is the path gain of a loop. For example, the loop gain of the 
loop y2 — ¥4 — ¥3 — y2 in Fig. 3-28 is a24a43032. 
Nontouching Loops: Tie parts of an SFG are nontouching if they do not share a 


conunon node. For example, the loops y2 — y3 — y2 and y4 — y4 of the SFG in Fig. 3-25(d) 
are nontouching loops. 


3-2-4 SFG Algebra 
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Figure 3-28 Four loops in the signal-flow graph of Fig. 3-25(d). 


Based on the properties of the SFG, we can outline the following manipulation rules and 


algebra: 


1. 


The value of the variable represented by a node is equa] to the sum of all the 
signals entering the node. For the SFG of Fig. 3-29, the value of y; is equal to the 
sum of the signals transmitted through all the incoming branches; that is, 


Y1 = 42192 + 43193 + Gary4 + a5, ¥5 (3-52) 


The value of the variable represented by a node is transmitted through all branches 
leaving the node. In the SFG of Fig. 3-29, we have 


6 = 41691 
Y7 = 41791 (3-53) 
yg = 41891 


Parallel branches in the same direction connecting two nodes can be replaced by a 
single branch with gain equal to the sum of the gains of the parallel branches. An 
example of this case is illustrated in Fig. 3-30. 


Figure 3-29 Node as a summing point and as a 
transmitting point. 
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¥1 J2 
a atb+e a 
¥1 y2 


Figure 3-30 Signal-flow graph with parallel paths replaced by one with a single branch. 


@12 433 a4 
Oo». —__ o> 
yy] y2 ¥3 ya 

412023434 
YI ¥4 


Figure 3-31 Signal-flow graph with cascade unidirectional branches replaced by a single branch. 


] G(s) 1 
Ris) E(s) nN v Y(s) Y¥(s) 
—H(s) 


Figure 3-32 Signal-fiow graph of the feedback contro] system shown in Fig. 3-8. 


4. A series connection of unidirectional branches, as shown in Fig. 3-31, can be 
replaced by a single branch with gain equal to the product of the branch gains. 


3-2-5 SFG of a Feedback Control System 


The SFG of the single-loop feedback control system in Fig. 3-8 is drawn as shown in Fig. 
3-32. Using the SFG algebra already outlined, the closed-loop transfer function in Eq. 
(3-12) can be obtained. 


3-2-6 Relation between Block Diagrams and SFGs 


The relation between block diagrams and SFGs are tabulated for three important cases, as 
shown in Table 3-1. 


3-2-7 Gain Formula for SFG 


Given an SFG or block diagram, the task of solving for the input-output relations by 
algebraic manipulation could be quite tedious. Fortunately, there is a general gain formula 
available that allows the determination of the input-output relations of an SFG by 
inspection. 
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TABLE 3-1 Biock diagrams and their SFG equivalent representations 


Block Diagram Signal Flow Diagram 
Simple Transfer Function re cs Vs) ae 
G4) o-——_-—__»>——_—_—-9 
Pt yz 
Y(s) 
Us) ~ G(s) 
G(s} 
Parallel Feedback 
(s)—> 
¥(s) G(s) I GO) l 
a = Ris) ¥(s) 
R(s} 14 G(s)H(s} Us} Fis} 
-Hi(s) 


Given an SFG with WV forward paths and K loops, the gain between the input nade ¥;, 
and output node yor is [3] 


N 
M- “out es i (3-54) 


where 
Ym = input-node variable 
Your = Output-node variable 
M = gain between yj, and your 
N = total number of forward paths between y;, and Yo,,; 
M,, = gain of the kth forward paths between y,, and You, 


A=1-Solit+> lp-S bist... (3-55) 
i j k 


Lor = gain product of the mth (=i, j,k, ...) possible combination of r non- 
touching loops (1 <r < K). 
or 
A = 1— (sum of the gains of all individual loops) + (sum of products of gains of all 


possible combinations of two nontouching loops) — (sum of products of gains of 
all possible combinations of three nontouching loops) +---: 


A, = the A for that part of the SFG that is nontouching with the Ath forward path. 


126 » Chapter 3. Block Diagrams and Signal-Flow Graphs 


The gain formula in Eq. (3-54) may seem formidable to use at first glance. However, A 
and A, are the only terms in the formula that could be complicated if the SFG has a large 
number of loops and nontouching loops. 


Care must be taken when applying the gain formula to ensure that itis applied between 
an input node and an output node. 


~* EXAMPLE 3-2-2 Consider that the closed-loop transfer function Y(s)/R(s) of the SFG in Fig. 3-32 is to be determined 
by use of the gain formula, Eq. (3-54). The following results are obtained by inspection of the SFG: 


1. There is only one forward path between R{s) and ¥(s), and the forward-path gain is 
M, = G(s) (3-56) 
2. There is only one loop; the loop gain is 


Ly = —G(s)H(s) (3-57) 


3. There are no nontouching loops since there is only one loop. Furthermore, the forward path 
is in touch with the only loop. Thus, A; = 1, and 


A=1- =1+ G(s)H{(s) (3-58) 
Using Eg. (3-54), the closed-loop transfer function is written 
Y(s) _M pA 7 G(s) 
Ris) A 14+ G(s)A(s) 
which agrees with Eq. (3-12). 


(3-59) 


~ EXAMPLE 3-2-3 Consider the SFG shown in Fig. 3-25(d). Let us first determine the gain between y; and ys using the 
gain formula. 


The three forward paths between y; and ys and the forward-path gains are 


M, = 412423434a45 Forwardpath: yi —y2—-y3 —j4— Ys 
M2 = 412425 Forward path: y, — y2 — y5 
M3 = 412024445 Forward path: y, — y2 — ya — Ys 


The four loops of the SFG are shown in Fig. 3-28. The loop gains are 
Li) = a73432 Lz) = 434043 £3) = a24043032 Lai = aga 
There is only one pair of nontouching loops; that is, the two loops are 


ya—y3—y2 and ya— ya 
Thus, the product of the gains of the two nontouching loops is 


£12 = a73432044 (3-60) 


All the loops are in touch with forward paths M; and M3. Thus, A; = A3 = I. Two of the loops are not 
in touch with forward path M2. These loops are y3 — y4 — y3 and y4 — y4. Thus, 


Az = 1 ~ a34a43 — dag (3-61) 
Substituting these quantities into Eq. (3-54), we have 
ys _ MA) + M2A2 + M343 
y1 A 


__ (412023434045) + (412425) (1 — 34443 — aga) + 412024045 
1 = (aa3a32 + 434043 + 424032443 + 444) + 223032044 


(3-62) 
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where 
A=1-(Liy +L +2431 +L) +Ly (4-63) 
= 1] — (a23432 + 234043 + 824032443 + 444) + 473032044 vrs 
The reader should verify that choosing yz as the output, 
' is = 
y2 _ a12(1 — a34a43 — 444) (3-64) 


Vy A 


= 


where A is given in Eq. (3-63). 


"> EXAMPLE 3-2-4 Consider the SFG in Fig, 3-33. The following input-output relations are obtained by use of the gain 


formula: 
oe 
yo _ 14+ G32 + Hy + Gahan, (3-65) 
¥1 4 
t+H 
v4 _ GiG2(1 + Hs) (3-66) 
¥1 A 
1 
Ys _¥7 _ GiG2Gs04 + GrGs() + Gott) 3-61 
yey) A 
where 
A= 1+ GA + G32 + G1G2G3H3 + Hg + GiG3Mi He (3-68) 


+ GA Ag + G3H2Hg + G,G2G3A3H4 + G1G3H) HoH, 


Figure 3-33 Signal-flow graph for Example 3-2-4. 


3-2-8 Application of the Gain Formula between Output Nodes and Noninput Nodes 


It was pointed out earlier that the gain formula can only be applied between a pair of input 
and output nodes. Often, it is of interest to find the relation between an output-node variable 
and a noninput-node variable. For example, in the SFG of Figure 3-33, it may be of interest 
to find the relation y7/y2, which represents the dependence of y7 upon y2; the latter is not 
an input. 
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We can show that, by including an input node, the gain formula can still be applied to 
find the gain between a noninput node and an output node. Let y,, be an input and y,,; be an 
output node of a SFG. The gain, your/y2, where y2 is not an input, may be written as 


Your = 2MiAk| fom ¥in 


10 Your 
y2 y2 2M, Ay leom Vin {0 ¥'2 
Yin A 


Because A is independent of the inputs and the outputs, the last equation is written 


XM, Ay leon Yin 10 Your (3-70) 


toe 


Yout _ 


¥2 2M Ag | from Yin 


Notice that A does not appear in the last equation. 


& EXAMPLE 3-2-5 From the SFG in Fig. 3-33, the gain between y2 and y, is written 


¥7 _ Y7/¥1 _ GiG2G3Gq + GiGs(1 + G32) 


7 3-71 
yo ye2/y1 1 + G32 + Hy + G3HoH, (3-71) 


3-2-9 Application of the Gain Formula to Block Diagrams 


b EXAMPLE 3-2-6 


Because of the similarity between the block diagram and the SFG, the gain formula in Eq. 
(3-54) can directly be applied to the block diagram to determine the transfer function of the 
system. However, in complex systems, to be able to identify all the loops and nontouching 
parts clearly, it may be helpful if an equivalent SFG is drawn for the block diagram first 
before applying the gain formula. 


To illustrate how an equivalent SFG of a block diagram is constructed and how the gain formula is 
applied to a block diagram, consider the block diagram shown in Fig. 3-34(a). The equivalent SFG of 
the system is shown in Fig. 3-34(b). Notice that since a node on the SFG is interpreted as the summing 
point of all incoming signals to the node, the negative feedbacks on the block diagram are represented 
by assigning negative gains to the feedback paths on the SFG. First we can identify the forward paths 
and loops in the system and their corresponding gains. That is: 


Forward Path Gains: 1. G)G2G3; 2. G)Ga 
Loop Gains: 1. —G,G2A; 2. —G2G3H2; 3. —G;GoG3; 4. -G4H2; 5. —G,G4 
The closed-loop transfer function of the system is obtained by applying Eq. (3-54) to either the block 
diagram or the SFG in Fig, 3-34. That is 
Y(s) _ G1 G2G3 + G, G4 


R(s) A le) 
where 
A=1+G,G.H; + GoG3A> + G;GoG;3 + G4Ho + GiG, (3-73) 
Similarly, 
E(s) 14+ GyGj.H| + G2G3H2 + G42 
Ris) = n (3-74) 
¥Y G,Go2G G 
(s) 1G2G3 | G\Gy (3-75) 


E(s) 14+ G,GoH\ + G2G3Ho + G4Ho 


The last expression is obtained using Eq. (3-70). 
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Figure 3-34 (a) Block diagram of a contro} system. (b) Equivalent signal-flow graph. 


3-2-10 Simplified Gain Formula 


From Example 3-2-6, we can see that a// loops and forward paths are touching in this case. 
As a general rule, if there are no nontouching loops and forward paths (e.g., v2 — ya — ¥2 
and y4 ~— y4 In Example 3-2-3) in the block diagram or SFG of the system, then Eq. (3-54) 
takes a far simpler look, as shown next. 


‘w= Yout _ Forward Path Gatis (3-76) 
Yin 1 — Loop Gains 


Redo Examples 3-2-2 through 3-2-6 to confirm the validity of Eq. (3-76). 


» 3-3 MATLAB TOOLS AND CASE STUDIES 


There is no specific software developed for this chapter. Although MATLAB Controls 
Toolbox offers functions for finding the transfer functions from a given block diagram, it 
was felt that students may master this subject without referring to a computer. For simple 
operations, however, MATLAB may be used, as shown in the following example. 


> EXAMPLE 3-3-1 Consider the following transfer functions, which correspond to the block diagrams shown in Fig. 3-35. 


1 l 1 
Gi(s)=——, Go(s)= — (3) = G41)" 


ai H(s) = 10 (3-77) 


Use MATLAB to find the transfer function Y(sVR(s) for each case. The results are as follows. 4 
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Toolbox 3-3-1 
Case (a) Use MATLAB to find G, + G2 
Y(s) . shh 1 
R(s) s?+3s+2 (s+2) 
Approach 1 


>> clear all 
>>s=tf(’s’); 
>> G1=1/(s4+1) 


Transfer function: 
1 


s4+1 
>> G2=(s4+1)/Cst+2) 


Transfer function: 
s+i 


s+? 
>> YR=G1"G2 


Transfer function: 


oy qe es ee eed det dee ene 


s{2+3s+2 
>> YR_simple=minreal CYR) 


Transfer function: 


Approach 2 


>> clear all 
>> Gl=tf([1],[11]) 


Transfer function: 
1 


s+1 
>> G2=tFC(11],[12]) 


Transfer function: 
s+i1 


s+2 
>> YR=G1"G2 


Transfer function: 
s+il1 


s{24+3s+2 


>> YR_simple=minreal (YR) 


Transfer function: 


Figure 3-35 Basic block diagrams 
used for Example 3-3-1. 


3-3 MATLAB Tools and Case Studies <€ 131 


Use “minreal(YR)” for pole zero cancellation, if necessary 
Alternatively use “YR=series(G1,G2)” instead of “YR=G1*G2” 


Case (b) Usc MATLAB to find G; + G» 


een anal 


Approach 1 Approach 2 
>> clear all >> clear all 
>> s=tf(‘s’); >> Gl=tf¢({(1],[11]) 


>> G=1/(s4+1) 
Transfer function: 


Transfer function: 1 

1 eae 
wes s+1 
Stil 


>> G2 = (s+1)/(s+2) >> G2=t£(f11],[12]) 


; Transfer function: 
Transfer function: 


S + 
S+1 2 1 
248 s+2 
> wt 
>> YRaCLEG2 >> YR=G14+G2 


Transfer function: 
62 +3s64+3 


ee ee 


s°24+3s5+2 


Transfer function: 
6°2+38+4+3 
g°2+3s+2 


>> YR=parallel(G1, G2) >> YR=parallel (G1 ,G2) 


Transfer function: 
6{2+3s+3 


et a ce ge ee te FN 


Transfer function: 
$°2+3s+4+38 


py ee SS pe tee te 


ie s°2+3s4+2 


Use “minreal(YR)” for pole zero cancellation, if necessary 
Alternatively use ““YR=parallel(G1,G2)’" instead of ‘““YR=G1+G2” 


Use “zpk(YR)” to obtain the real Use “zero(YR)” to obtain transfer Use “pole(YR)” to obtain 


zero/pole/Gain format: function zeros: transfer function poles: 
>> ZpKCYR) >> zeroCYR) >> poleCYR) 
Zero/pole/ gain: ans = ans = 

(s*2 + 3s + 3) ~1.5000 + 0.8660i -2 

See ee ee -1.5000 - 0.86601 at 


(st+2) Cst+1) 
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Toolbox 3-3-2 


Case (b) Use MATLAB to find the closed-loop feedback function 


Case (c) zs) 


Approach 1 

>> clear YR 

>> s=tfC‘'s’); 
>> G=1/(s«(s+1)) 


Transfer function: 


10 
>> YR=G/ (1+G*H) 


Transfer function: 
s“2+s 


ee ee 


s°44+2s°34+11s°24+10s8 


>> YR_simple=minreal (CYR) 


Transfer function: 


s“2+s+ 10 


R(s) st?+s+10 


= 
1+GH 


Approach 2 


>> clear all 
>> G=tfc[1}],[110]) 


Transfer function: 


10 
>> YR=G/(1+G’"H) 


Transfer functicn: 
s°2+58 


s*44+2s°3+11s'2+10s 
>> YR_simple=minreal CYR) 
Transfer function: 


s*2+s+10 


Use “minreal(YR)” for pole zero cancellation, if necessary 


Alternatively use: 


>> YR=feedback(G,H) 
Transfer function: 


1 


oe ey ey ee ee 


s*2+s+10 


Use “pole(YR)” to obtain transfer fune- 
tion poles: 


>> poleCYR) 
ans = 


-0.5000+ 3.12251 
-0.5000 - 3.12252 


3-4 SUMMARY 
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This chapter was devoted to the mathematical modeling of physical systems. Transfer functions, 
block diagrams, and signal-How graphs were defined. The transfer function of a linear system was 
defined in terms of impulse response as well as differential equations. Multivariable and single- 
variable systems were examined. 

The block diagram representation was shown to be a versatile method of portraying linear and 
nonlinear systems. A powerful method of representing the interrelationships between the signals of a 
linear system is the signal-flow graph, or SFG. When applied properly, an SFG allows the derivation of 
the transfer functions between input and output variables of a linear system using the gain formula. A 
state diagram is an SFG that is applied to dynamic systems that are represented by differential equations. 

At the end of the chapter, MATLAB was used to calculate transfer functions of simple block 
diagram systems, 


REVIEW QUESTIONS 


. REFERENCES 


1. Define the transfer function of a lincar time-invariant system in terms of ils impulse response. 
2. When defining the transfer function, what happens to the initial conditions of the system? 
3. Define the characteristic equation of a linear system in terms of the transfer function. 
4, What is referred to as a multivariable system? 
5. Can signal-flow graphs (SFGs) be applied to nonlinear systems? 
6. How can SFGs be applied to systems that are described by differential equations? 
7. Define the input node of an SFG. 
8. Define the output node of an SFG. 
9, State the form to which the equations must first be conditioned before drawing the SFG. 
10. What does the arrow on the branch of an SFG represent? 
11. Explain how a noninput node of an SFG can be made into an output node. 
12. Can the gain formula be applied between any two nodes of an SFG? 
13. Explain what the nontouching loops of an SFG are. 
14, Does the A of an SFG depend on which pair of input and output is selected? 
15. List the advantages and utilities of the state diagram. 
16. Given the state diagram of a linear dynamic system, how do you define the state variables? 


17. Given the state diagram of a linear dynamic system, how do you find the transfer function 
between a pair of input and output variables? 


18. Given the state diagram of a linear dynamic system, how do you write the state equations of the 
system? 


19. The state variables of a dynamic system are not equal to the number of energy-storage elements 
under what condition? 


Answers to these review questions can be found on this book’s companion Web site: 
www. wiley.com/college/golnaraghi. 
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~ PROBLEMS 


PROBLEMS FOR SECTION 3-1 
3-1. Consider the block diagram shown in Fig. 3P-1. 


Find: 


Figure 3P-1 


(a} The loop transfer function. 

(b) The forward path transfer function. 
(c) The error transfer function. 

(d) The feedback transfer function. 

(e) The closed loop transfer function. 


3-2. Reduce the block diagram shown in Fig. 3P-2 to unity feedback form and find the system 
characteristic equation. 


Figure 3P-2 


3-3. Reduce the block diagram shown in Fig. 3P-3 and find the Y/X. 


Figure 3P-3 


Problems @ 135 


3-4, Reduce the block diagram shown in Fig. 3P-4 to unity feedback form and find the Y/X. 


Figure 3P-4 


3-5. The aircraft turboprop engine shown in Fig. 3P-5(a) is controlled by a closed-loop system with 
block diagram shown in Fig. 3P-5(h). The engine is modeled as a multivariable system with input 
vector E(s), which contains the fuel rate and propeller blade angle, and output vector Y(s), consisting 
of the engine speed and turbine-inlet temperature. The transfer function matrices are given as 


ee 10 

¥) 1 O 

Go)= [CF H(s)= [4 1 
5 s+] 


Find the closed-loop transfer function matrix [I + G(s)H(s)}~'G(s). 


COMBUSTION 


COMPRESSOR 


PROPELLER 


Figure 3P-5(a) 


Figure 3P-5(b) 


3-6. Use MATLAB to solve Problem 3-5, 


3-7. The block diagram of the position-control system of an electronic word processor is shown in 
Fig. 3P-7. 

(a) Find the loop transfer function ®,{s)/@,(s) (the outer feedback path is open). 

(b) Find the closed-loop transfer function @(s)/@,(s). 
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Power amplifier 


Current feedback 


Figure 3P-7 


3-8. The block diagram of a feedback control system is shown in Fig. 3P-8. Find the following 
transfer functions: 


Figure 3P-8 


3-9. The block diagram of a feedback control system is shown in Fig, 3P-9. 

(a) Apply the SFG gain formula directly to the block diagram to find the transfer functions 
Fis) tty) 
R(s)|y-0 N()lr=0 

Express ¥Y(s) in terms of R(s) and N(s) when both inputs are applied simultaneously. 


(b) Find the desired relation among the transfer functions G)(s), Go(s), G3{s), G(s), M1(s), and 
H2(s) so that the output Y(s) is not affected by the disturbance signal N(s) at all. 


Problems — 137 


Figure 3P-9 


3-10. Fig. 3P-10 shows the block diagram of the antenna control system of the solar-collector field 
shown in Fig. !-5. The signal A(s) denotes the wind gust disturbance acted on the antenna. The 
feedforward transfer function G,(s) is used to eliminate the effect of N(s) on the output Y(s). Find the 
transfer function ¥(s)/N(s)|p_9. Determine the expression of Gg{s) so that the effect of N(s) is 
entirely eliminated. 


N(s) 


Figure 3P-10 


3-11. Fig. 3P-11 shows the block diagram of a dc-motor control system. The signal M(s) denotes the 
frictional torque at the motor shaft. 


(a) Find the transfer function H(s) so that the output Y(s) is not affected by the disturbance torque N(s). 
(b) With A(s) as determined in part (a), find the value of K so that the steady-state value of e(z) is 
equal to 0.1 when the input is a unit-ramp function, r(t) = tus(t), R(s) = 1/s*, and N(s) = 0. Apply 
the final-value theorem. 


Ns) 


K(s + 3) 
s(s + L)(s + 2) 


G(s)= 


Figure 3P-11 
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3-12. The block diagram of an electric train control is shown in Fig. 3P-12. The system parameters 
and variables are 


er (1) = voltage representing the desired train speed, V 
v(t) = speedof train, ft/sec 
M = Mass of train = 30, 000 Ib/sec* 
K = amplifier gain 
= gain of speed indicator = 0.15 V/ft/sec 


Figure 3P-12 


To determine the transfer function of the controller, we apply a step function of | volt to the input of 
the controller, that is, e-(2) = us(¢). The output of the controller is measured and described by the 
following equation: 


f(t) = 100(1 — 0.3e~™ — 0.7e7 ™ us (t) 


(a) Find the transfer function G(s) of the controller. 


(b) Derive the forward-path transfer function V(s)/E(s) of the system. The feedback path is opened in 
this case. 


(c) Derive the closed-loop transfer function V(s)/E,(s) of the system. 

(d) Assuming that X is set at a value so that the train will not run away (unstable), find the steady-state 
speed of the train in feet per second when the input is e,(f) = us(t)V 

3-13. Use MATLAB to solve Problem 3-12. 


3-14. Repeat Problem 3-12 when the output of the controller is measured and described by the 
following expression: 


f(t) = 100(1 = 0.3695) \ u(r — 0.5) 
when a step input of 1 V is applied to the controller. 


3-15. Use MATLAB to solve Problem 3-14. 


3-16. A linear time-invariant multivariable system with inputs r; (7) and ra(¢) and outputs y; (f) and 
y¥o(z) is described by the following set of differential equations. 


d aly, + 2 (t) +3y2(t) = 71 (2) + r(t) 
d — 4. soul) dy (t) - ya(t) = = ro(t) i 0) a) 


Find the following transfer functions: 


Yi (s) 
R4=0 Ry (s) 


¥i(s) 
R 1 (s) 


¥2(s) 
r=-0 *2{5)la,=0 


Yals} 
R:=0 Rj (s) 


PROBLEMS FOR SECTION 3-2 
3-17. Find the state-flow diagram for the system shown in Fig. 3P-4. 


Problems @ 139 


3-18. Draw a signal-flow diagram for the system with the following state-space representation: 
-5 -6 3 0.5. 0 


x= | 0 -1/X¥+;/ 0 05/U 
—0.5 1.5 0.5 0.5 0.5 


05 05 0 
ZL= x 
05 0 05 
3-19. Find the state-space representation of a system with the following transfer function: 


Bys + Bos 
G(s) = 
(s) $* + A,5 +Aps 


3-20. Draw signal-ilow graphs for the following sets of algebraic equations, These equations should 
first be arranged in the form of cause-and-effect relations before SFGs can be drawn. Show that there 
are many possible SFGs for cach set of equations. 


(a) x; = —x%2 — 3x3 +3 
Xo = 5x) — 2%). +43 
x3 = 4, +22 —5a3 45 
(b) 2x, + 3x2 +43 = —-1 
x, — 2x2 —243 = 1 
3x2 +43 = 0 
3-21. The block diagram of a control system is shown in Fig. 3P-21. 


(a) Draw an equivalent SFG for the system. 


(b) Find the following transfer functions by applying the gain formula of the SFG directly to the 
block diagram. 


Y(s) 


re 


Ris) 


¥(s) 
v=o N(s) 


E(s) 
r-o0 A{(s) 


E(s) 
v=o Ns) 


R=0 


(c} Compare the answers by applying the gain formula to the equivalent SFG. 


Figure 3P-21 


3-22. Apply the gain formula to the SFGs shown in Fig. 3P-22 to find the following transfer 


Ne Ye Ye Xs 
fi t so et 
uUNncllons Y; Y, Y, Y> 
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(e) 


Figure 3P-22 


Problems ~ 141 


3-23. Find the transfer functions ¥;/Y; and Y>/¥Y, of the SFGs shown in Fig. 3P-23. 


(b) 
Figure 3P-23 
3-24. Signal-flow graphs may be used to solve a variety of electric network problems. Shown in Fig. 


3P-24 is the equivalent circuit of an electronic circuit. The voltage source e,(t) represents a 
disturbance voltage. The objective is to find the value of the constant & so that the output voltage 


Figure 3P-24 
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€(t) is not affected by eq(t). To solve the problem, it is best to first write a set of cause-and-effect 
equations for the network. This involves a combination of node and loop equations. Then construct an 
SFG using these equations. Find the gain e, /eg with all other inputs set to zero. For e, not to affect e,, 
set ey /eg to zero. 


3-25. Show that the two systems shown in Figs 3P-25(a) and (b) are equivalent. 


(a) 


Figure 3P-25 


3-26. Show that the two systems shown in Figs. 3P-26(a) and (b) are not equivalent. 


G, ! G> G; ! 
Y; Yr, 
-Fy -H -H, 
(a) 
Gc. Gi G l 
y, Y, 
~Hy -H -, 

(b) 


Figure 3P-26 
3-27. Find the following transfer functions for the SFG shown in Fig. 3P-27. 
Ye Y¢ 
Yy Y,-0 Y7 


¥; =0 


Figure 3P-27(a) 
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Figure 3P-27(b) 


3-28. Find the following transfer functions for the SFG shown in Fig. 3P-28. Comment on why the 
results for parts (c) and (d)} are not the same. 


ay tL 
(a) Y, 


¥s—0 


Y7 
(b) Ye 


¥,;=0 


Y7 
(c} Ys 


¥,=0 


Y7 
(d) ¥%; 


¥;=0 


Figure 3P-28 


3-29. The coupling between the signals of the turboprop engine shown in Fig. 3P-4(a) is shown in 
Fig. 3P-29. The signals are defined as 

R,(s) = fuel rate 

R2(s) = propeller blade angle 

Y,(s) = engine speed 

Y>(s) = turbine inlet temperature 

(a) Draw an equivalent SFG for the system. 

(b) Find the A of the system using the SFG gain formula. 

(c) Find the following transfer functions: 


Y;(s) ¥;(s) 


¥,(s) ¥(s) 
Ri(s\in=0 R2(s)ix=0 16s) 


(d) Express the transfer functions in matrix form, Y¥(s) = Gis)R(s). 


Y>(s) 
R.=0 R2(s) 


R,=0 
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Figure 3P-29 


3-30. Figure 3P-30 shows the block diagram of a control system with conditional feedback. The 
transfer function G »{s) denotes the controlled process, and G,(s) and Hi(s) are the controller transfer 
functions. 
(a) Derive the transfer functions Y(s}/R(s)|y—9 and Y(s)/N(s)|p_o- Find ¥(s)/R(s)[N = 0 when 
G-(s) = G,(s). 
(b) Let 
100 

G p(s) = G(s) — G+ Ie+5) 
Find the output response y(f) when N(s) — 0 and r(t) = u,(t). 
(c) With G,(s) and G,{s) as given in part (b), select H(s) among the following choices such that 
when n(t) = u,;(t) and r(z) = 0, the steady-state value of y(z) is equal to zero. (There may be more 
than one answer.) 


fjse = peso = 


s(s +1) (s+ 1)(s+2) 
A{(s) = aee4 H(s) =* (n = positive integer) Select n. 


Keep in mind that the poles of the closed-loop transfer function must all be in the left-half 
s-plane for the final-value theorem to be valid. 


N(s) 


Figure 3P-30 


3-31. Use MATLAB to solve Problem 3-30. 


Problems 


3-32. Consider the following differential equations of a system: 


Sule = —2n1(t) + 3x2(?) 
dxz(t) 


Ta —5x1 (t) — Sxo(t) + 2r(t) 


(a} Find the characteristic equation of the system. 
(b) Find the transfer functions X;{s)/R(s} and X2(s)/R(s). 
3-33. The differential equation of a linear system is 
d*y{t) | d*y{t) | dy(t) 
ae ae a 
where y(?) is the output, and r(f) is the input. 


+ 5—3~ + 6 + 10y(t) = r(t) 
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(a) Write the state equation of the system. Define the state variables from right to left in ascending 


order. 

(b) Find the characteristic equation and its roots. Use MATLAB to find the roots. 
(c) Find the transfer function Y(s)/R(s). 

(d) Perfonn a partial-fraction expansion of ¥(s)/R(s). 

(e) Find the output »{4) for t>0 when r({t) = us(t). 

(fF) Find the final value of y(#) by using the final-value theorem. 

3-34. Consider the differential equation given in Problem 3-33. Use MATLAB to 
(a) Find the partial-fraction expansion of Y(s)}/R(s). 

(b) Find the Laplace transform of the system. 

(c) Find the output y(¢) for t > 0 when r(t) = us(t). 

(d) Plot the step response of the system. 

(e) Verify the final value that you obtained in Problem 3-33 part (f). 

3-35. Repeat Problem 3-33 for the following differential equation: 


ay) gr), gH yl) , cave) 
a ee eo Ge Po a 


3-36. Repeat Problem 3-34 for the differential equation given in Problem 3-35. 
3-37. The block diagram of a feedback control system is shown in Fig, 3P-37. 


Ns) 


Figure 3P-37 
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(a) Derive the following transfer functions: 
Y(s) 


Y(s) 
R(s)\v-o N(S) 


n-0 (s) 


E(s) 
r-o Rs) 


N=0 


{b) The controller with the transfer function G(s) is for the reduction of the effect of the noise N(s). 
Find G4(s) so that the output Y(s) is totally independent of M(s). 


(c} Find the characteristic equation and its roots when G4(s) is as determined in part (b). 

(d) Find the steady-state value of e(t) when the input is a unit-step function. Set N(s) = 0. 

(e} Find y(t) for t > 0 when the input is a unit-step function. Use G4(s) as determined in part (b). 
3-38. Use MATLAB to solve Problem 3-37, 


ADDITIONAL PROBLEMS 
3-39. Assuming 


Py = 25° + 95° + 155 + 255 + 2557 + 145 + 6 
Py = 5° + 85° + 235* + 365° + 3857 + 285 + 16 


(a) Use MATLAB to find roots of P; and P. 
(b) Use MATLAB to calculate P3 = P2 — Py, Pq4 = P2 + Py, and Ps = (P| — Pz)*P}. 
3-40. Use MATLAB to calculate the polynomial 
(a) Pg = (s+ 1)(s* + 2)(s + 3)(287 +541) 
(b) Pz = (7 + 1}(s 1 2)(s | 4)(s? 1 2s + 1) 
3-41. Use MATLAB to perform partial-fraction expansion to the following functions: 
(s + 1)(s* + 2)(s + 4)(s + 10) 
s(s + 2)(s? + 2s + 5)(2s? +5 +4) 
s? + 12s? + 47s + 60 
0) CS) = Taras y sal + Et ee ET 
3-42. Use MATLAB to calculate unity feedback closed loop transfer function in Problem 3-41. 
3-43. Use MATLAB to calculate 
(a) G3(s) = Gi(s) + Go(s) 
(b) G4(s) = G)(s) — Gp(s) 


(a) Gi(s) = 


(c) Gs(s) = a 
_ Ga(s) 
ee TORT) 


CHAPTER 7A ¥ 


Theoretical Foundation and 
Background Material: 
Modeling of Dynamic 
systems 


One of the most important tasks in the analysis and design of control systems is 
mathematical modeling of the systems. The two most common methods of modeling 
linear systems are the transfer function method and the state-variable method. The transfer 
function is valid only for linear time-invariant systems, whereas the state equations can be 
applied to linear as well as nonlinear systems, 

Although the analysis and design of linear control systems have been well developed, 
their counterparts for nonlinear systems are usually quite complex. Therefore, the control- 
systems engineer often has the task of determining not only how to accurately describe a 
system mathematically but, more importantly, how to make proper assumptions and 
approximations, whenever necessary, so that the system may be realistically characterized 
by a linear mathematical model. 

A control system may be composed of various components including mechani- 
cal, thermal, fluid, pneumatic, and electrical; sensors and actuators; and computers. 
In this chapter, we review basic properties of these systems, otherwise known as 
dynamic systems. Using the basic modeling principles such as Newton’s second law 
of motion or Kirchoff’s law, the models of these dynamic systems are represented by 
differential equations. It is not difficult to understand that the analytical and 
computer simulation of any system is only as good as the model used to describe 
it. It should also be emphasized that the modern control engineer should place 
special emphasis on the mathematical modeling of systems so that analysis and 
design problems can be conveniently solved by computers. In this textbook, we 
consider systems that are modeled by ordinary differential equations. The main 
objectives of this chapter are: 


¢ To introduce modeling of mechanical systems. 

¢ To introduce modeling of electrical systems. 

e To introduce modeling thermal and fluid systems. 
e To discuss sensors and actuators. 

« To discuss linearization of nonlinear systems. 

« To discuss analogies. 
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Furthermore, the main objectives of the following sections are: 


¢ To demonstrate mathematical modeling of control systems and components. 


¢ To demonstrate how computer solutions are used to obtain the response of these 
models. 


¢ To provide examples that improve learning. 


This chapter represents an introduction to the method of modeling. Because numerous 
types of control-system components are available, the coverage here is by no means 
exhaustive. This chapter further is intended to be self-sufficient and will not affect the 
general flow of the text. In Chapters 5 and 9, through various examples and case studies, the 
fundamentals discussed here are utilized to model more complex contro! systems and to 
establish their behavior. 


> 4-1 INTRODUCTION TO MODELING OF MECHANICAL SYSTEMS 


Mechanical systems may be modeled as systems of lumped masses (rigid bodies) or as 
distributed mass (continuous) systems. The latter are modeled by partial differential 
equations, whereas the former are represented by ordinary differential equations. Of course, 
in reality all systems are continuous, but, in most cases, it is easier and therefore preferred to 
approximate them with lumped mass models and ordinary differential equations. 


Definition: Mass is considered a property of an element that stores the kinetic energy of 
translational motion. Mass is analogous to the inductance of electric networks, as shown in 
Section 4-10, If W denotes the weight of a body, then M is given by 


M=— (4-1) 


where g is the acceleration of free fall of the body due to gravity (g = 32.174 ft/sec” in 
British units, and g = 9.8066 m/sec? in SI units). 

The equations of a linear mechanica] system are written by first constructing a model 
of the system containing interconnected linear elements and then by applying Newton’s 
law of motion to the free-body diagram (FBD). For translational motion, the equation of 
motion is Eq. (4-2), and for rotational motion, Eq. (4-33) is used. 

The motion of mechanical elements can be described in various dimensions as 
translational, rotational, or a combination of both. The equations governing the motion 
of mechanical systems are often directly or indirectly formulated from Newton’s law of 
motion. 


4-1-1 Translational Motion 


The motion of translation is defined as a motion that takes place along a straight or curved 
path. The variables that are used to describe translational motion are acceleration, 
velocity, and displacement. 

Newton’s law of motion states that the algebraic sum of external forces acting on a 
rigid body in a given direction is equal to the product of the mass of the body and its 
acceleration in the same direction. The law can be expressed as 


» forces = Ma (4-2) 


external 
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[> 


Figure 4-1 Force-mass system. 


where M denotes the mass, and a is the acceleration in the direction considered. Fig. 4-1 
illustrates the situation where a force is acting on a body with mass M, The force equation ts 
written as 

uw at dv(t) 


Ns ee 


f(t) = Ma(t) = (4-3) 
where a(t) is the acceleration, v(t) denotes linear velocity, and y(é) is the displacement of 
mass M, respectively. 

For linear translational motion, in addition to the mass, the following system elements 
are also involved. 


e Linear spring. In practice, a linear spring may be a model of an actual spring or a 
compliance of a cable or a belt. In general, a spring is considered to be an element 
that stores potential energy. 


f(t) = Ky(?) (4-4) 


where K is the spring constant, or simply stiffness. Eq. (4-4) implies that the force 
acting on the spring is directly proportional to the displacement (deformation) of the 
spring. The model representing a linear spring element is shown in Fig. 4-2. If the 
spring is preloaded with a preload tension of 7, then Eq. (4-4) should be modified to 


f(t) — T = Ky(t) (4-5) 


¢ Friction for translation motion. Whenever there is motion or tendency of motion 
between two physical elements, frictional forces exist. The frictional forces 
encountered in physical systems are usually of a nonlinear nature. The character- 
istics of the frictional forces between two contacting surfaces often depend on such 
factors as the composition of the surfaces, the pressure between the surfaces, and 
their relative velocity among others, so an exact mathematical description of the 
frictional force is difficult. Three different types of friction are commonly used in 
practical systems: viscous friction, static friction, and Coulomb friction. These 
are discussed separately in the following paragraphs. 

° Viscous friction. Viscous friction represenis a retarding force that is a linear 
relationship between the applied force and velocity. The schematic diagram 
element for viscous friction is often represented by a dashpot, such as that shown 
in Fig. 4-3. The mathematical expression of viscous friction is 


pO) 


f(y =8e 


(4-6) 


|—» y(t) 


fis) 


Figure 4-2 Force-spring system. 
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B > yx) 


fi9 


Figure 4-3 Dashpot for viscous friction. 


(a) 


Figure 4-4 Graphical representation of linear and nonlinear frictional forces. (a) Viscous friction. 
(b) Static friction. (c) Coulomb friction. 


where B is the viscous frictional coefficient. Fig. 4-4(a) shows the functional 
relation between the viscous frictional force and velocity. 

Static friction. Static friction represents a retarding force that tends to prevent 
motion from beginning. The static frictional force can be represented by the expression 


f(t) = +s)l;<0 (4-7) 


which is defined as a frictional force that exists only when the body is stationary 
but has a tendency of moving. The sign of the friction depends on the direction of 
motion or the initial direction of velocity. The force-to-velocity relation of static 
friction is illustrated in Fig. 4-4(b). Notice that, once motion begins, the static 
frictional force vanishes and other frictions take over. 

Coulomb friction. Coulomb friction is a retarding force that has constant 
amplitude with respect to the change of velocity, but the sign of the frictional 
force changes with the reversal of the direction of velocity. The mathematical 
relation for the Coulomb friction is given by 


dy(t) \ 
dt 
dy(t) 
dt 
where F, is the Coulomb Friction coefficient. The functional description of the 
friction-to-velocity relation is shown in Fig. 4-4(c). 


ft) =F (4-8) 


It should be pointed out that the three types of frictions cited here are merely practical 
models that have been devised to portray frictional phenomena found in physical systems. 
They are by no means exhaustive or guaranteed to be accurate. In many unusual situations, 
we have to use other frictional models to represent the actual phenomenon accurately. One 
such example is rolling dry friction [3, 4], which is used to model friction in high-precision 


> EXAMPLE 4-1-1 
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TABLE 4-1 Basic Translational Mechanical System Properties and Their Units 


Parameter Symbol Used SI Units Other Units Conversion Factors 
Mass M kilogram slug | 1kg = 10002 
2 
(kg) ft/sec = 2.2046 Ib(mass) 
= 35.274 oz(mass) 
= 0.06852 slug 
Distance y meter(m) ft 1m = 3.2808 ft = 39.37 in 
in lin. = 25.4mm 
1 ft = 0.3048 m 
Velocity v m/sec ft/sec 
in/sec 
Acceleration aQ m/sec” ft/sec* 
in/sec” 
Force f Newton pound 1N = 0.2248 Ib(force) 
(N) : force) = 3.5969 oz(force) 
sla 1N = 1kg—m/s” 


1 dyn = 1 g—cm/s* 
Spring Constant K N/m Lb/ft 
Viscous Friction Coefficient Ni/m/sec _Ib/ft/sec 


So 


ball bearings used in spacecraft systems. It turns out that rolling dry friction has nonlinear 
hysteresis properties that make it impossible for use in linear system modeling. 

Table 4-1 shows the basic translational mechanical system properties with their 
corresponding basic SI and other measurement units. 


Consider the mass-spring-friction system shown in Fig. 4-5(a). The linear motion concerned is in the 
horizontal direction. The free-body diagram of the system is shown in Fig. 4-5(b). The force equation 
of the system is 

dy 


2 
f(t)- pote — Ky(t} = ne (4-9) 


The last equation may be rearranged by equating the hichest-order derivative term to the rest of the 
terms: 


d? B dy(t) K 1 


[+> y(t) 


e dy(t) M Ko 


(a) (b) 
Figure 4-5 (a) Mass-spring-friction system. (b) Free-body diagram. 
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Figure 4-6 The mass-spring-friction 
system of Eq. (4-11) block diagram 
representation. 


dy(t d’y(t 
where }(t) = (=) and }(1) = ( = 2 represent velocity and acceleration, respectively. Or, 


alternatively, the former equation may be rewritten into an input-output form as 


is B, K I 
+ i —~ ¥ — +3 = — I a 

H(t) + 9) + wl) = FD) (4-11) 

where y(t) is the output and Te) is considered the input. 


For zero initial conditions, the transfer function between Y(s) and F(s) is obtained by taking the 
Laplace transform on both sides of Eq. (4-11) with zero initial conditions: 
Y(s) I 
Fis) Ms*+Bsik 
The same result is obtained by applying the gain formula to the block diagram, which is shown 
in Fig. 4-6. 
Eq. (4-10) may also be represented in the space state form using a state vector x(t) having » 
rows, where 4 1s the number of state variables, so that 


(4-12) 


x = Ax+ Bu (4-13) 
where 
1 (t) 
t)= 4-14 
x(t) ea (4-14) 
y(t) =x (4) 3(t) = x2(¢) (4-15) 
and 
f(t) 
t) = —— 4-16 
u(t) 7; (4-16) 
So using Eqs. (4-13) through (4-16), Eq. (4-10) is rewritten in vectoral form as 
ba = K B ia qo) (4-17) 
x “MOM x2 M 
The state Eq. (4-17) may also be written as a set of first-order differential equations: 
dx (t) 
= x5(f 
at v(t) 
dx>(t) a K B . ] (4-18) 
7M (1) ag tet) +77 Fle) 


y(t) = *1 (2) 


For zero initial conditions, the transfer function between Y¥(s) and F(s) is obtained by taking the 
Laplace transform on both sides of Eq. (4-18): 


sXy(s) = Xa) 
sXo(8) = 5X05) — EXi(s) + FO) 
Y(s) = Xi(s) 
Y(s) I 


— 


F(s) Ms? +Bs+K 


(4-19) 


Toolbox 4-1-1 
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Ys) = Xj{s)_ 


Figure 4-7 Block diagram 
representation of mass-spring- 
friction system of Eq. (4-19). 


Figure 4-8 Block diagram 
representation of mass-spring- 
friction system of Bq. (4-20) with 
initial conditions x+,(0)} and x2(0). 


The same result is obtained by applying the gain formula to the block diagram representation of the 
system in Eq, (4-19), which ts shown in Fig. 4-7, 

For nonzero initial conditions, Eq. (4-18) has a different Laplace transform representation that 
may be written as: 


sX1(s) — x1(0) = X2(s) 
sXa(s) — x2(0) = ~ 5 X0(s) ~ 5X (s) + F(s) (4-20) 
¥(s) = Xj(s) 


Upon simplifying Eq. (4-20) or by applying the gain formula to the block diagram representation of 
the system, shown in Fig. 4-8, the output becomes 


Y(s) = ] Ms 


ee Ey 7/1 oe ee 
Ms? + Bs+K (s) + a Bs aK 7 )+ 


M 
oe 4.21 
Ms + Bs K 20) a 


Time domain step response for Eq. (4-12) is calculated using MATLAB for K = 1, M = 1, B =T: 


K=1; M=1; B=1; 
t=0:0.02:30; 
num= (1); 

den= [MBK]; 
G=tf(Cnum,den); 
yl =STEP (G,t); 
plot(t, yl); 


xlabel( ‘Time (Second) ’);ylabel( ‘Step Response’) 
title( ‘Response of the system to step input’) 
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Response of ihe system to step input 
1.4 : 


1.2 


0.6 


Step Response 


0.4 


0.2 


0 5 10 14 20 25 30 
Time (Second) 


»~ EXAMPLE 4-1-2 As another example of writing the dynamic equations of a mechanical system with translational 
motion, consider the system shown in Fig. 4-9(a). Because the spring is deformed when it is subject to 
a force f(t), two displacements, y, and y2, must be assigned to the end points of the spring. The free- 
body diagrams of the system are shown in Fig. 4-9(b), The force equations are 


f(t) = Kpils) — y2(2)] (4-22) 


—Klusfp) _ pdy2(t) _ ,,4°y2(t) 
Kly2(t) —yi(t)] - B 7 =M 7 (4-23) 


These equations are rearranged in input-output form as 


d*y,(t) Bdy{t) K K 
oe On) LE 9) =X (4-24) 


[> (1) [—> y,(2) 


K 


B 
(a) 
L-> y,{7) [E> yi) 
M rer > WU) Figure 4-9 Mechanical 
pow ‘K system for Example 4-1-2. 
at Kly2() — yi] (a) Mass-spring-damper 


system. (b) Free-body 
(b) diagram. 
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a K 
K M gt gl 


(b) 
Figure 4-10 Mass-spring-friction system of Eq. (4-25) using Eq. (4-22). (a) The signal-flow graph 
representation. (b) Block diagram representation. 


For zero initial conditions, the transfer function between ¥;(s) and Y2(s) is obtained by taking the 
Laplace transform on both sides of Eq. (4-24): 


¥>(s) K 
af = 4-25 
¥1(s) Ms? + Bs +K oe) 
The same result is obtained by applying the gain formula to the block diagram representation of the 
system, which is shown in Fig, 4-10. Note that in Fig. 4-10, Eq. (4-22) was also used. 

For state representation, these equations may be rearranged as 


y(t) = ya(t) + = F(t) 


a Bad K 
Se — 5 SO 4 ott) — al 


(4-26) 
For zero initial conditions, the transfer function of Eq. (4-26) is the same as Eq. (4-25), By using the 


last two equations, the state variables are defined as x;(t} = y2(r) and x2(t) = dy2(t) /dt. The state 
equations are therefore written as 


<% iia (4-27) 
220) - Flt) +5 £00 


The same result is obtained after taking the Laplace transform of Eq. (4-27) and applying the gain 
formula to the block diagram representation of the system, which is shown in Fig. 4-11. Note that in 
Fig. 4-11, F(s), ¥i(s), X1(s), Yo(s), and X(s) are Laplace transforms of f(t), y:(f). X;(¢), yo(0), and 
X(t), respectively. 
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F(s) Y,(s) X4{s) ¥4(s) = X,(s) 


Figure 4-11 Block diagram representation 
of mass-spring-friction system of Eq, (4-27). 


» EXAMPLE 4-1-3 Consider the two degrees of freedom (2-DOF) spring-mass system, with two masses #2, and m2, two 
springs A, and £», and two forces j; and f, as shown in Fig. 4-12. Find the equations of motion. 


SOLUTION To avoid any confusion, we first draw the free-body diagram (FBD) of the system by 
assuming the masses are displaced in the positive direction, so that y; > y2 > 0 (1.e., springs are both 
in tension). The FBD of the system is shown in Fig. 4-13. Applying Newton’s second law to the 
masses M, and M2, we have 


fitt) — Kiyy + K2(y1 — ¥2) = M13, 


‘ (4-28) 
a(t) — Kavi —y2) = May2 
Rearranging the equations into the standard input-output form, we have 
y Ky)y, — Koy2 = filt 
Mi} + (Ki + Ka)y1 — Koya = filé) (4-29) 


Mo}, — K2y1 + Koy2 = fo(t) 
Alternatively, Eq. (4-29) may be represented in the standard second-order matrix form, as 
M, 0 |[3; ie +K, —K; bad F 
. |+ i 4-30 
0 a ia -K, 2 || fr a 
In state space form, assuming the following state vector x(f), the inputs t,(7) and w(7), and the output 
y(t), we get 


x1(t) yi(t) 
x(t) = | 219 | = [20 La = AC), wa = Ale). WO) = (0) (4-31) 
xa{t) y(t) 


y(t) yolf) 
[> 


AG) Pkt) 


a G m 
“ 
elie por i Figure 4-12 A 2-DOF spring-mass system. 


yott) 


Ay) Kal) - y200)] Figure 4-13 FBD of the 2-DOP spring-mass system. 
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Then, using +3 = ¥; and x4 = ¥2, we get the state-space representation as 


x] 0 0 I O7) fx 0 0 
5) 0 0 O 1] |x 0 0 : 
t= Wy + u2 (state equation) 
x3 —K\/M, kK\/M, 0 Of | x3 1/M 0 
X4 Ko/M, —Ko/M; 0 OJ] Lx, 0 1/M> 
x| 
x2 
y=[I 0 0 0] +0-u4, +0: (output equation) 
X3 
X4 


(4-32) 


where the state equation is a set of four first-order differential equations. 


4-1-2 Rotational Motion 


The rotational motion of a body can be defined as motion about a fixed axis. The extension 
of Newton’s law of motion for rotational motion states that the a/gebraic sum of moments 
or torque about a fixed axis is equal to the product of the inertia and the angular 
acceleration about the axis. Or 


> torques = Ja (4-33) 


where J denotes the inertia and @ is the angular acceleration. The other variables generally 
used to describe the motion of rotation are torque 7, angular velocity «w, and angular 
displacement 8. The elements involved with the rotational motion are as follows: 


e Inertia. Inertia, J, is considered a property of an element that stores the kinetic 
energy of rotational motion, The inertia of a given element depends on the 
geometric composition about the axis of rotation and its density. For instance, 
the inertia of a circular disk or shaft, of radius r and mass M, about its geometric 
axis 1§ given by 


J=-Mr (4-34) 


When a torque is applied to a body with inertia /, as shown in Fig. 4-14, the torque 
equation ts written 


dw(t) _d*0(t) 
T | i Gl 
(1) = Ja(t) = JS = 


(4-35) 


where O({#) is the angular displacement; w(t), the angular velocity; and a(t), the 
angular acceleration. 


Jou 


T(t) 


Figure 4-14 Torque-inertia system. 
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‘» EXAMPLE 4-1-4 


T(t) 


Bi?) Figure 4-15 Torque torsional spring system. 


¢ Torsional spring. As with the linear spring for translational motion, a torsional 
spring constant K, in torque-per-unit angular displacement, can be devised to represent 
the compliance of a rod or a shaft when it is subject to an applied torque. Fig. 4-15 
illustrates a simple torque-spring system that can be represented by the equation 


T(t) = K@(t) (4-36) 


If the torsional spring is preloaded by a preload torque of TP, Eq. (4-36) is modified to 
T(t) —TP = K@(t) (4-37) 


¢ Friction for rotational motion. The three types of friction described for transla- 
tional motion can be carried over to the motion of rotation. Therefore, Eqs. (4-6), 
(4-7), and (4-8) can be replaced, respectively, by their counterparts: 


¢ Viscous friction. 


(4-38) 
¢ Static friction. 
T(t) = £(Fs)|g_o (4-39) 


¢ Coulomb friction. 


T(t) = Fo po (4-40) 


Table 4-2 shows the SI and other measurement units for inertia and the variables in 
rotational mechanical systems. 


The rotational system shown in Fig. 4-16(a)} consists of a disk mounted on a shaft that 1s fixed at one 
end. The moment of inertia of the disk about the axis of rotation is /. The edge of the disk is riding on 
the surface, and the viscous friction coefficient between the two surfaces ts B. The inertia of the shaft 
is negligible, but the torsional spring constant is K. 

Assume that a torque is applied to the disk, as shown; then the torque or moment equation about 
the axis of the shaft is written from the free-body diagram of Fig. 4-16(b): 

2 

a a pi) + K@(t) (4-41) 
Notice that this system is analogous to the translational system in Fig. 4-5. The state equations may be 
written by defining the state variables as x; (t) = @(f) and x2(t) = dx, (1) /dt. 


Tit) =J 


. EXAMPLE 4-1-5 


T(t) 


(a) 
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Figure 4-16 Rotational system for Example 4-1-4. 


Co" 


“Ko 


T(t) 


(b) 


TABLE 4-2 Basic Rotational Mechanical System Properties and Their Units 


Parameter 


Symbol 
Used 


SI 
Units 


Other 
Units 


Conversion Factors 


fnertia 


Angular Displacement 


Angular Velocity 


Angular Acceleration 
Torque 


Spring Constant 
Viscous Friction Coefficient 
Energy 


J 


kg-m” 


Radian 


radian/sec 


radian/sec” 
(N-m) 
dyne-cm 


N-m/rad 


N-m/rad/sec 


J Goules) 


slug-ft* 
lb-ft-sec” 


oz-in.-sec? 


Radian 


radian/sec 


radian/sec* 
lb-ft 
OZ-in. 


{t-lb/rad 


ft-lb/rad/sec 


Btu 
Calorie 


1 g-cm = 

1.417 x 107° oz-in.-sec? 
1 Ib-ft-sec? 

= 192 0z-in.-sec 
= 32.2 Ib-ft? 

1 oz-in.-sec* = 386 oz-in 
1 g-cm-sec” = 980 g-cm? 


2 


2 


180 
Lrad = a = $7.3 deg 


I eee 
Pe = 60 


= 0.1047 rad/sec 
lrpm = 6deg/sec 


L g-cm = 0.0139 oz-in. 
1 lb-ft = 192 oz-in. 
1 oz-in. = 0.00521 lb-ft 


1J=1N-m 
1 Btu = 1055 J 
Lcal = 4.184] 


Fig. 4-17(a) shows the diagram of a motor coupled to an inertial load through a shaft with a spring 
constant K. A non-rigid coupling between two mechanical components in a control system often 
causes torsional resonances that can be transmitted to all parts of the system. The system variables 


and parameters are defined as follows: 


T,,A{t) = motor torque 


8,, = motor viscous-friction coefficient 


K = spring constant of the shaft 


6,,(¢) = motor displacement 


W(t) = motor velocity 
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Ta K 
MOTOR — ae 
ie 


J 1 B m on , 
(a) 
B,,.Om + K{ 8, . Te) K( A, a Oy) 
K 
Z 
8 
Sa Tap Fn r Figure 4-17 (a) Motor—load 
(b) system. (b) Free-body diagram. 


Jim = motor inertia 

6; (t) = load displacement 
w(t) = load velocity 

J; = load inertia 


The free-body diagrams of the system are shown in Fig. 4-17(b). The torque equations of the 
system are 


@Om{t) Bm dOm(t) KK 
diz _ J, dt a ie Asn (t) cs A(t)] a 7, alt) (4-42) 
d*@,(t) 


K[@n(t) = ,(t)] = Jj, 


In this case, the system contains three energy-storage elements in J,,,, /,, and K. Thus, there should be three 
state variables. Care should be taken in constructing the state diagram and assigning the state variables so 
that a minimum number of the latter are incorporated. Eqs. (4-42) and (4-43) are rearranged as 


(4-43) 


d°Om(t) By dOm(t) KK 1 

i ee ae Fe l@m(t) — O(2)] + rz Tin(t) (4-44) 
d70,(t) K 
de ap [@n(t} — O,(t)] (4-45) 


The state variables in this case are defined as x(t) = 4,(t) — Oz(t), x2(t) = d6,(t}/dt, and 
x3(t) = dé@,,(t)/dt. The state equations are 


dx (t 

a Ve x3(t) —x9(t) 
axo(t K 

2) Flt (4-46) 
dx(t) K 


~B at J a 


Figure 4-18 Rotational system of Eq. (4-46) signal-flow graph representation. 


4-1 Introduction to Modeling of Mechanical Systems ~ 161 


4-1-3 Conversion between Translational and Rotational Motions 


In motion-control systems, it is often necessary to convert rotational motion into translational 
motion. For instance, a load may be controlled to move along a straight linc through a rotary 
motor-and-lead screw assembly, such as that shown in Fig. 4-19, Fig. 4-20 shows a similar 
situation in which a rack-and-pinion assembly is used as a mechanical linkage. Another familiar 
system in motion control is the control of a mass through a pulley by a rotary motor, as shown in 
Fig. 4-21. The systems shown in Figs. 4-19, 4-20, and 4-21 can all be represented by a simple 
system with an equivalent inertia connected directly to the drive motor. For instance, the mass in 
Fig. 4-21 can be regarded as a point mass that moves about the pulley, which has a radius r. By 
disregarding the inertia of the pulley, the equivalent inertia that the motor sees is 


J=Mr = —? (4-47) 


If the radius of the pinion in Fig. 4-20 is r, the equivalent inertia that the motor sees is also 
given by Eg. (4-47). 

Now consider the system of Fig. 4-19. The lead of the screw, L, is defined as the linear 
distance that the mass travels per revolution of the screw. In principle, the two systems in 
Fig. 4-20 and Fig. 4-21 are equivalent. In Fig. 4-20, the distance traveled by the mass per 
revolution of the pinion is 27r, By using Eq. (4-47) as the equivalent inertia for the system 
of Fig. 4-19, we have 


W/L? 


T(t), O(2) > x(t) 


| Motor LL, EE, 
Figure 4-19 Rotary-to-linear motion control 


Lead screw system (lead screw). 


[> x0 


eee bd 


Rack 


Pinion A(t) 


Drive Figure 4-20 Rotary-to-linear motion control 
motor Tit) system (rack and pinion). 


Pulley 
Figure 4-21 Rotary-to-linear motion 
TX) control system (belt and pulley). 
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4-1-4 Gear Trains 


T, ®% Figure 4-22 Gear train. 


A gear train, lever, or timing belt over a pulley 1s a mechanical device that transmits 
energy from one part of the system to another in such a way that force, torque, speed, 
and displacement may be altered. These devices can also be regarded as matching 
devices used to attain maximum power transfer. Two gears are shown coupled together 
in Fig. 4-22. The inertia and friction of the gears are neglected in the ideal case 
considered. 

The relationships between the torques 7, and 7>, angular displacement 6; and 63, and 
the teeth numbers N; and N> of the gear train are derived from the following facts: 


1. The number of teeth on the surface of the gears is proportional to the radii r; and r2 
of the gears; that is, 


r}N2 = rN (4-49) 


2. The distance traveled along the surface of each gear is the same. Thus, 


0; r= 65 ry (4-50) 


3. The work done by one gear is equal to that of the other since there are assumed to 
be no losses. Thus, 


T\0, = 120 (4-51) 


If the angular velocities of the two gears w and w2 are brought into the picture, Eqs. (4-49) 
through (4-51) lead to 


eh sia ee ee ey (4-52) 


In practice, gears do have inertia and friction between the coupled gear teeth that often 
cannot be neglected. An equivalent representation of a gear train with viscous friction, 
Coulomb friction, and inertia considered as lumped parameters is shown in Fig. 4-23, 
where 7 denotes the applied torque, 7, and 7 are the transmitted torque, F,, and F,2 are the 
Coulomb friction coefficients, and B, and 8. are the viscous friction coefficients. The 
torque equation for gear 2 is 


d*62(t) |, 42(t) 
T2(t) = 23 + B» Ai 


w2 


|eo2| 


+ Fe (4-53) 
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Figure 4-23 Gear train with friction and inertia. 


The torque equation on the side of gear | is 


d*6) (t) 
T — ee ge ee S| 


dO (2) 
at 


+Fat yt 7, (2) (4-54) 


Using Eq. (4-52), Eq. (4-53) is converted to 


N, M\* _ 26;(t) my d6\{t) Ni, 
T\ (4) =—Toaltt) = (—] SF —} By ——+—F2— 4-55 
= Fire) = (MH) nts (MY Or a8 


Eg. (4-55) indicates that it is possible to reflect inertia, friction, compliance, torque, speed, 
and displacement from one side of a gear train to the other, The following quantities are 
obtained when reflecting from gear 2 to gear 1: 


2 

: N, 
Inertia: [ — } J 
nertia (x) 3 


N 
Viscous-friction coefficient: () Ro 
2 


Ni 
T _— 
orque Np T> (4-56) 


Angular displacement : « 62 
N 

Angular velocity : = ti 

N2 ‘i 

Coulomb friction torque : — F2 iat3 

N2 ~~“ |@| 


Similarly, gear parameters and variables can be reflected from gear 1 to gear 2 by simply 

interchanging the subscripts in the preceding expressions, If a torsional spring effect is 
ae ‘ eas ea 2 ; 

present, the spring constant is also multiplied by (Ni /N2)* in reflecting from gear 2 to gear 

1. Now substituting Eq. (4-55) intu Eq. (4-54), we get 


d*6, (t) 
dt? 


de) (t 
+ Bie a) + TF (4-57) 


T(t) = Jie dt 


where 


2 
Jie= J+ 2, Jy (4-58) 
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Ny : 
Bie = By + ) By (4-59) 
N2 
N 
jee pret ee ey geal a (4-60) 


lay] Na |ev| 


EXAMPLE 4-1-6 Given a load that has inertia of 0.05 oz-in.-sec* and a Coulomb friction torque of 2 oz-in., find the 
inertia and frictional torque reflected through a 1:5 gear train (Nj {No = | /5, with Nz on the load 
side). The reflected inertia on the side of N, is (1 /5)* x0.05 = 0.002 oz-in.-sec*. The reflected 
Coulomb friction is (1/5) x 2 = 0.4 0z-in. 


4-1-5 Backlash and Dead Zone (Nonlinear Characteristics) 


Backlash and dead zone are commonly found in gear trains and similar mechanical 
linkages where the coupling is not perfect. In a majority of situations, backlash may give 
rise to undesirable inaccuracy, oscillations, and instability in control systems. In 
addition, it has a tendency to wear out the mechanical elements. Regardless of the 
actual mechanical elements, a physical model of backlash or dead zone between an input 
and an output member is shown in Fig. 4-24. The model can be used for a rotational 
system as well as for a translational system. The amount of backlash is 5/2 on either side 
of the reference position. 

In general, the dynamics of the mechanical linkage with backlash depend on the 
relative inertia-to-friction ratio of the output member. If the inertia of the output member is 
very small compared with that of the input member, the motion is controlled predominantly 
by friction. This means that the output member will not coast whenever there is no contact 
between the two members. When the output is driven by the input, the two members will 
travel together until the input member reverses its direction; then the output member will be 
at a standstill until the backlash is taken up on the other side, at which time it is assumed 
that the output member instantaneously takes on the velocity of the input member. The 
transfer characteristic between the input and output displacements of a system with 
backlash with negligible output inertia is shown in Fig. 4-25, 


Figure 4-24 Physica] model of backlash Figure 4-25 Input—output characteristic of 
between two mechanical elements. backlash. 
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R L + 
ae — —t 0 Cr e-{t) 
i(7) i(t) = : . | 
+ ep(t) — +e, (1) - st Figure 4-26 Basic passive electrical 
elements. (a) A resistor. (b} An inductor. 
(a) (b) (c) (c) A capacitor. 


. 4-2 INTRODUCTION TO MODELING OF SIMPLE ELECTRICAL SYSTEMS 


First we address modeling of electrical networks with simple passive elements such as 
resistors, inductors, and capacitors. Later, in the next section, we address operational 
amplifiers, which are active electrical elements. 


4-2-1 Modeling of Passive Electrical Elements 


Consider Fig. 4-26, which shows the basic passive electrical elements: resistors, inductors, 
and capacitors. 


Resistors: Ohm’s law states that the voltage drop, er(t), across a resistor R is proportional 
to the current i(t) going through the resistor. Or 


er(t) = i(t)R (4-61) 


Inductors: The voltage drop, e,(t), across an inductor Z is proportional to the time rate 
of change of current i(t) going through the inductor. Thus, 


ey(t) = L—— (4-62) 


Capacitor: The voltage drop, ec(t), across a capacitor C is proportional to the integral 
current i(¢) going through the capacitor with respect to time. Therefore, 


e,(t) = / 1) a (4-63) 


4-2-2 Modeling of Electrical Networks 


The classical way of writing equations of electric networks is based on the loop method or 
the node method, both of which are formulated from the two laws of Kirchhoff, which state: 


Current Law or Loop Method: The algebraic summation of all currents entering a 
node is zero. 


Voltage Law or Node Method: The algebraic sum of all voltage drops around a 
complete closed loop is zero. 


‘: EXAMPLE 4-2-1 Let us consider the RLC network shown in Fig. 4-27. Using the voltage law 
e(t) =er ter, te (4-64) 
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Figure 4-27. RLC network. (a) Electrical schematics. (b) Signal-flow graph representation. 
(c) Block diagram representation. 


where 


€r = Voltage across the resistor R 
e, = Voltage across the inductor / 


é. = Voltage across the capacitor C 


Or 
e{t) = +ec(t) + Rift) +i (4-65) 
Using current in C: 
c eect = i(t) (4-66) 


and taking a derivative of Eq. (4-54) with respect to time, we get the equation of the RLC network as 


dit) di(t)  i(t) _ de(r) 
eo age a ae ae 
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A practical approach is to assign the current in the inductor Z, i(¢), and the voltage across the 
capacitor C, e.(f), as the state vartables. The reason for this choice is because the state variables are directly 
related to the energy-storage element of a system. The inductor stores kinetic energy, and the capacitor 
stores electric potential energy. By assigning i{f) and e,(#) as state variables, we have a complete 
description of the past history (via the initial states) and the present and future states of the network. 

The state equations for the network in Fig. 4-27 are written by first equating the current in C and 
the voltage across Lin terms of the state variables and the applied voltage e(2). In vector-matrix form, 
the equations of the system are expressed as 


de,{t) 1 


GC. 2 0 
dt = C e-(t) : 
di(t) | _1 UR | i(t) | = H e(t} (4-68) 
dt L L 


This format is also known as the state form if we set 


x,(t) _ e.(t) 
BA 7 i(t) | (4-69) 
Or 
x 0 , _ 0 
| | 1 OR 4 . . al) (4-70) 
“EOL 


The transfer functions of the system are obtained by applying the gain formula to the SFG or block 
diagram of the system in Fig. 4-27 when all the initial states are set to zero. 


E-(s) = LCs“? = ae a (4-71) 
E(s) 1+ (R/L)s-) + (1/LC)s-2 1 + RCs + LCs? 
Hs) _ (1/L)s7! _ Cs (4-72) 
E(s) 1+ (R/L)s—' + (1/LC)s-2 1: + RCs + LCs” 

< 


Toolbox 4-2-1 


Time domain step responses for Eqs. (4-71) and (4-72) are shown using MATLAB for R= 1,L= 1, C =1: 


R=1; L=1; C=1; 
t=0:0.02:30; 


numl = [1]; 
deni = [L*C R*C 1]; 
num? = [C0]; 


den2 = [L*C R*C 1]; 
G1 =tfCnuml,denl); 
G2 =tfCnum2,den2); 
yl =step (Gi,t); 

y2 =step (G2,t); 
plot(t,yl, ‘r'); 


hold on 
plot(t,y2, ‘g’); 
Xlabel(‘Time’) 


ylabel (‘Gain’) 
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70 


60 


EXAMPLE 4-2-2 As another example of writing the state equations of an electric network, consider the network 
shown in Fig. 4-28(a). According to the foregoing discussion, the voltage across the capacitor, 
e.(t), and the currents of the inductors, 7,(t) and [2{f), are assigned as state variables, as shown in 
Fig. 4-28(a). The state equations of the network are obtained by writing the voltages across the 


Ry by Ls 


(a) 


“VC 


VIL, 


(b) 
Figure 4-28 Network of Example 4-2-2. (a) Electrical schematic. (b) SFG representation. 
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inductors and the currents in the capacitor in terms of the three state variables. The state 
equations are 


1, Ha 


ea —R1i1(t) — e-(t} + eft) (4-73) 

1s) Au! = —Ri>(t) + e,(t) (4-74) 
de, 

cH) Kinin) — a(n (4-75) 


In vector-matrix form, the state equations are written as 


afi Pea 
x A 1 x a 
! x1 Lj 
a S| oie Bs A + |g elt) (4-76) 
. Ina = Lo 
X3 j j X3 
me ee, | 0 
Cc Cc 


where 


=| 
x2] = | ft) (4-77) 
<3 €-(t) 


The signal-flow diagram of the network, without the initial states, is shown in Fig. 4-28(b). The 
transfer functions between /)(s) and E(s), /2(s) and £(s), and £.(s) and E(s), respectively, are written 
from the state diagram 


f(s) LaCs* + R2Cs+1 


4-78 
E(s) A oe) 
h(s) 1 
st eg 4-79 
E(s) A oy 
E.(s) Los + Ro 
- 4-80 
E(s) A ia 
where 
A = LLyCs* + (RiLa + RoL))Cs* + (Ly Ly + RYR2C)s+ Ri + Ro (4-81) 


Toolbox 4-2-2 


Time domain step response for the gain formula explained by step responses of Eqs. 4-78-4-80 are shown 
using MATLAB as illustrated below (for RI=1, R2=1, Li=1, L2=1, C=]): 


R1l=1: R2=1; L1=1; L2=1; C=1; 
t=0:0.02:30; 

numi = [L2*C R2*C 1]; 

num2 = [1]; 

num3 = [L2 R2]; 

den = [L1*L2*C R1*L2*C+R2*L1*C L1+L2+R1*R2*C R1+R2) ; 
G1 = tfCnuml1,den); 

G2 =tfCnum2,den); 

G3 = tf(num3 ,den); 

yi=step (G1,t); 

y2=step (G2,t); 

y3=step (G3,t); 
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plot (t,yl, Be sa 
hold on 
plot(t,y2, ‘g’); 
hold on 
plot(t,y3, ‘b’); 
xlabel( ‘Time’ ) 
ylabel( ‘Gain’ ) 
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EXAMPLE 4-2-3 Consider the RC circuit shown in Fig. 4-29. Find the differential equation of the system. Using the 


voltage law 
@in(t) = er(t} + ec(t) 
where 
erp =iR 


and the voltage across the capacitor y(t) 1s 


ec{t) =a iar 


But from Fig. 4-29 


e,(t) = a | ia = ec{t) 


- ~ 
Cinlt ) Hi ec Cc é,{f ) 


— Figure 4-29 Simple electrical RC circuit. 


(4-82) 


(4-83) 


(4-84) 


(4-85) 


EXAMPLE 4-2-4 


EXAMPLE 4-2-5 
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If we differentiate Eq. (4-85) with respect to time, we get 


or 
Ce,(t) =i (4-87) 
This implies that Eq. (4-85) can be written in an input-output form 
€in(t) = RCéo(t) + eoft) (4-88) 
In Laplace domain, we get the system transfer function as 
Fo(s) _ (4-89) 


Ej,(s) RCs+1 


where the t = RC is also known as the time constant of the system, The significance of this term is 
discussed earlier in Chapter 2, and the initial conditions are assumed to be ej,(t = 0) = 
éo(t = 0) = 0. 


Consider the RC circuit shown in Fig. 4-30. Find the differential equation of the system. 


Figure 4-30 Simple electrical RC circuit. 


As before, we have 


Cin(t) = ec(t) + er(t) (4-90) 
or 
ein(t) =5 ‘| idt + iR (4-91) 
But v,(t) = ik. So 
ay J eolt)de 
€in{t) = “Ret €o(t) (4-92) 


is the differential equation of the systern. To solve Eq. (4-92), we differentiate once with respect to 
time: 


fn 


t) 
&in(E) = RC + &(t) (4-93) 
In Laplace domain, we get the system transfer function as 
E RCs 
(8) _ (4-94) 


where, again, t = RC is the time constant of the system. 


Consider the voltage divider of Fig. 4-31. Given an input voltage éy (¢), find the output voltage e,(f) in 
the circuit composed of two resistors R, and R32. 
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Figure 4-31 A voltage divider. 


The currents in the resistors are 
i, = eo(t) — e1(t) 


4-95 
R, (4-95) 
. _ y(t) 
iz = Ry (4-96) 
The node equation at the e;(7) node is 
ij -ig = 9 (4-97) 
Substituting Eqs, (4-95) and (4-96) into the previous node equation: 
eo(t) —e1(t) _ ex(t) 
st AR dk SP eh Ag 4-98 
Ry Ro (4-98) 
Rearrangement of this equation yields the following equation for the voltage divider: 
R2 
e,(t) = eg(t 4.99 
(2) rare o(#) (4-99) 
In Laplace domain, we get 
R2 
= E 4-100 
E\(s) R +R, o(s) ( ) 
The SI and most other measurement units for variables in electrical systems are the same, as shown in 


Table 4-3. 


TABLE 4-3 Basic Electrical System Properties and Their Units 


Parameter Notation Units 
Charge Q coulomb = newton-meter/volt 
Current i ampere (A) 
Voltage e volt (V) 
Energy H joule = volt x coulomb 
Power P joule/sec 
Resistance R ohm (QO) = volt/amp 
Capacitance C farad (F) 
= coulomb/volt = amp sec/volt 
== second/ohm 
Inductance L henry (H) 
= volt sec/amp 
= ohm sec 


> 4-3 MODELING OF ACTIVE ELECTRICAL ELEMENTS: OPERATIONAL AMPLIFIERS 


Operational amplifiers, or simply op-amps, offer a convenient way to build, implement, or 
realize continuous-data or s-domain transfer functions. In control systems, op-amps are 
often used to implement the controllers or compensators that evolve from the control- 
system design process, so in this section we illustrate common op-amp configurations. An 
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= CRguire 4-32 Schematic diagram of an op-amp. 


in-depth presentation of op-amps is beyond the scope of this text. For those interested, 
many texts are available that are devoted to all aspects of op-amp circuit design and 
applications [8, 9]. 

Our primary goal here is to show how to implement first-order transfer functions with 
op-amps while keeping in mind that higher-order transfer functions are also important, In 
fact, simple high-order transfer functions can be implemented by connecting first-order op- 
amp configurations together. Only a representative sample of the multitude of op-amp 
configurations will be discussed. Some of the practical issues associated with op-amps are 
demonstrated in Chapters 5 and 9. 


4-3-1 The Ideal Op-Amp 


When good engineering practice is used, an op-amp circuit can be accurately analyzed by 
considering the op-amp to be ideal. The ideal op-amp circuit is shown in Fig. 4-32, and it 
has the following properties: 


1. The voltage between the + and — terminals is zero, that is, eT = e~ . This property 
is commonly called the virtual ground or virtual short. 


2. The currents into the + and — input terminals are zero. Thus, the input impedance 
is infinite. 


3. The impedance seen looking into the output terminal 1s zero. Thus, the output is an 
ideal voltage source. 


4, The input-output relationship is e, = A(é* — ¢~), where the gain A approaches 
infinity. 


The input-output relationship for many op-amp configurations can be determined by 
using these principles. An op-amp cannot be used as shown in Fig. 4-32. Rather, 
linear operation requires the addition of feedback of the output signal to the — input 
terminal. 


4-3-2 Sums and Differences 


As illustrated in Chapter 3, one of the most fundamental elements in a block diagram or an 
SFG is the addition or subtraction of signals. When these signals are voltages, op-amps 
provide a simple way to add or subtract signals, as shown in Fig. 4-33, where all the 
resistors have the same value. Using superposition and the ideal properties given in the 
preceding section, the input—output relationship in Fig. 4-33(a) is vy = —{v, — vp). Thus, 
the output is the negative sum of the input voltages. When a positive sum is desired, the 
circuit shown in Fig. 4-33(b) can be used. Here the output is given by e, = eg + ep. 
Modifying Fig. 4-33(b) slightly gives the differencing circuit shown in Fig. 4-33(c), which 
has an input-output relationship of e, = e, — eg. 
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&,, = Xe, + &,) 


(a) 


Cy =O, t ey 


Figure 4-33 Op-amps used to add and subtract signals. 


4-3-3 First-Order Op-Amp Configurations 


In addition to adding and subtracting signals, op-amps can be used to implement 
transfer functions of continuous-data systems. While many alternatives are available, 
we will explore only those that use the inverting op-amp configuration shown in Fig. 
4-34, In the figure, Z;(s) and Z2(5) are impedances commonly composed of resistors 
and capacitors. Inductors are not commonly used because they tend to be bulkier and 
more expensive. Using ideal op-amp properties, the input—output relationship, or 
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Figure 4-34 Inverting op-amp configuration. 


transfer function, of the circuit shown in Fig. 4-34 can be written in a number of ways, 
such as 


ee Fe 
G(s) = E;(s) Z(s) -_ Z1(s)¥2(s) (4-101) 
= —Zo(s) Yj (s) — a 


where Yj (s) = 1/Z;(s) and Y3(s) = 1/Z2(s) are the admittances associated with the circuit 
impedances. The different transfer function forms given in Eq. (4-101) apply conveniently 
to the different compositions of the circuit impedances. 

Using the inverting op-amp configuration shown in Fig. 4-34 and using resistors and 
capacitors as elements to compose Z;(s) and Z,(s), it is possible to implement poles and 
zeros along the negative real axis as well as at the origin in the s-plane, as shown in Table 
4-4, Because the inverting op-amp configuration has been used, all the transfer functions 
have negative gains. The negative gain is usually not an issue because it is simple to add a 
gain of —1 to the input and output signal to make the net gain positive. 


TABLE 4-4 inverting Op-Amp Transfer Functions 


Input Feedback Transfer 
Element Element Function Comments 
(a) R R; _ ity Inverting gain, e.g., if Ry = 
—AA- VAR Ry Re, 9 = ~e] 
Zi = R, Za = Ry 
(b) R, C3 ory ee | Pole at the origin, i.e., an 
AWA - RiC2/ s integrator 
Ly = R; 
Y, = £C> 
(c) Ci Ry {~RsC1)s Zero at the origin, i.e., a 
7 L. AAA— differentiator 
; L4 = R> 
Y, = sC| 
(d) R R, ] _ ; . 
: — ——_ Pole at With a de gain 
WA Ry;Ce aC ee 
Z,=R, ow 1 of —Ry/ Ry 
C; RoC 
Y; = : + sC> 


(Continued ) 
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. EXAMPLE 4-3-1 


TABLE 4-4 (Continued) 


Input Feedback Transfer 
Element Element Function Comments 
(e) R, R, C, —Rofs+1/RoCo Pole at the origin and a zero at 
VA ~wn—- L— R, 3 —1/ RC, ie., a Pl controller 
oor Z, = Ry +—! 
eee 3 5C5 
(f) R, R, I i - 
— eC, | s +—— Zero at s = , 1e.,a PD 
-~ AW a ae Ric 
Z4=R, controller 
C; 
Y, = = + sCy 
‘ a —1 
(g) ‘I me SG s+ ie Poles at s = and a zero 
1 -—l ., 
rt eee at s = ——, i.e., a lead or lag 
C C, oy RoC ee - 
= 4s ids STi eg controller 
Y,= R, +sCy Y; R; + sy 


As an example of op-amp realization of transfer functions, consider the transfer function 
K 
G(s) =Kp+ - +Kps (4-102) 


where Kp, Kp, and K; are real constants. In Chapters 5 and 9, this transfer function will be called the 
PID controller, since the first term is a proportional gain, the second an integral term, and the third 
a derivative term. Using Table 4-4, the proportional gain can be implemented using line (a), the 
integral term can be implemented using line (b), and the derivative term can be implemented using 
line (c). By superposition, the output of G(s) is the sum of the responses due to each term in G(s). 
This sum can be implemented by adding an additional input resistance to the circuit shown in 
Fig. 4-33(a). By making the sum negative, the negative gains of the proportional, integral, and 
derivative term implementations are canceled, giving the desired result shown in Fig. 4-35. The 
transfer functions of the components of the op-amp circuit in Fig. 4-35 are 


Proportional: oo = a: (4-103) 
Ej(s) 1 
I: =— 4-104 
Integra E(s) BGs (4-104) 
E | 
Derivative: o\s) = —RyCas (4-105) 
E(s) 
The output voltage is 
Eo(s) = —[Ep(s) + Er(s) + Ep(s)] (4-106) 
Thus, the transfer function of the PID op-amp circuit is 
E. R l 
G(s) = ols) _ a rs RaCas (4-107) 


E(s) Ry RiCjs 

By equating Eqs. (4-102) and (4-107), the destgn is completed by choosing the values of the resistors 

and the capacitors of the op-amp circuit so that the desired values of Xp, K;, and Kp are matched. The 

design of the controller should be guided by the availability of standard capacitors and resistors. 
It is important to note that Fig, 4-35 is just one of many possible implementations of Eq. (4-102). 

For example, it is possible to implement the PID controller with just three op-amps. Also, it is 

common to add components to limit the high-frequency gain of the differentiator and to limit the 
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E(s) 


Figure 4-35 Implementation of a PID controller. 


integrator output magnitude, which is often referred to as antiwindup protection. One advantage of 
the implementation shown in Fig. 4-35 is that each of the three constants Kp, K;, and Kp can be 
adjusted or tuned individually by varying resistor values in its op-amp circuits. Op-amps are also used 
in control systems for A/D and D/A converters, sampling devices, and realization of nonlinear 
elements for system compensation. <j 


4-4 INTRODUCTION TO MODELING OF THERMAL SYSTEMS 


In this section, we introduce thermal and fluid systems. Because of the complex mathematics 
associated with these nonlinear systems, we only focus on basic and simplified models. 


4-4-1 Elementary Heat Transfer Properties’ 


The two key variables in a thermal process are temperature T and thermal storage or heat 
stored Q, which has the same units as energy. Heat transfer is related to the heat flow rate q, 
which has the units of power. That is 


g=@0 (4-108) 
As in the electrical systems, the concept of capacitance in a heat transfer problem is related 
to storage (or discharge) of heat in a body. The capacitance C is related to the change of the 
body temperature 7 with respect to time and the rate of heat flow q: 


qg=CT (4-109) 


'For more in-depth study of this subject, refer to references [1-7]. 
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x———» __ Figure 4-36 One-directional heat conduction flow. 


where the thermal capacitance C can be stated as a product of material density, c material 
specific heat, and volume V: 


C= pCpV (4-110) 


In a thermal system, there are three different ways that heat is transferred: by conduction, 
convection, or radiation. 

Conduction: Thermal conduction describes how an object conducts heat. In general this 
type of heat transfer happens in solid materials due to a temperature difference between 
two surfaces. In this case, heat tends to travel from the hot to the cold region. The transfer of 
energy in this case takes place by molecule diffusion and in a direction perpendicular to the 
object surface. Considering one-directional steady state heat conduction along x, as shown 
in Fig. 4-36, the rate of heat transfer is given by 


q= “SAT =D,-2 AT (4-111) 


where g is the rate of heat transfer (flow), k is the thermal conductivity related to the 
material used, A is the area normal to the direction of heat flow x, and AT = 7; — T> is the 
difference between the temperatures at x = 0 and x = &, or 7; and T>. Note in this case, 
assuming a perfect insulation, the heat conduction in other directions is zero. Also note that 


1 1 
Diz =]4 = (4-112) 
uw 
where R is also Known as thermal resistance. So the rate of heat transfer g may be 
represented in terms of R as 


= — 4-41 
I= (4-113) 


Convection: This type of heat transfer occurs between a solid surface and a fluid exposed 
to it, as shown in Fig. 4-37. At the boundary where the fluid and the solid surface meet, the 
heat transfer process is by conduction. But once the fluid is exposed to the heat, it can be 
replaced by new fluid. In thermal convection, the heat flow is given by 


q=hAAT = Dj AT (4-114) 


Ty 


a id 


Boundary 
layer 


Fluid flow —»> 
T, 


Figure 4-37 Fluid-boundary heat convection. 
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NN Figure 4-38 A simple heat radiation system with directly 
G opposite ideal radiators. 


where g is the rate of heat transfer or heat flow, A is the coefficient of convective heat 
transfer, A is the area of heat transfer, and AT = T, — Ty is the difference between the 
boundary and fluid temperatures. The term #A may be denoted by Do, where 


] 
Do = hA =5 (4-115) 


Again, the rate of heat transfer g may be represented in terms of thermal resistance R. Thus 


AT 


Radiation: The rate of heat transfer through radiation between two separate objects is 
determined by the Stephan-Boltzmann law, 


q = 0A(Ti —T3) (4-117) 


where q is the rate of heat transfer, o is the Stephan-Boltzmann constant and is equal to 
5.667 x 10-8 Wim? °K4, A is the area normal to the heat flow, and T, and T> are the 
absolute temperatures of the two bodies. Note that Eq. (4-117) applies to directly opposed 
ideal radiators of equal surface area A that perfectly absorb ali the heat without reflection 
(see Fig. 4-38). 

The SI and other measurement units for variables in thermal systems are shown in 
Table 4-5. 


TABLE 4-5 Basic Thermal System Properties and Their Units 


Parameter Symbol Used = SI Units Other Units Conversion Factors 
Temperature T °C (Celsius) °F (Fahrenheit) °C = (°F ~ 32) x 5/9 
°K (Kelvin) °C =°K + 273 
Energy (Heat Stored) Q J (joule) Btu 1J =1N-m 
calorie i Btu = 1055 J 
1 cal = 4,184] 
Heat Flow Rate q J/sec Btu/sec 
W 
Resistance R °C/W °F/(Btu/hr) 
"K/W 
Capacitance Cc Ji(kg °C) Btu/°F 


Ike °K) Btu/R 
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~ EXAMPLE 4-4-1 A rectangular object is composed of a material that is in contact with fluid on its top side while being 


perfectly insulated on three other sides, as shown in Fig. 4-39, Find the equations of the heat transfer 
process for the following: 


| 


7 e 


Ys | Figure 4-39 Heat transfer problem between 
A, p.¢.k a fluid and an insulated solid object. 


T; = Solid object temperature; assume that the temperature distribution is uniform 
7; = lop fluid temperature 

f = Length of the object 

A = Cross sectional area of the object 

p = Material density 

c = Material specific heat 

k = Material thermal conductivity 

h = Coefficient of convective heat transfer 


SOLUTION The rate of heat storage in the solid from Eq. (4-109) is 


dT; 
= pcAe{ 4 4. 
q pcat( z) (4-118) 
Also, the convection rate of heat transferred from the fluid is 
q = hA(T; — T;) (4-119) 


The energy balance equation for the system dictates g to be the same in Eqs. (4-118) and (4-119). Hence, 
upon introducing thermal capacitance C from Eq, (4-109) and the convective thermal resistance R from 
Eg. (4-113) and substituting the right-hand sides of Eq. (4-118) into Eq. (4-119), we get 


RCT; =—-T+Ty (4-120) 
In Laplace domain, the transfer function of the system is written as 
T, 1 
SS) (4-121) 


Ty(s) RCs+1 


where the RC = t is also known as the time constant of the system. The significance of this term is 
discussed earlier in Chapter 2, and the initial conditions are assumed to be 7;(t=0 
=7T;(t=0)=0. A 


>= 4-5 INTRODUCTION TO MODELING OF FLUID SYSTEMS 
4-5-1 Elementary Fluid and Gas System Properties” 


In this section, we derive the equations of fluid and pneumatic systems. Understanding the 
models of these systems will later help in appreciating the models of hydraulic and 
pneumatic actuators, to be discussed in more detail in Chapter 5. In fluid systems, there are 
five parameters of importance—pressure, flow mass (and flow rate), temperature, density, 


“For a more in-depth study of this subject, refer to references [1-7]. 
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mM = Gy, = Pg 
Figure 4-4) Contro) volume and the net mass fiow rate. 


and flow volume (and volume rate). Incompressible fluid systems, just like electrical 
systems, can be modeled by passive components including resistance, capacitance, and 
inductance. In case of incompressible fluids, the fluid volume remains constant. 

To understand these concepts better, we must look at the fluid continuity equation or 
the law of conservation of mass. For the control volume shown in Fig. 4-40 and the net 
mass How rate, we have 


Gin = Pq 
m= | pqdt (4-122) 
Gd = Gi — do 


where 777 is the net mass flow, gis fluid density, g,, = 2 is the mass flow rate, and g is the net 
fluid flow rate (volume flow rate of the ingoing fluid g; minus volume flow rate of the 
outgoing fluid g,). The conservation of mass states: 


dm d d 

— = — ¢ = Y 4-123 

Fp = PF = Gy Mev) = a AeV) (4-123) 
- = pV +Vp (4-124) 


where #1 is the net mass flow rate, M,., is the mass of the control volume (or for simplicity 
“the container” fluid), and V is the container volume. Note 


dV 
—_ >= Gs — 4. 


which is also known as the conservation of volume for the fluid. For an incompressible 
fluid, p is constant. Hence, 


ta = pV (4-126) 


Capacitance—Incompressible Fluids: Similar to the electrical capacitance, fluid capac- 
itance relates to how energy can be stored in a fluid system. The fluid capacitance C is the 
ratio of the fluid flow rate qg to the rate of pressure P: 


(4-127) 


g=CP (4.128) 
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EXAMPLE 4-5-1 


EXAMPLE 4-5-2 


The pressure in the tank shown in Fig. 4-41, which is filled to height &, is 


a ad 


A ra phe (4-129) 


Figure 4-41 Incompressible fluid flow into an open-top 
cylindrical container. 


As a result, noting that g = V, 


Ge (4-130) 
peh pg 
For the general case, what is happening in Fig. 4-40, as the fluid flows into the control volume, the 
fluid mass will change; so does the pressure. Capacitance expresses the rate of change of the fluid 
mass with respect to pressure. That is 
_ dm/dt dm 
~ dP/dt dP 
In general, the fluid density p is nonlinear and may depend on temperature and pressure, This 
nonlinear dependency, p,,(P,7), known as the equation of state, may be linearized using the first- 
order Taylor series relating p, 7 to P and T: 


(4-131) 


i) Opn} 
pa = 0+ ( P — Pre) + [ = Tl —Tre (4-132) 
wor (Se), PoP) + (Se), OTe 
where p, P,-¢ and 7,,-¢ are constant reference values of density, pressure, and temperature, 
respectively. In this case, 
j 
p=- (Fe) (4-133) 
P\ OP /p_ 7, 
pee (#) (4-134) 
p\ OF Pret Treg 


are the bulk modulus and the thermal expansion coefficient, respectively. In most cases of interest, 
however, the temperatures of the fluid entering and flowing out of the container are almost the same. 
Further, if the container of volume Y is a rigid object, using Eq. (4-133), Eq. (4-124) may be rewritten 
as 


dm Vs ; 
—= =— Vz =—pP= ~| 
rae Va>q ar CP (4-135) 


In practice, accumulators are fluid capacitors, which may be modeled as a spring-loaded piston 
system, as shown in Fig. 4-42. In this case, assuming a spring-loaded piston of area A traveling inside 
a rigid cylindrical container, the pressure rate is shown as 


. ] i 
P age V) (4-136) 


where V = Ai. 

For a pneumatic system, the law of conservation of volume does not apply because the volume 
of a gas varies with pressure or other external effects. In this case, only the conservation of mass 
applies. As a result, it is customary to use the mass flow rate q,, 48 opposed to volume flow rate g in 
the equations involving pneumatic systems. 

Capacitance—Pneumatic Systems: As in the previous case, capacitance relates to how energy 
can be stored in the system, and it defines the rate of change of gas stored in a control volume, as 
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Poe Figure 4-42 A spring-loaded piston system. 


shown in Fig. 4-40 with respect to pressure. For a constant volume container, the general gas 
capacitance relation Eq. (4-131) becomes 
dm dp 


_ am _ yy 4P -137 
C dP VP (4 ) 
where the container volume V is a constant. 


For a perfect gas under normal temperatures and pressures, the perfect gas law states: 
PV = mR,T (4-138) 


where V is the volume of a gas with absolute pressure P and mass m, T is the absolute temperature of 
the gas, and R, is the gas constant, which depends on the type of gas used. Notice in this case four 
parameters P, V, 7, and #7 are mathematically related. As a result, to solve one, the other three must be 
somehow related. Using.a polytropic process, which is a general process for all fluids relating the 
pressure, volume, and mass, we have: 


ft 1 i 
P (“) — Pp @ = const. (4-139) 
m p 


where 7 is called the polytropic exponent and can vary from 0 to oo. As a result, the capacitance 
relation Eq. (4-137) may be restated as 


dp p" p 
Sa ee | ee i cea 4-140 
. V OP (acon) "AP \ 
Or, using Eq. (4-138) and knowing m = pV, 
V 
nKyoT ( 


As a side note, if in a polytropic process the mass m is constant, and given a process from state | to 
State 2, the general gas law may also be defined by 
Pi\V, — PoV2 
TOT] 
For a constant temperature or an isothermal process, the gas temperatures at any two given 
instants are the same. Or 


(4-142) 


T| = T> 
PiV, = P2V2 
In this case, n = 1 in the capacitance relation Eq. (4-140). 
For a constant pressure or an isobaric process, 
P, = P2 
Vi Ve (4-144) 
T T2 
In this case, n = 0 in the capacitance relation Eq. (4-140). 
For 2 constant volume or an isovolumetric process, the relation becomes 
Vi = V2 
PT (4-145) 
P, Tp 
In this case, 2 = oc in the capacitance relation Eq. (4-140). 


(4-143) 
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ft 


ry 
Figure 4-43 Fluid forced through a frictionless 


P; Pa pipe of length £. 


For a reversible adiabatic or an isentropic process, the relation becomes 


Py Vi = P2V3 (4-146) 
In this case, nm = & in the capacitance relation Eq. (4-140), where & is the ratio of specific heats: 
ka (4-147) 
Cy 


where c,, is the specific heat of the gas at constant pressure and ¢, is the gas specific heat at constant 
volume. In pneumatic systems, k = 1.4 (for air). 


Inductance—Incompressible Fluids: Fluid inductance is also referred to as fluid inertance in 
relation to the inertia of a moving fluid inside a passage (line or a pipe). Inertance occurs mainly in 
long lines, but it can also occur where an external force (e.g., caused by a pump) causes a significant 
change in the flow rate. In the case shown in Fig. 4-43, assuming a frictionless pipe with a uniform 
fluid low moving at the speed y, in order to accelerate the fluid, an external force F is applied. From 
Newton’s second law, 


F=AAP =i v = pAy 


AP =(P; —P2) (4-148) 

But 
V—Av—g (4-149) 

So 
(P) — Po) = Lq (4-150) 

where 
£ 

== (4-151) 


is known as the fluid inductance. The concept of inductance is rarely discussed in the case of 
compressible fluids and gases and, therefore, is not discussed here. 
Resistance—Incompressible Fluids: As in the electrical systems, fluid resistors disstpate 
energy. For the system shown in Fig. 4-44, the force resisting the fiuid passing through a passage 
like a pipe is 


F, = AAP (4-152) 


where AP = P| — P2 is the pressure drop and A is the cross-sectional area of the pipe. Depending on 
the type of flow (i.e., laminar or turbulent) the fluid resistance relationship can be linear or nonlinear 
and relates the pressure drop to the mass flow rate q,,,. For a laminar flow, we define 


AP — Ram = Rog (4-153) 
AP 

pa — (4-154) 
Gm 


where qg is the volume flow rate. Table 4-6 shows & for various passage cross sections, assuming a 
laminar flow. 


P P. —-» » 7 ; ; 
Eee i : a Figure 4-44 Flow of an incompressible fluid through 


R a pipe and a fluid resistor &. 
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TABLE 4-6 Equations of Resistance A for Laminar Flows 


Fluid resistance P, | R | P, 


Fan 
Symbols used Fluid volume flow rate: q¢ 
Pressure drop: AP = Py = P; — 
Laminar resistance: R 
pi: Fluid viscosity 
w = width; 2 = height; 2 = length; d = diameter 


General case 32 wl 
K=—;3 
Ad h 
7 a 4A 
d;, = hydraulic diameter = ————— 
perimeter 
Circular cross section = 128 yf 
mdi 
Square cross section _ 32 ue 
ut 
Rectangular cross section Pe 8 ul 
wh? 
(1+ h/w)? 
Rectangular cross section: Approximation _ Ve 
wh 
w/h = small 
Annular cross section R= B eé 


di; 
nd,d?| 1-— 
ote; ( d, 
d, = outer diameter; d; = inner diameter 
Annular crass section: Approximation _ ape 
Wdyd? 


When the flow becomes turbulent, the pressure drop relation Eq. (4-153) is rewritten as 


AP = Rrdh, (4-195) 


where R, is the turbulent resistance and n is a power varying depending on the boundary used—e. 8. 
n = 7/4 for a long pipe and, most useful, x = 2 for a flow through an orifice or a valve. 


= EXAMPLE 4-5-3 For the liquid-level system shown in Fig. 4-45, water or any incompressible fluid (i.e., fluid density p 
A One-Tank Liquid-Level is constant) enters the tank from the top and exits through the valve in the bottom. The volume flow 
System rate at the valve inlet and the volume flow rate at the valve outlet are g; and q,, respectively. The fluid 
height in the tank is / and is variable. The valve resistance is R. Find the system equation for the input, 
g;, and output, A. 


SOLUTION The conservation of mass suggests 
dm _ 4eV) 
dt dt 


where pq; and pq, are the mass flow rate in and out of the valve, respectively. Because the fluid 
density p is a constant, the conservation of volume also applies, which suggests the time rate of 


= PGi — Pdo (4-156) 
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* EXAMPLE 4-5-4 
A Two-Tank Liquid-Level 
System 


(* 
T 


R 
Gy 
{ X= Figure 4-45 A single-tank liquid-level system. 


change of the fluid volume inside the tank is equal to the difference of incoming and outgoing flow 
rates. 


d(V) _ d(Ah) 
dt dt 


In this case, A is the tank cross-sectional area, and /: is the fluid inside the tank height and is a variable. 
Recall from Eq. (4-131) 


= di — qo (4-157) 


dm/dt 
= 4-158 
dP/dt 
Hence 
dm dp 
at dt uaa 
Or from Eg. (4-158), 
d 
C= = pai — pao (4-160) 
dt 
Using relation Eq. (4-154), the fluid valve resistance R, assuming a laminar flow, is defined as 
Ap _ 
pqy = (4-161) 


where Ap is the pressure drop across the valve. Relating the pressure to fluid height /, which is 
variable, we get 
P1 = Pann + pgh 
P2 = Pann 
where 7; is in the pressure at the valve inlet and p2 1s the outlet pressure, and p,,,,, is the atmospheric 
pressure. After combining Eqs. (4-157) through (4-162), we get the system equation: 


(4-162) 


dh__—_—s pgh | 
pat (4-163) 
Or 
. R 
RCh+h= ai (4-164) 


where C = A/g is the capacitance and p = R is the resistance. As a result, system time constant is 
t= RC. os 


Consider a double tank system, as shown in Fig. 4-46, with A; and hg representing the two tank 
heights and RX; and Rz representing the two valve resistances, respectively. Find the differential 
equations, 


SOLUTION Using the same approach as in Example 4-5-3, it is not difficult to sce 


1— P2 + pgh;) — + pgh2 
ae / = pq; — (Pam pg = ( Pam + egh2) (4-165) 


EXAMPLE 4-5-5 
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Figure 4-46 Two-tank liquid-level system. 


and 
PL Pe. - Pa =P 
PE) — PG2 = a a ae 
_ ( Patm + pgh,) — ( Patm + par) _ ( Parm + pah2) — pe (4-166) 
Ry R> 
Thus, the equations of system are 
- , gy ghy 
Aj, + -— -* =; 4.167 
{fy + RR, q ( ) 
: ghy I 1 
Fy SMe LL cae Re 07 eee 4-168 
2n2 r+ (a+ eh ( ) 


Resistance—Pneumatic Systems: The resistance for pneumatic systems is a bit more compli- 
cated, For a gas following the perfect gas law Eq. (4-138), the flow through a valve or an orifice of 
cross-sectional area A, shown in Fig. 4-47, is related to the outlet pressure P, Note that the mass flow 
rate g,, on both sides of the valve, by the virtue of continuity, is the same. Not considering the 
theoretical details, for a laminar flow if AP = P; — P is small, we have 
Ry = cal (4-169) 
Gin 
where P; is the inlet pressure, P is outlet pressure, g is the volumetric flow rate, and R, is the 
equivalent resistance, which is obtained experimentally. For a turbulent flow, we get 
_ AP 
qn 


where R; is the turbulent resistance. We use the next example to better illustrate these concepts. 


Ry (4-170) 


iy R in, 


Pp. > > 
Se Figure 4-47 Air flow through a pipe with an orifice. 


Consider air passing through a valve and entering a rigid container system, as shown in Fig. 4-48. In this 
case, the valve is modeled as an orifice, inlet pressure is P;, the mass flow rate is g,,, and the pressure 
inside the container (or the valve outlet pressure) is P. In this case, it is customary to think of the pressures 
in both sides of the valve as a constant pressure ?, (or steady state pressure) plus a variation. That is, 
Pr = Pst Di 


pag a (4-171) 


Yn Ro By 
Pi, Py ——_—— PV, p 


Figure 4-48 Gas flow into a rigid container. 
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For the rigid container in Fig. 4-48 with constant volume V, the law of conservation of mass dictates 


that in the container 
dm - d(pV) _ ya 


(4-172) 


dt dt ~~ dt 
where po; is fluid density before reaching the valve. At the inlet (left side of the valve), we have 
dm 
he = Pid = Gin 


Recall from Eq. (4-131) 
_dm/{dt _dm_ dm 


© ~ apfdt~ dP ~ dp 
But 
dm _dm/dp 
dt dp/dt 
Hence 
dm ___.dp 
at dt 
But from Eq. (4-169) we have 
Pi— P 
Gm Rp 
Thus from Eqs. (4-176) and (4-173), and using R = Ry for simplicity, we get 
~ap  pi— p 
cae oR 
or 
dp  P_ Pi 
CatR R 
The differential equation can be rearranged as 
RC p+ p= pj 


In Laplace domain, the transfer function of the system is written as 


P(s) _ ] 
Ps) RCs+1 


(4-173) 


(4-174) 


(4-175) 


(4-176) 


(4-177) 


(4-178) 


(4-179) 


(4-180) 


(4-181) 


where the RC = 7 is also known as the time constant of the system. The significance of this term 
is discussed earlier in Chapter 2, and the initial conditions are assumed to be p(t = 0) = 


p(t = 0) =0. 


Using an isothermal process, where temperature is constant, and taking a derivative of Eq. 


(4-138) with respect to time, we have 


dp dm 
“i Y= a Ret 
From Eg. (4-172) and Eq. (4-182), we get 
<a 
dt RT dt 
But from Eqs. (4-169), (4-172), and (4-173), we have 
do _ Pe ee 
dt " Ri 
Thus, 
V dp Pi — P 
Rta “ R 
After substituting 
V 
~ RT 


the differential Eqs. (4-186) and (4-179) become the same. 


(4-182) 


(4-183) 


(4-184) 


(4-185) 


(4-186) 
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TABLE 4-7 Basic Fluid and Pneumatic System Properties and Their Units 


Parameter Symbol Used SI Units Other Units Conversion Factors 
Temperature T °C (Celsius) °F (Fahrenheit) °C = (°F — 32) x 5/9 
°K (Kelvin) °R (Rankin) °C =" K+ 273 
Energy (Heat Stored) Q J (joule) Btu 1J=1N-m 
calorie 1 Btu = 1055 J 
Ical = 4.184] 
Volume Flow Rate q m*/sec ft"/sec 
in*/sec 
Mass Flow Rate din kg/sec ib/sec 
Resistance (hydraulic) R N-sec/m? Ib-secfin” 
Resistance (pneumatic) R sec/m? Ibe hr/(fi t” Ibn) 
Capacitance (hydraulic) C n/N in-/lb 
Capacitance (pneumatic) Cc m? ft? 
Time Constant t™=RC sec 


Using the polytropic process defined in Eq. (4-139), it is easy to see 


RCp+P = pi (4-187) 
where 
V 
= 4-188 
nRgl ( ) 


The SI and other measurement units for variables in electrical systems are tabulated in Table 4-7, 4 


» 4-6 SENSORS AND ENCODERS IN CONTROL SYSTEMS 


4-6-1 Potentiometer 


Sensors and encoders are important components used to monitor the performance and for 
feedback in control systems. In this section, the principle of operation and applications of 
some of the sensors and encoders that are commonly used in control systems are described. 


A potentiometer is an electromechanical transducer that converts mechanical energy into 
electrical energy. The input to the device is in the form of a mechanical displacement, either 
linear or rotational. When a voltage is applied across the fixed terminals of the potentiometer, 
the output voltage, which is measured across the variable terminal and ground, is proportional 
to the input displacement, either lmearly or according to some nonlinear relation. 

Rotary potentiometers are available commercially in single-revolution or multirevolution 
form, with limited or unlimited rotational motion. The potentiometers are commonly made with 
wirewound or conductive plastic resistance material. Fig, 4-49 shows a cutaway view of a rotary 
potentiometer, and Fig. 4-50 shows a linear potentiometer that also contains a built-in operational 
amplifier. For precision control, the conductive plastic potentiometer is preferable, because it has 
infinite resolution, long rotational life, good output smoothness, and low static noise. 

Fig. 4-51 shows the equivalent circuit representation of a potentiometer, linear or 
rotary. Because the voltage across the variable terminal and reference is proportional to the 
shaft displacement of the potentiometer, when a voltage is applied across the fixed 
terminals, the device can be used to indicate the absolute position of a system or the 
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Figure 4-49 Ten-turn rotary potentiometer (courtesy of Helipot Division of Beckman 
Instruments, Inc.,}. 


Figure 4-50 Linear motion potentiometer with built-in operational amplifier (courtesy of 
Waters Manufacturing, Inc.). 


relative position of two mechanical outputs. Fig. 4-52(a) shows the arrangement when the 
housing of the potentiometer is fixed at reference; the output voltage e(f) will be 
proportional to the shaft position @,{¢) in the case of a rotary motion. Then 


e(t) = K,6,(t) (4-189) 


Fixed Variable 
terminals terminal 


Figure 4-51 Electric circuit representation of a potentiometer. 
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oo 
{b) 


Figure 4-52 Potentiometer used as a position indicator. (b) Two potentiometers used to sense the 
positions of two shafts. 


where K, is the proportional constant. For an N-turn potentiometer, the total displacement 
of the variable arm is 27N radians. The proportional constant K, is given by 


K, V /rad (4-190) 


_ E 
~ InN 
where £ is the magnitude of the reference voltage applied to the fixed terminals. A more 
flexible arrangement is obtained by using two potentiometers connected in parallel, as 
shown in Fig. 4-52(b). This arrangement allows the comparison of two remotely located 
shaft positions. The output voltage is taken across the variable terminals of the two 
potentiometers and is given by 


e(t) = Ks|61(t) — 62(¢)] (4-191) 


Fig. 4-53 illustrates the block diagram representation of the setups in Fig. 4-52. In 
dc-motor control systems, potentiometers are often used for position feedback. Fig. 
4-54(a) shows the schematic diagram of a typical dc-motor, position-control system. 
The potentiometers are used in the feedback path to compare the actual load position 
with the desired reference position. If there is a discrepancy between the load position 
and the reference input, an error signal is generated by the potentiometers that will 
drive the motor in such a way that this error is minimized quickly. As shown in Fig. 4-54 
(a), the error signal is amplified by a dc amplifier whose output drives the armature of a 
permanent-magnet dc motor. Typical waveforms of the signals in the system when the 
input 6,(t) is a step function are shown in Fig. 4-54(b). Note that the electric signals are 
all unmodulated. fn control-systems terminology, a dc signal usually refers to an 
unmodulated signal. On the other hand, an ac signal refers to signals that are 
modulated by a modulation process. These definitions are different from those 
commonly used in electrical engineering, where dc simply refers to unidirectional 
sipnals and ac indicates alternating signals. 


A(t) e(?) 
——+[ kal 


(a) 


(b) 
Figure 4-53 Block diagram representation of potentiometer arrangements in Fig. 4-52. 
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(b) 
Figure 4-54 (a) A dc-motor, position-control system with potentiometers as error sensors. 
(b) Typical waveforms of signals in the control system of part (a). 


Fig. 4-55(a) illustrates a control system that serves essentially the same purpose as 
that of the system in Fig. 4-54(a), except that ac signals prevail. In this case, the 
voltage applied to the error detector is sinusoidal. The frequency of this signal is 
usually much higher than that of the signal that is being transmitted through the 
system. Control systems with ac signals are usually found in aerospace systems that 
are more susceptible to noise. 

Typical signals of an ac control system are shown in Fig. 4-55(b). The signal v(t) is 
referred to as the carrier whose frequency is @,, or 


v(t) = Esin wet (4-192) 
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Figure 4-55 (a) An ac control system with potentiometers as error detectors. (b) Typical waveforms 
of signals in the control system of part (a). 


Analytically, the output of the error signal is given by 
e(t) = K;@,(t)v(t) (4-193) 
where @,(f) is the difference between the input displacement and the load displacement, or 
O,(t) = 4,(t) — az (4) (4-194) 
For the 6, (1) shown in Fig. 4-55(b), e(7) becomes a suppressed-carrier-modulated signal. 
A reversal in phase of e(/) occurs whenever the signal crosses the zero-magnitude axis. This 
reversal in phase causes the ac motor to reverse in direction according to the desired sense 


of correction of the error signal 6, (f). The term suppressed-carrier modulation stems from 
the fact that when a signal 6,(t) is modulated by a carrier signal v(t) according to Eq. 
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4-6-2 Tachometers 


(4-193), the resultant signal e(¢) no longer contains the original carrier frequency w,. To 
illustrate this, let us assume that @,(f) is also a sinusoid given by 


Ge(t) = sin cost (4-195) 


where, normally, w;<w,. Using familiar trigonometric relations and substituting Eqs. 
(4-192) and (4-195) into Eq. (4-193), we get 


e(t) = 4K,E[cos(w,. — ws)t — cos(we + s)f (4-196) 


Therefore, e(t) no longer contains the carrier frequency w, or the signal frequency w, but 
has only the two sidebands a, + ws, and we — ws. 

When the modulated signal is transmitted through the system, the motor acts as a 
demodulator, so that the displacement of the load will be of the same form as the dc signal 
before modulation. This is clearly seen from the waveforms of Fig. 4-55(b). It should be 
pointed out that a control system need not contain all de or all ac components. It is quite 
common to couple a de component to an ac component through a modulator, or an ac 
device to a dc device through a demodulator. For instance, the dc amplifier of the system in 
Fig. 4-55(a) may be replaced by an ac amplifier that is preceded by a modulator and 
followed by a demodulator. 


Tachometers are electromechanical devices that convert mechanical energy into electrical 
energy. The device works essentially as a voltage generator, with the output voltage 
proportional to the magnitude of the angular velocity of the input shaft. In control systems, 
most of the tachometers used are of the dc variety; that is, the output voltage is a de signal. 
DC tachometers are used in control systems in many ways; they can be used as velocity 
indicators to provide shaft-speed readout, velocity feedback, speed control, or stabilization. 
Fig. 4-56 is a block diagram of a typical velocity-control system in which the tachometer 
output is compared with the reference voltage, which represents the desired velocity to be 
achieved. The difference between the two signals, or the error, is amplified and used to 
drive the motor so that the velocity will eventually reach the desired value. In this type of 
application, the accuracy of the tachometer is highly critical, as the accuracy of the speed 
contro] depends on it. 

In a position-contro! system, velocity feedback is often used to improve the stability or 
the damping of the closed-loop system. Fig. 4-57 shows the block diagram of such an 


Figure 4-56 Velocity-control system with tachometer feedback. 
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Tachometer 


Encoder 


Figure 4-57 Position-control system with tachometer feedback. 


application. In this case, the tachometer feedback forms an inner loop to improve the 
damping characteristics of the system, and the accuracy of the tachometer is not so critical. 

The third and most traditional use of a dc tachometer is in providing the visual speed 
readout of a rotating shaft. Tachometers used in this capacity are generally connected 
directly to a voltmeter calibrated in revolutions per minute (rpm). 


Mathematical Modeling of Tachometers 
The dynamics of the tachometer can be represented by the equation 


é;{f) = K, =! = K,(t) (4-197) 


where ef) is the output voltage; @(r), the rotor displacement in radians; w(t), the rotor 
velocity in rad/sec; and K,, the tachometer constant in V/rad/sec. The value of K, is 
usually given as a catalog parameter in volts per 1000 rpm (V/krpm). 

The transfer function of a tachometer is obtained by taking the Laplace transform on 
both sides of Eq. (4-197). The result is 


= Kis (4-198) 
where E,(s) and @(s) are the Laplace transforms of e,(t) and @(t), respectively. 


4-6-3 Incremental Encoder 


Incremental encoders are frequently found in modern control systems for converting linear 
or rotary displacement into digitally coded or pulse signals. The encoders that output a 
digital signal are known as absolute encoders. In the simplest terms, absolute encoders 
provide as output a distinct digital code indicative of each particular least significant 
increment of resolution. Incremental encoders, on the other hand, provide a pulse for each 
increment of resolution but do not make distinctions between the increments. In practice, 
the choice of which type of encoder to use depends on economics and control objectives, 
For the most part, the need for absolute encoders has much to do with the concern for data 
loss during power failure or the applications involving periods of mechanical motion 
without the readout under power. However, the incremental encoder’s simplicity in 
construction, low cost, ease of application, and versatility have made it by far one of 
the most popular encoders in control systems. Incremental encoders are available in rotary 
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Ge 
Figure 4-58 Rotary incremental encoder Figure 4-59 Linear incremental encoder 
(courtesy of DISC Instruments, Inc.). (courtesy of DISC Instruments, Inc.). 


and linear forms. Fig. 4-58 and Fig. 4-59 show typical rotary and linear incremental 
encoders. 

A typical rotary incremental encoder has four basic parts: a light source, a rotary disk, 
a stationary mask, and a sensor, as shown in Fig. 4-60. The disk has alternate opaque and 
transparent sectors. Any pair of these sectors represents an incremental period. The mask is 
used to pass or block a beam of light between the light source and the photosensor located 
behind the mask. For encoders with relatively low resolution, the mask is not necessary. For 
fine-resolution encoders (up to thousands of increments per evolution), a multiple-slit mask 
is often used to maximize reception of the shutter light. The waveforms of the sensor 
outputs are generally triangular or sinusoidal, depending on the resolution required. 
Square-wave signals compatible with digital logic are derived by using a lmear amplifier 
followed by a comparator, Fig. 4-61(a) shows a typical rectangular output waveform of a 
single-channel incremental encoder. In this case, pulses are produced for both directions of 
shaft rotation. A dual-channel encoder with two sets of output pulses is necessary for 
direction sensing and other control functions. When the phase of the two-output pulse train 
is 90° apart electrically, the two signals are said to be in quadrature, as shown in Fig. 4-61 
(b). The signals uniquely define 0-to-1 and 1-to-0 logic transitions with respect to the 
direction of rotation of the encoder disk so that a direction-sending logic circuit can be 
constructed to decode the signals. Fig. 4-62 shows the single-channel output and the 
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Figure 4-60 Typical incremental optomechanics. 
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Figure 4-61 (a) Typical rectangular output waveform of a single-channel encoder device 
(bidirectional). (b} Typical dual-channel encoder signals in quadrature (bidirectional), 


(a) 


Quadrature 90°e— 


(b) 


Figure 4-62 (a) Typical sinusoidal output waveform of a single-channel encoder device. 
(b) Typical dual-channel] encoder signals in quadrature. 


quadrature outputs with sinusoidal waveforms. The sinusoidal signals from the incremental 
encoder can be used for fine position control in feedback control systems. The following 
example illustrates some applications of the incremental encoder in control systems. 


- EXAMPLE 4-6 Consider an incremental encoder that generates two sinusoidal signals in quadrature as the encoder 
disk rotates. The output signals of the two channels are shown in Fig. 4-63 over one cycle. Note that 
the two encoder signals generate 4 zero crossings per cycle. These zero crossings can be used for 
position indication, position control, or speed measurements in control systems. Let us assume that 
the encoder shaft is coupled directly to the rotor shaft of a motor that directly drives the printwheel of 
an electronic typewriter or word processor. The printwheel has 96 character positions on its periphery, 
and the encoder has 480 cycles. Thus, there are 480 x 4 = 1920 zero crossings per revolution. For the 
96-character printwheel, this corresponds to 1920/96 = 20 zero crossings per character; that is, there 
are 20 zero crossings between two adjacent characters. 
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One way of measuring the velocity of the printwheel is to count the number of pulses generated 
by an electronic clock that occur between consecutive zero crossings of the encoder outputs. Let us 
assume that a 500-kHz clock is used; that is, the clock generates 500,000 pulses/sec. If the counter 
records, say, 500 clock pulses while the encoder rotates from the zero crossing to the next, the shaft 


speed is 
eter Pe = 1000 zero crossings/sec 
500 pulses/zero crossing 
= 1000 zero kendall iol = 0.52083 rev/sec (4-199) 
1920 zero crossings/rev 
= 31.25 rpm 


The encoder arrangement described can be used for fine position control of the printwheel. Let the 
zero crossing A of the waveforms in Fig. 4-63 correspond to a character position on the printwheel 
(the next character position is 20 zero crossings away), and the point corresponds to a stable 
equilibrium point. The coarse position control of the system must first drive the printwheel position to 
within 1 zero crossing on either side of position A; then, by using the slope of the sine wave at posi non 
A, the control system should null the error quickly. 


= 4-7 DC MOTORS IN CONTROL SYSTEMS 


Direct-current (dc) motors are one of the most widely used prime movers in the industry 
today. Years ago, the majority of the small servomotors used for control purposes were 
ac, In reality, ac motors are more difficult to control, especially for position control, and 
their characteristics are quite nonlinear, which makes the analytical task more difficult. 
DC motors, on the other hand, are more expensive, because of their brushes and 
commutators, and variable-flux dc motors are suitable only for certain types of control 
applications. Before permanent-magnet technology was fully developed, the torque- 
per-unit volume or weight of a dc motor with a permanent-magnet (PM) field was far 
from desirable. Today, with the development of the rare-earth magnet, it is possible to 
achieve very high torque-to-volume PM dc motors at reasonable cost. Furthermore, the 
advances made in brush-and-commutator technology have made these wearable parts 
practically maintenance-free. The advancements made in power electronics have made 
brushless dc motors quite popular in high-performance control systems. Advanced 
manufacturing techniques have also produced de motors with ironless rotors that have 
very low inertia, thus achieving a very high torque-to-inertia ratio. Low-time-constant 
properties have opened new applications for de motors in computer peripheral equip- 
ment such as tape drives, printers, disk drives, and word processors, as well as in the 
automation and machine-tool industries. 
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4-7-1 Basic Operational Principles of DC Motors 


The dc motor is basically a torque transducer that converts electric energy into mechanical 
energy. The torque developed on the motor shaft is directly proportional to the field flux 
and the armature current. As shown in Fig. 4-64, a current-carrying conductor is 
established in a magnetic field with flux @, and the conductor is located at a distance r 
from the center of rotation. The relationship among the developed torque, flux ¢, and 
current /,, is 


Tm = KmQig (4-200) 


where 7,,, is the motor torque (in N-m, lb-ft, or 0z-in.); @, the magnetic flux (in webers); i,, 
the armature current (in amperes); and K,,,, a proportional constant. 

In addition to the torque developed by the arrangement shown in Fig. 4-64, when the 
conductor moves in the magnetic field, a voltage is generated across its terminals. This 
voltage, the back emf, which is proportional to the shaft velocity, tends to oppose the 
current flow. The relationship between the back emf and the shaft velocity is 


where e, denotes the back emf (volts) and w,, is the shaft velocity (rad/sec) of the motor. 
Eqs. (4-200) and (4-201) form the basis of the dc-motor operation. 


4-7-2 Basic Classifications of PM DC Motors 


In general, the magnetic field of a dc motor can be produced by field windings or permanent 
magnets. Due to the popularity of PM dc motors in control system applications, we shall 
concentrate on this type of motor. 

PM dc motors can be classified according to commutation scheme and armature 
design. Conventional de motors have mechanical brushes and commutators. However, an 
important type of dc motors in which the commutation is done electronically is called 
brushless dc. 

According to the armature construction, the PM dc motor can be broken down into 
three types of armature design: iron-core, surface-wound, and moving-coil motors. 


Iron-Core PM DC Motors 

The rotor and stator configuration of an iron-core PM de motor is shown in Fig. 4-65. The 
permanent-magnet material can be barium ferrite, Alnico, or a rare-earth compound. The 
magnetic flux produced by the magnet passes through a laminated rotor structure that 
contains slots. The armature conductors are placed in the rotor slots. This type of dc motor 
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Figure 4-65 Cross-section view of apermanent- Figure 4-66 Cross-section view of a surface- 
magnet (PM) iron-core dc motor. wound permanent-magnet (PM) dc motor. 


is characterized by relatively high rotor inertia (since the rotating part consists of the 
armature windings), high inductance, low cost, and high reliability. 


Surface-Wound DC Motors 

Fig. 4-66 shows the rotor construction of a surface-wound PM dc motor. The armature 
conductors are bonded to the surface of a cylindrica] rotor structure, which 1s made of 
laminated disks fastened to the motor shaft. Because no slots are used on the rotor in this 
design, the armature has no “cogging” effect. The conductors are laid out in the air gap 
between the rotor and the PM field, so this type of motor has lower inductance than that of 
the iron-core structure. 


Moving-Coil DC Motors 

Moving-coil motors are designed to have very low moments of inertia and very low armature 
inductance. This is achieved by placing the armature conductors in the air gap between a 
stationary flux return path and the PM structure, as shown in Fig. 4-67. In this case, the 
conductor structure is supported by nonmagnetic material—usually epoxy resins or fiber- 
glass—to form a hollow cylinder. One end of the cylinder forms a hub, which is attached to the 
motor shaft. A cross-section view of such a motor is shown in Fig. 4-68. Because all 


Conductors 
(bonded together by 
nonmagnetic materials) 
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Figure 4-67 Cross-section view of a surface- 
wound permanent-magnet (PM) dc motor. 
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Figure 4-68 Cross-section side view of a moving-coil de motor. 


unnecessary elements have been removed from the armature of the moving-coil motor, its 
moment of inertia is very low. Because the conductors in the moving-coil armature are not in 
direct contact with iron, the motor inductance is very low, and values of less than 100 2H are 
common in this type of motor. Its low-inertia and low-inductance properties make the moving- 
coil motor one of the best actuator choices for high-performance control systems. 


Brushless DC Motors 
Brushless de motors differ from the previously mentioned dc motors in that they employ 
electrical (rather than mechanical) commutation of the armature current. The most common 
configuration of brushless dc motors—especially for incremental-motion applications—is 
one in which the rotor consists of magnets and “‘back-iron’’ support and whose commutated 
windings are located external to the rotating parts, as shown in Fig. 4-69. Compared to the 
conventional de motors, such as the one shown in Fig. 4-68, it is an inside-out configuration. 
Depending on the specific application, brushless dc motors can be used when a low 
moment of inertia is nccded, such as the spindle drive in high-performance disk drives used 
in computers. 


4-7-3 Mathematical Modeling of PM DC Motors 


Dc motors are extensively used in control systems. In this section we establish the 
mathematical model for dc motors. As it will be demonstrated here, the mathematical model 
of a dc motor is linear. We use the equivalent circuit diagram in Fig. 4-70 to represent a PM dc 


Stator 


Permanent-magnet Figure 4-69 Cross-section view of a brushless, 
rotor permanent-magnet (PM), iron-core dc motor. 
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motor. The armature is modeled as a circuit with resistance R,, connected in series with an 
inductance L,,, and a voltage source e, representing the back emf (electromotive force) in the 
armature when the rotor rotates. The motor variables and parameters are defined as follows: 


i,{t) = armature current Le = atmature inductance 

R, = armature resistance €,(t) = applied voltage 

e,(t) = back emf Ky, = back-emf constant 

T1(t} = load torque ¢@ = magnetic flux in the air gap 
Tin(é) = motor torque @,,(¢) = rotor angular velocity 
O,(t) = rotor displacement din = rotor inertia 

K; = torque constant Bm = Viscous-friction coefficient 


With reference to the circuit diagram of Fig. 4-70, the control of the dc motor is applied at 
the armature terminals in the form of the applied voltage e,(t). For linear analysis, we 
assume that the torque developed by the motor is proportional to the air-gap flux and the 
armature current, Thus, 


Tim (ft) = Km(t)dia(t) (4-202) 
Because ¢ is constant, Eq. (4-202) is written 
Tin(t) = Kiia(t) (4-203) 
where K; is the torque constant in N-m/A, lb-ft/A, or oz-in/A. 


Starting with the control input voltage e,(f), the cause-and-effect equations for the 
motor circuit in Fig. 4-70 are 


dig(t 1 R } 
ih) ca(t) — Shalt) — —en(t) (4-204) 

Mi a a 
Tm(t) = Kiia(t) (4-205) 

dOin(t 
e,(t) = hy Bult) = Kp@yn(t) (4-206) 
2 On{t) 1 1 By, d0,n{t) 

“de ig el ge) ae, ae an 


where 7,(f) represents a load frictional torque such as Coulomb friction. 
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Figure 4-71 Signal-flow graph diagram of a dce-motor system with nonzero initial conditions. 


Eqs. (4-204) through (4-207) consider that the applied voltage e,(f) is the cause; Eq. 
(4-204) considers that di,(7)/dt is the immediate effect due to e,(t); in Eq. (4-205), i,(t) 
causes the torque T,,,(¢); Eq. (4-206) defines the back emf; and, finally, in Eq. (4-207), the 
torque 7,,,({¢} causes the angular velocity «,,({t) and displacement @,,(t). 

The state variables of the system can be defined as i,(t), @m(f), and 6,(t). By direct 
substitution and eliminating all the nonstate variables from Eqs. (4-204) through (4-207), 
the state equations of the dc-motor system are written in vector-matrix form: 


we) ) [Re Kg | 
Pid (1) cE qe, Ly (t ) L, 0 
7? — | K; By 0 Gm (f) | + 0 €q(t) + —F Ti (t) (4-208) 
“ou — i 
d6,,(t) 2 = 0 Om(t) Q Q 
dt 


Notice that, in this case, 7,(t) 1s treated as a second input in the state equations. 

The SFG diagram of the system is drawn as shown in Fig. 4-71, using Eq. (4-208). The 
transfer function between the motor displacement and the input voltage is obtained from 
the state diagram as 


Orn(s) = K; 
Eq (s) Ladms? + (RaJin + Binlg)s* + (KpK; + RaBm)s 


(4-209) 


where 7;(t) has been set to zero. 
Fig. 4-72 shows a block-diagram representation of the dc-motor system. The advan- 
tage of using the block diagram is that it gives a clear picture of the transfer function 


T,{s) 


Figure 4-72 Block diagram of a dce-motor system. 
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relation between each block of the system. Because an s can be factored out of the 
denominator of Eq. (4-209), the significance of the transfer function ©,,(s)/Eq(s) is that 
the dc motor is essentially an integrating device between these two variables, This is 
expected because, if e,(¢) is a constant input, the output motor displacement will behave as 
the output of an integrator; that is, it will increase linearly with time, 

Although a de motor by itself is basically an open-loop system, the SFG diagram of Fig. 
4-71 and the block diagram of Fig. 4-72 show that the motor has a “built-in” feedback loop 
caused by the back emf. Physically, the back emf represents the feedback of a signal that is 
proportional to the negative of the speed of the motor. As seen from Eq. (4-209), the back- 
emf constant K, represents an added term to the resistance R,, and the viscous-friction 
coefficient B,,. Therefore, the back-emf effect is equivalent to an ‘‘electric friction,”’ which 
tends to improve the stability of the motor and, in general, the stability of the system. 


Relation between K; and K, 

Although functionally the torque constant K; and back-emf constant K;, are two separate 
parameters, for a given motor their values are closely related. To show the relationship, we 
write the mechanical power developed in the armature as 


P = ep(tjia(t) (4-210) 
The mechanical power is also expressed as 
P = Tn(t)@m(E) (4-211) 


where, in SI units, 7,,,(¢) is in N-m and w,,{f) is in rad/sec. Now, substituting Eqs. (4-205) 
and (4-206) in Eq. (4-210), we get 


Tin(t 
P= Try (t)@n(t) = Kpom(t) = ) (4-212) 
from which we get 
K,(Virad/sec) = K;(N-m/A) (4-213) 


Thus, we see that, in SI units, the values of K;, and K;, are identical if K, is represented in 
Viérad/sec and K; is in N-m/A. 
In the British unit system, we convert Eq. (4-210) into horsepower (hp); that is, 


sa ep(t)ia(t) 
P= ——a46 hp (4-214) 


In terms of torque and angular velocity, P 1s 


_ Tin (f) @n(t) fi 


. 550 


(4-215) 


where 7,,,,{¢) is in ft-lb and @,,(t) is in rad/sec. Using Eq. (4-205) and (4-206), and equating 
Eg. (4-214) to Eq. (4-215), we get 


Kp@m(t)Tm(t) _ In (thom(t) 
746K;  —s- 550 (20) 
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Thus, 


746 
Rac = 1356 A519 


where K;, is in V/rad/sec and X; is in ft-lb/A. 


4-8 SYSTEMS WITH TRANSPORTATION LAGS (TIME DELAYS) 


Thus far, the systems considered all have transfer functions that are quotients of 
polynomials. In practice, pure time delays may be encountered in various types of systems, 
especially systems with hydraulic, pneumatic, or mechanical transmissions. Systems with 
computer control also have time delays, since it takes time for the computer to execute 
numerical operations. In these systems, the output will not begin to respond to an input 
until after a given time interval. Fig. 4-73 illustrates systems in which transportation Jags or 
pure time delays are observed. Fig. 4-73(a) outlines an arrangement where two different 
fluids are to be mixed in appropriate proportions. To assure that a homogeneous solution is 
measured, the monitoring point is located some distance from the mixing point. A time 
delay therefore exists between the mixing point and the place where the change in 
concentration is detected. If the rate of flow of the mixed solution is v inches per second 
and d is the distance between the mixing and the metering points, the time lag ts given by 


d 
7 = : seconds (4-218) 


If it is assumed that the concentration of the mixing point is y(#) and that it is reproduced 
without change 7; seconds later at the monitoring point, the measured quantity is 


b(t) = X(t — Ta) (4-219) 
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Figure 4-73 Systems with transportation lag. 
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The Laplace transform of Eq. (4-219) is 


B(s) = e 8 Y(s) (4-220) 


where Y(5) is the Laplace transform of y(t). The transfer function between b(t) and y(f) is 
—_ = e Tas (4-221) 


Fig. 4-73(b) illustrates the control of thickness of rolled steel plates. The transfer function 
between the thickness at the rollers and the measuring point is again given by Eq. (4-221). 


4-8-1 Approximation of the Time-Delay Function by Rational Functions 


Systems that are described inherently by transcendental transfer functions are more 
difficult to handle. Many analytical tools such as the Routh-Hurwitz criterion (Chapter 2) 
are restricted to rational transfer functions. The root-locus technique (Chapter 7) is also 
more easily applied only to systems with rational transfer functions. 

There are many ways of approximating e~/45 by a rational function. One way is to 
approximate the exponential function by a Maclaurin series; that is, 


eW TS 1 = Tas + ras (4-222) 
or 


Tas mAs 1 


e 08 = —________—. 
1+ Tgs + T3s?/2 


(4-223) 


where only three terms of the series are used. Apparently, the approximations are not valid 
when the magnitude of 7s is large. 

A better approximation is to use the Pade approximation [5, 6], which is given in the 
following for a two-term approximation: 


1 — Tgs/2 

Sie 4-224 

1+ Tas / 2 ( 

The approximation of the transfer function in Eq. (4-224) contains a zero in the right-half 

s-plane so that the step response of the approximating system may exhibit a small negative 
undershoot near t = 0. 


;- 4-9 LINEARIZATION OF NONLINEAR SYSTEMS 


From the discussions given in the preceding sections on basic system modeling, we 
should realize that most components found in physical systems have nonlinear char- 
acteristics. In practice, we may find that some devices have moderate nonlinear 
characteristics, or nonlincar propcrtics that would occur if they were driven into certain 
operating regions. For these devices, the modeling by linear-system models may give 
quite accurate analytical results over a relatively wide range of operating conditions. 
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However, there are numerous physical devices that possess strong nonlinear character- 
istics. For these devices, a linearized model is valid only for limited range of operation 
and often only at the operating point at which the linearization is carried out. More 
importantly, when a nonlinear system is linearized at an operating point, the linear 
model may contain time-varying elements. 


4-9-1 Linearization Using Taylor Series: Classical Representation 


In general, Taylor series may be used to expand a nonlinear function f(x(?)) about a 
reference or operating value xp(f). An operating value could be the equilibrium position in 
a spring-mass-damper, a fixed voltage in an electrical system, steady state pressure in a 
fluid system, and so on. A function f(x(t)) can therefore be represented in a form 


) = Yaa ~ x9(t))! (4-225) 


where the constant c; represents the derivatives of f(x(t)) with respect to x(é) and evaluated 
at the operating point xo(t). That is 


1 d' f (xo) 
i=5 a (4-226) 
Or 
F(s()) = Flag) + LOD (0) — (ey) + 5 LOO) ae) — x(t)? 
(4-227) 


3 ang 
ae ol, (0) —20())? + SFO) le) 


(x(t) — xo(#))” 


lf A(x) = x(t) — xo(f) is small, the series Eq. (4-227) converges, and a linearization 
scheme may be used by replacing f(x(f)) with the first two terms in Eq. (4-227). 
That ts, 


Flat) &F(0(0)) + LOD a(t) — xo(2)) 


=cgo +e¢,Ax 


(4-228) 


4-9-2 Linearization Using the State Space Approach 


Alternatively, let us represent a nonlinear system by the following vector-matrix state 
equations: 


ax(t 
= = f[x(r), r(t)] (4-229) 
where x(¢) represents the n x 1 state vector; r(t), the p x 1 input vector; and f[x(¢), r 
(t)], an X 1 function vector. In general, fis a function of the state vector and the input 
vector. 


208 Chapter 4. Theoretical Foundation and Background Material: Modeling of Dynamic Systems 


Being able to represent a nonlinear and/or time-varying system by state equations is a 
distinct advantage of the state-variable approach over the transfer-function method, since 
the latter is strictly defined only for linear time-invariant systems. 

As a simple example, the following nonlinear state equations are given: 


aut) =axy(t)+ x3(t) (4-230) 
dt 

a: 
aN = x, (1) + r(t) (4-231) 


Because nonlinear systems are usually difficult to analyze and design, it is desirable to 
perform a linearization whenever the situation justifies It. 

A linearization process that depends on expanding the nonlinear state equations into a 
Taylor series about a nominal operating point or trajectory is now described. All the terms 
of the Taylor series of order higher than the first are discarded, and the linear approximation 
of the nonlinear state equations at the nominal point results. 

Let the nominal operating trajectory be denoted by x(f), which corresponds to the 
nominal input ro(f) and some fixed initial states. Expanding the nonlinear state equation of Eq. 
(4-229) into a Taylor series about x(t) = xo(t) and neglecting all the higher-order terms yields 


n } P : 
silt) = Filsosto) + YA (ej x95) 4 ED ey — roy) 4-232) 


= Ox; ae al Or; a 

where i= 1, 2,..., 4. Let 

Ax; = x} — Xo; (4-233) 
and 

Arj =rj—1; (4-234) 
Then 

AX; = Xj — XO; (4-235) 
Since 

xoi = filXo, Fo) (4-236) 
Eq. (4-232) is written 

Ax; = = Axj+ ye Ar; (4-237) 
jl Xp. j=l Xo-Fo 


Eq. (4-237) may be written in vector-matrix form: 


Ax = A*Ax+ B*Ar (4-238) 


I> EXAMPLE 4-9-1 
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where 

of Oh Of 
Oxy Ox2 Oxn 

._ |9 A | 

AY= | ax; xz Ox, (4-239) 
fn An | fn 
Ox; Ox OXn 
Or; Oro Or p 

B= Or; Oro Ory (4-240) 
Or) Ore Ory 


The following examples serve to illustrate the linearization procedure just described. 


Find the equation of motion of a pendulum with a mass mm and a massless rod of length /, as shown in 
Fig. 4-74. 


SOLUTION Assume the mass is moving in the positive direction as defined by angle 8. Note that @ is 
measured from the x axis in the counter-clockwise direction. The first step is to draw the free-body 
diagram of the components of the system, i.e., mass and the rod, as shown in Fig. 4-74(b). For the 
mass #1, the equations of motion are 


ys F, = ma, (4-241) 
>. Fr = may (4-242) 


where F, and F, are the external forces applied to mass m, and @, and a, are the components of 
acceleration of mass 71 in x and y, respectively. Acceleration of mass m is a vector with tangential and 
centripetal components. Using the rectangular coordinate frame (x, y) representation, acceleration vector is 


ee (-0 sing — £6°sin 6)i + (é cos 6 — £6°sin 6)j (4-243) 
where i and j are the unit vectors along x and y directions, respectively. As a result, 
ax = (—€6sin@ ~ £6’ sind) (4-244) 
ay = (£5cos6 — £6 sine) (4-245) 
A 


Figure 4-74 (a) A spring-supported pendulum. 
(a) (b) (b) Free-body diagram of mass 177. 
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& EXAMPLE 4-9-2 


Considering the external forces applied to mass, we have 


\_ Fy = —Frcos6 + mg (4-246) 
S| Fy = Fr sind (4-247) 
Eqs. (4-241) and (4-242) may therefore be rewritten as 
_Fr cos@-+ mg = mn (—e8sine ~ 26° sin 0) (4-248) 
—Frsin@d = m @ cos @ — 06" sin 6) (4-249) 
Premultiplying Eg. (4-185) by (— sind) and Eq. (4-186) by (cos 6) and adding the two, we get 
—me sind = m£ée (4-250) 
where (sin?@ + cos*@ = 1). After rearranging, Eq. (4-250) is rewritten as 
n€6 + mg sind = 0 (4-251) 
Or 
6+ ; sind = 0 (4-252) 


In brief, using static equilibrium position @=0 as the operating point, for small motions the 
linearization of the system implies A@ = @ =~ sin @. Hence, the linear representation of the system is 
b+50=0. 
Alternatively in the state space form, we define x) = 8 and.x2 = 4 as state variables, and as a result the 
State space representation of Eq. (4-252) becomes 

41 = *2 

; g. (4-253) 

x) = —= sinx 

id 

Substituting Eq. (4-253) into (4-173) with r{t) = 0, since there is no input (or external excitations) in 
this case, we get 


Ax (t) = FAL ven(e) = Av>(r) (4-254) 
sept. OD Ap. 58 ee 
A(t) = Bx, (2) Ax(t) = —F An (4) (4-255) 


where Ax; (t) and Ax2(t) denote nominal values of x;(¢) and x(t), respectively. Notice that the last 
two equations are linear and are valid only for smal! signals. In vector-matrix form, these linearized 


state equations are written as 
Av(t)] _ [O 1] [Axi(2) . 
ped 7 F 7 pees (4-256) 


= constant (4-257) 


where 


[Oo 


g= 


oy 


It is of interest to check the significance of the linearization. If x9; is chosen to be at the origin of the 
nonlinearity, x9; = 0, then a = K; Eq. (4-255) becomes 


Axa (t) = KAx,(t) (4-258) 
Switching back to classical representation, we get 


6+ Ke=0 (4-259) 


For the pendulum shown in Fig. 4-74, re-derive the differential equation using the moment equation. 


SOLUTION The free-body diagram for the moment equation is shown in Fig. 4-74. Applying the 
moment equation about the fixed point O, 


> Mo = mle (4-260) 
—fsind@ - mg = mé°6 
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Rearranging the equation in the standard input—output differential equation form, 


me?6 + mgé sing = 0 (4-261) 
or 
8 +5 sing =0 (4-262) 
which ts the same result obtained previously. For small motions, as in Example 4-9-1, 
sin€ ~ @ (4-263) 
The linearized differential equation is 
6+ 029 =0 (4-264) 


where 


Wn = /f (4.265) 


EXAMPLE 4-9-3 In Example 4-9-1, the linearized system turns out to be time-invariant. As mentioned carlicr, 
linearization of a nonlinear system often results in a linear time-varying system. Consider the 
following nonlinear system: 


er ea : 
*(t) = 20 (4-266) 
&2(t) = u(t)x1(f) (4-267) 


These equations are to be linearized about the nominal trajectory [x9; (t), xo2(¢)], which is the solution 
to the equations with initial conditions x,(0) = x2(0) = 1 and input u(t) = 0. 
Integrating both sides of Eq. (4-267) with respect to t, we have 


xi{t) = 4x2(0) = 1 (4-268) 
Then Eq. (4-266) gives 
xy(t)}=—t+ 1 (4-269) 
Therefore, the nominal trajectory about which Eys. (4-266) and (4-267) are to be linearized is described by 
XQ] (t) =—-f+1 (4-270) 
xo2(t) = | (4-271) 
Now evaluating the coefficients of Eq. (4-237), we get 
Of: {t) Ott) 2 Att)  .. Alt) ; 
= (Qe edit SoS YE = 
ax) ° ani) 8 ant Guay beers) 
Bq. (4-237) gives 
2 
Ai; (t) = =—Ar(t) (4-273) 
Xp (t) 
Axo(t) = ug(t)Ax(t) + x91 (f)Ad(t) (4-274) 
By substituting Eqs. (4-270) and (4-271) into Eqs. (4-273) and (4-274), the linearized equations are 
Ati(t)] _ [0 2] fAr(z) 0 ma 
[aint] = [oo] |asaey] * [12 ]oee wa 


which is a set of linear state equations with time-varying coefficients. 

Fig. 4-75 shows the diagram of a magnetic-ball-suspension system. The objective of the system 
is to control the position of the steel ball by adjusting the current in the electromagnet through the 
input voltage e(t). The differential equations of the system are 


y(t) _ P(t) 
di(t) 


e(t) = Ri(t) + L (4-277) 
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Figure 4-75 Magnetic-ball-suspension system. 


where 


e(t) = input voltage 

y(€} = ball position 

(4) = winding current 

R = winding resistance 
£L = winding inductance 
M = mass of ball 


g = gravitational acceleration 


Let us define the state variables as x1(t) = y(t), x2(t) = dy(t)/dt, and x3(t} = c(t). The state 


equations of the system are 
dx, (t) = 
dt 
dxo(t) _ oe 130) 
dt M x,(t) 
dx3(t) 
dt 


Let us linearize the system about the equilibrium point yg(#) = x9; = constant. Then, 


x2(t) 


R 1 
= — prt) 2 pon 


The nominal value of i(¢) is determined by substituting Eq. (4-282) into Eq. (4-276) 


e(t) = Rit) + poe 


Thus, 


ig{t) = xoa(t) = +/Mexor 


(4-278) 


(4-279) 


(4-280) 


(4-281) 


(4-282) 


(4-283) 


(4-284) 
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The linearized state equation is expressed in the form of Eq. (4-238), with the coefficient matrices A” 
and B* evaluated as 


0 1 O 0 1 0 
X03 0 —2x93 a oe g 1/2 
A* = Mx2. X61 Mxo => XOl Mxo; (4-285) 
R R 
0 0 —-= 0 saad 
L : L 
0 
B* = : (4-286) 
c 


4-10 ANALOGIES 


Comparing Eqs. (4-11), (4-41), and (4-65), it is not difficult to see that the mechanical 
systems in Eqs. (4-11) and (4-41) are analogous to a series RLC electric network shown in 
Example 4-2-1. As a result, with this analogy, mass M and inertia J are analogous to 
inductance L, the spring constant K is analogous to the inverse of capacitance 1/C, and the 
viscous-friction coefficient B is analogous to resistance R. 


- EXAMPLE 4-10-1 It is logical, in Example 4-1-1, to assign v(z), the velocity, and f;,(¢), the force acting on the spring, as 
State variables, since the former is analogous to the current in Z and the latter is analogous to the 
voltage across C. Writing the force on M and the velocity of the spring as functions of the state 
variables and the input force f(z}, we have 
Force on mass: 


M on = — f(t) — Bv(t) + f (2) (4-287) 
Velocity of spring: 
I dfy(t) _ 
. v(t) (4-288) 


The final equation of motion Eg. (4-11} may be obtained by dividing both sides of Eq. (4-287) by M 
and multiplying Eq. (4-288) by K. Hence, in terms of displacement y(?), 


d*y(t)  B dy(t) K FO) 


seca pone —— f = na 
ae tM a two oe 
Considering Example 4-2-1, after rewriting Eq. (4-67) as 
f 
pao _ = —e,(t) — Ri(t) + e(z) (4-290) 
and using the current relation Eq. (4-66): 
de,(t ) 3 
C ae i(t) (4-291) 


the comparison of Eq. (4-287) with Eq. (4-290) and Eq. (4-288) with Eq. (4-291) clearly shows eg 
analogies among the mechanical and electrical components. 


s~ EXAMPLE 4-10-2 As another example of writing the dynamic equations of a mechanical system with translational 
motion, consider the system shown in Fig. 4-9(a). Because the spring is deformed when it is subject 
to a force f(t), two displacements, y; and y2, must be assigned to the end points of the spring. The 
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EXAMPLE 4-10-3 
A Pneumatic System 


Figure 4-76 Electric network analogous to 
the mechanical system in Fig. 4-10. 


free-body diagram of the system is shown in Fig. 4-9(b). The force equations are 


F(t) = Kp (t) — y2(7)] (4-292) 
_ ,,d*ya(t) | dye(t) 
Klyi(t) — yalt)] = M— + B— (4-293) 
These equations are rearranged as 
l 
yilt) = yall) +E FO) (4-294) 


Zu 
Pont) 8 OO i) — (0) (4-295) 
By using the last two equations, the SFG diagram of the system is drawn in Fig. 4-10(a). The state 
variables are defined as .x)(t) = yo(t) and xo(t) = dyo(t)/dt. The state equations are written directly 
from the state diagram: 
dx; (t) 
dt 


= X9(t) (4-296) 


dx3(r} B I 
—_—_ SS |} ey — ap 7 
Bye +e FO (4-297) 
As an alternative, we can assign the velocity v(t) of the mass Mas one state variable and the force f,.(f) 
on the spring as the other state variable. We have 
dy(t) B | 
= —— VP — fi 8 
dt Mi) + 9g Fle) i a2e) 


Aa) = #0) (4-299) 
One may wonder why there is only one state equation in Eq. (4-287), whereas there are two state variables 
in v(Z) and f,(t). The two state equations of Eqs. (4-296) and (4-297) clearly show that the system is of the 
second order. The situation is better explained by referring to the analogous electric network of the system 
shown in Fig, 4-76. Although the network has two energy-storage elements in Z and C, and thus there 
should be two state variables, the voltage across the capacitance e,{#) in this case is redundant, since it ts 
equal to the applied voltage e(t). Eqs. (4-298) and (4-297) can provide only the solutions to the velocity of 
M, v(#), which is the same as dya(t)/dt, once ft) is specified. Then y.() is determined by integrating +(2) 
with respect to ¢. The displacement y)(f) is then found using Eq. (4-292). On the other hand, Eqs. (4-296) 
and (4-297) give the solutions to y2(f) and dy2(f\/dt directly, and y,(#) is obtained from Eg. (4-292). 
The transfer functions of the system are obtained by applying the gain formula to the state diagram. 
¥y(s) 2 1 
F(s)  s(Ms +B) 


Y,(s) _ Ms? + Bs + K 
F(s)  Ks{Ms +B) 


(4-300) 


(4-301) 


Dry air passes through a valve into a rigid | m* container, as shown in Fig. 4-77, at a constant 
temperature T = 25°C(= 298°K). The pressure at the left-hand side of the valve is p,, which is higher 
than the pressure in the tank p. Assuming a laminar flow, the valve resistance becomes linear, 
R = 200 sec/m*. Find the time constant of the system. 


- EXAMPLE 4-10-4 
A One-Tank Liquid-Level 
System 


4-10 Analogies © 215 


dm R Gm 
Pp, ——> xX 
Figure 4-77 A pneumatic system with a valve and a 
spherical rigid tank. 


SOLUTION Assuming air as an ideal gas, isothermal process, and low pressures, from Example 4-5-5, 
the equation of the system is 


RV 
——f = Pp; 4-302 
Rat’ + p= Pi ( ) 
where air at standard pressure and temperature is represented as an ideal gas, 
p l 
TT —_—_——lUc i = 4- \3 
fr 0 RarT p Ro? Pp (4-303) 
Thus, the time constant is 
RV (200){1) ~3 
= = = 7,5(10) 4-304 
T= 2 oT  98.63(298) (IO sec ae 
where, from reference [1] at the end of this chapter, 
ftlbp 0.3048 m 4.45N kgm/sec* — lb oR m? 
Rae = 53.35 — = ———_— = 88.3 
ane Ib,°R ff 1b; N  0.4536kg °K(9/5) ” sec2°K 


For the liquid-level system shown in Fig, 4-45, C = A/g is the capacitance and p = R is the 
resistance. As a result, system time constant ist = RC. Comparing the thermal, fluid, and electrical 
systems, similar analogies may be obtained, as shown in Table 4-8. 


TABLE 4-8 Mechanical, Thermal, and Fluid Systems and Their Electrical Equivalents 


System R,C, L Analogy 
Mechanical (translation) F= Bult) e=>F 
R=B8B i(t) = >v(t) 
. where 
F=K [vce p= wale 
_t i(t) = current 
—K F = force 
v(t) = — i: Fd v(t} = linear velocity 
Af 
L=M 
Mechanical (rotation) T = Bolt) e=>Tlr 
R=B i(t) = > w(t) 
T=K | co(t)dt sade 
e = voltage 
oO 1 a(t) = current 
KK T = torque 
a <T dt w{t) = angular velocity 
L=J 
Fluid (incompressible) AP = Hoa{t) (laminar flow) e=>AP 
R depends on flow regime i(t) = > q(t) 
g(t) = CP where 
C depends on flow regime e = voltage 


L= & (flow in a pipe) 


i(t) = current 


(Continued ) 
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TABLE 4-8 (Continued) 


System RCL Analogy 
where P = pressure 
A = area of cross section q(t) = volume flow rate 
{ = length 
p = fluid density 
Thermal _AT e=>T 
i(t} = > a(t) 
1 where 
Is a [ade e = voltage 


i(t} = current 
T = temperature 
q(t) = heat flow 


4-11 CASE STUDIES 


EXAMPLE 4-11-1 Consider the system in Fig. 4-78. The purpose of the system considered here is to control the positions 


of the fins of a modern airship. Due to the requirements of improved response and reliability, the 
surfaces of modern aircraft are controlled by electric actuators with electronic controls. Gone are the 
days when the ailerons, rudder, and elevators of the aircraft were all linked to the cockpit through 
mechanical linkages. The so-called fly-by-wire control system used in modern aircraft implies that 
the attitude of aircraft is no longer controlled entirely be mechanical linkages. Fig. 4-78 illustrates the 
controlled surfaces and the block diagram of one axis of such a position-control system. Fig. 4-79 
shows the analytical block diagram of the system using the de-motor model given in Fig. 4-72. The 
system is simplified to the extent that saturation of the amplifier gain and motor torque, gear backlash, 
and shaft compliances have all been neglected. (When you get into the real world, some of these 
nonlinear effects should be incorporated into the mathematical model to come up with a better 
controller design that works in reality. The reader should refer to Chapter 6, where these topics are 
discussed in more detail.) 

The objective of the system is to have the output of the system, @,(4), follow the input, 0,(). The 
following system parameters are given initially: 


Gain of encoder Ky, = 1 Virad 
Gain of preamplifier K = adjustable 
Gain of power amplifier Ky, = 10 V/V 
Gain of current feedback Ky =0.5 V/A 
Gain of tachometer feedback kK; = 0 V/rad/sec 
Armature resistance of motor Ra = 5.00 
Armature inductance of motor Le = 0.008 H 


Torque constant of motor 

Back-emf constant of motor 

Inertia of motor rotor 

Inertia of load 

Viscous-friction coefficient of motor 
Viscous-friction coefficient of load 
Gear-train ratio between motor and load 


Ky = 9.0 0z-in/A 

kt, = 0.0636 V/rad/sec 
Jm = 0.0001 02z-in.-sec? 
Jr, = 0.01 oz-in.-sec? 
Bm = 0.005 oz-in.-sec 
BL = 1.0 02z-in.-sec 

N = 6y/On = 1/10 


Because the motor shaft is coupled to the load through a gear tain with a gear ratio of N, 0, = NO», 
the total inertia and viscous-friction coefficient seen by the motor are 


J, = Im + N7Jz, = 0.0001 + 0.01/100 = 0.0002 02-in.-sec? 


B, = Bm + N*B, = 0.005 + 1/100 = 0.015 o2z-in.-sec 


(4-305) 
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Control 
surface 


Contry] 
surface 


Position 
of control 
surface 
TACHOMETER 
Figure 4-78 Block diagram of an attitude-control system of an aircraft. 
Gear 


Sensor Preamp 


Power amplifier 
Current feedback 


Tachometer feedback 


Figure 4-79 Transfer-function block diagram of the system shown in Fig. 4-78. 


respectively. The forward-path transfer function of the unity-feedback system is wrilten from 
Fig. 4-79 by applying the SFG gain formula: 
Ov(s) 


GO aa 


7 KK KiKN (4-306) 
~ §[Lg Ips? + (Rad + Lg By + Ky Kad,)s + RoB, + KyKoB, + KiKy + KKiK;Kj] 
The system is of the third order, since the highest-order term in G(s) is >. The electrical time constant 
of the amplifier-motor system is 
= Ra = — = 0.0003 sec (4-307) 
The mechanical time constant of the motor-load system is 
tt 0.0002 


— = = WY § -3 
B, 0.015 0.01333 sec (4-308) 


Ty 


EXAMPLE 4-11-2 in this case study, we shall model a sun-seeker control system whose purpose is to control the attitude 
of a space vehicle so that it will track the sun with high accuracy. In the system described here, 
tracking the sun in only one plane is accomplished. A schematic diagram of the system is shown in 
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Figure 4-80 Schematic 
diagram of a sun-seeker 
system. 


Error discriminator 


Output pear 


t 4 rie Lin Solar axis 

_ ¥—-——~ BA 

fw |b cl 
i hice 


Vehicle axis 


— f} 


de motor 


Servo 3 
amplifier Cm 


Fig. 4-80, The principal elements of the error discriminator are two small rectangular silicon 
photovoltaic cells mounted behind a rectangular slit in an enclosure. The cells are mounted in such a 
way that when the sensor is pointed at the sun, a beam of light from the slit overlaps both cells. Silicon 
cells are used as current sources and connected in opposite polarity to the input of an op-amp. Any 
difference in the short-circuit current of the two cells is sensed and amplified by the op-amp. Because 
the current of each cell is proportional to the illumination on the cell, an error signal will be present at 
the output of the amplifier when the light from the slit is not precisely centered on the cells. This error 
voltage, when fed to the servoamplifier, will cause the motor to drive the system back into alignment. 
The description of each part of the system is given in the following sections. 


Coordinate System 

The center of the coordinate system is considered to be at the output gear of the system. The 
reference axis is taken to be the fixed frame of the dc motor, and all rotations are measured 
with respect to this axis. The solar axis, or the line from the output gear to the sun, makes an 
angle ,{t) with respect to the reference axis, and 9,(t) denotes the vehicle axis with respect 
to the reference axis. The objective of the control system is to maintain the error between 
6,(t) and @,(t), a(t), near zero: 


a(t) = 6,(t) — A,(t) (4-309) 
The coordinate system described is illustrated in Fig. 4-81. 


Error Discriminator 

When the vehicle is aligned perfectly with the sun, a(t) = 0, and ig(t) = ip{t) = J, or 
iq(t) = i,(t) = 0. From the geometry of the sun ray and the photovoltaic cells shown in 
Fig. 4-81, we have 


W 
06 =a Ltan a(t) (4-310) 


ob = . — Ltana(t) (4-311) 
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Vehicle 
axis 


eg 


Center of 6 : = 
Output gear IX€d axis O 


de motor frame 


Figure 4-81 Coordinate system of the sun-seeker system. 


where oa denotes the width of the sun ray that shines on cell A and ob is the same on cell B, 
for a given a(t). Because the current i,(f) is proportional to oa and i,(t) is proportional to 
ob, we have 


ig(t) =I+ = tan a(t) (4-312) 
i,(t) =I - = tan a(t) (4-313) 


for0 < tana({t) < W/2L. For W/2L < tana(t) < (C — W/2)/L, the sun ray is completely 
on cell A, and i,{t) = 2/, i,(t) = 0. For (C— W/2)L < tana(t) < (C+ W/2)ZL, ig(t) 
decreases linearly from 2/ to zero. ig(t) = i,(t) = 0 for tana(z) > (C + W/2)/L. There- 
fore, the error discriminator may be represented by the nonlinear characteristic of Fig. 
4-82, where for small angle a(t), tana(t} has been approximated by a(t) on the abscissa. 

The relationship between the output of the op-amp and the currents /,(¢) and i,(t) is 


e,(t) = —Rrlia(t) — i,(t)| (4-314) 


ta — tp 


Figure 4-82 Nonlinear characteristic of the error discriminator. The abscissa is tan @, but it 
is approximated by @ for small values of a. 
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EXAMPLE 4-11-3 
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Figure 4-83 Block diagram of the sun-seeker system. 


Servoamplifier 
The gain of the servoamplifier is —K. With reference to Fig. 4-83, the output of the 
servoamplifier is expressed as 


é,(t) = —Kl[eo(t) + e,(t)] = —Ke,(t) (4-315) 


Tachometer 
The output voltage of the tachometer e; is related to the angular velocity of the motor 
through the tachometer constant K;; 


e(t) = Kym) (4-316) 


The angular position of the output gear is related to the motor position through the gear 
ratio 1/7. Thus, 


I 
o, = ~ om (4-317) 
DC Motor 
The dc motor has been modeled in Section 4-6, The equations are 
€q(t) = Raig(t) + e,(8) (4-318) 
y(t) = Kpay,(t) (4-319) 
Tin(t) = Kiig(t) (4-320) 
d 
Tm(t) = joenll + Bw (t) (4-321) 


where J and B are the inertia and viscous-friction coefficient seen at the motor shaft. The 
inductance of the motor is neglected in Eq. (4-318). A block diagram that characterizes all 
the functional relations of the system is shown in Fig, 4-83. 


Classically, the quarter-car mode] is used in the study of vehicle suspension systems and the resulting 
dynamic response due to various road tnputs. Typically, the inertia, stiffness, and damping character- 
istics of the system as illustrated in Fig. 4-84(a) are modeled in a two degree of freedom (2-DOF) 
system, as shown in (b). Although a 2-DOF system is a more accurate model, it is sufficient for the 
following analysis to assume a 1-DOF model, as shown in (c). 
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(c) 
Figure 4-84 Quarter-car model realization. (a) Quarter car. (b) Two degrees of freedom. (c) One 
degree of freedom. 


Open-Loop Base Excitation 
Given the system illustrated in Fig. 4-84(c), where 


m Effective 44 car mass 19 kg 

K Effective stiffness 2.7135 N/m 

C Effective damping 0.9135 N-m/s~' 
x(t) Absolute displacement of the mass im m 

y(t) Absolute displacement of the base m 

“(t) Relative displacement (x(f)—+() m 


the equation of motion of the system is defined as follows: 
mX(t) + cx(t) + ke(t) = cy(t) + ky(t) (4-322) 


which can be simplified by substituting the relation z(t) = x{t) — y(t) and non-dimension- 
alizing the coefficients to the form 


B(t) + Wan z(t) + wr2(t) = —$(2) = —a(t) (4-323) 
The Laplace transform of Eq. (4-323) yields the input-output relationship 


Z(s) — ee rene (4-324) 
A(s)  s* + 2fa5 + w 

where the base acceleration A(s) is the Laplace transform of a(t) and ts the input, and 
relative displacement z(s) is the output. 


Closed-Loop Position Control 
Active control of the suspension system is to be achieved using the same dc motor 
described in Section 4-7 used in conjunction with a rack as shown in Fig. 4-85. 


Figure 4-85 Active control of the 1-DOF model via a de motor 
and rack. 
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In Fig. 4-85, 7(£) is the torque produced by the motor with shaft rotation 9, and r is the radius of 
the motor drive gear. Thus, Eq. (4-322) is rewritten to include the active component, f(d), 


mx + ck + kx = cyt+ky+f(t) (4-325) 
where 
mz + c2+kz =f(t) — mp = f(t) — ma(t) (4-326) 


_ T(t) — (4nd + B®) 
r 


Fp (4-327) 


Because z = Or, we can substitute Eq. (4-327) into Eq. (4-326), rearrange, and take the 
Laplace transform to get 


r 


PY 
(s) (mr? + Jm)s* + (cr2 + By)s + kr2 


[7'(s) — mrA(s)| (4-328) 


Noting that Z(s}/r = @(s), this is analogous to previous input-output relationships where 
O(s) = Geg(T(s)—Ta(s)); hence, the term mrA(s) is interpreted as a disturbance torque. 
The block diagram in Fig. 4-86 can thus be compared to Fig. 4-85, where 
J = mr*+Jy, B= cr* + By, and K = kr*. Using the principle of superposition, this 
system is rearranged to the following form: 


Kyr 
Z(s) = 7 TA Trae Va(s) 
(Zs + 1) (Js¢* ++ Bs+K)+ as 
. (4-329) 
Lg 
(Zs + 1) r 
- mrA(s) 


@ 


Lg 5 ik 
(Zs+1) Us + Bs+K)+ 5 


4-12 MATLAB TOOLS 


Apart from the MATLAB toolboxes appearing with the chapter, this chapter does not 
contain any software because of its focus on theoretical development. In Chapters 6 and 9, 
where we address more complex control-system modeling and analysis, we will introduce 
the Automatic Control Systems MATLAB and SIMULINK tools. The Automatic Control 


mrA(s) = Ts) 


Figure 4-86 Block diagram of an armature-controlled dc motor. 
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Systems software (ACSYS) consists of a number of m-files and GUIs (graphical user 
interface) for the analysis of simple control engineering transfer functions. It can be 
invoked from the MATLAB command line by simply typing Acsys and then by clicking on 
the appropriate pushbutton. A specific MATLAB tool has been developed for most chapters 
of this textbook. Throughout this chapter, we have identified subjects that may be solved 
using ACSYS, with a box in the left margin of the text titled “MATLAB TOOL.” 

The most relevant components of ACSYS to the problems in this chapter are Virtual 
Lab and SIMLab, which are discussed in detail in Chapter 6. These simulation tools 
provide the user with virtual experiments and design projects using systems involving dc 
motors, sensors, electronic components, and mechanical components. 


This chapter is devoted to the mathematical modeling of physical systems. The basic mathematical 
relations of electrical, mechanical, thermal, and fluid systems are described using differential equations, 
State equations, and transfer functions. Analogies were used to relate the equations of these systems. 
The operations and mathematical descriptions of some of the commonly used components in control 
systems, such as error detectors, tachometers, and dc motors, are presented in this chapter. 

This chapter includes various examples. However, due to space limitations and the intended scope 
of this text, only some of the physical devices used in practice are described. The main purpose of this 
chapter is to illustrate the methods of system modeling, and the coverage is not intended to be exhaustive. 

Because nonlinear systems cannot be ignored in the real world, and this book is not devoted to 
the subject, Section 4-9 introduced the linearization of nonlinear systems at a nominal operating 
point. Once the linearized model is determined, the performance of the nonlinear system can be 
investigated under the small-signal conditions at the designated operating point. 

Systems with pure time delays are modeled, and methods of approximating the transfer 
functions by rational ones are described. 

In the end, three case study examples were presented that reflect mathematical modeling of 
practical applications. 


~ REVIEW QUESTIONS 


1. Among the three types of friction described, which type is governed by a linear mathematical 
relation? 


2. Given a two-gear system with angular displacement 8, and 62, numbers of teeth N, and N2, and 
torques T; and T>, write the mathematical relations between these variables and parameters. 


3. How are potentiometers used in control systems? 


4. Digital encoders are used in control systems for position and speed detection. Consider that an 
encoder is set up to output 3600 zero crossings per revolution. What is the angular rotation of the 
encoder shaft in degrees if 16 zero crossings are detected? 


5. The same encoder described in Question 4 and an electronic clock with a frequency of 1 MHz 
are uscd for speed measurement. What is the average speed of the encoder shaft in rpm if 500 clock 
pulses are detected between two consecutive zero crossings of the encoder? 


6. Give the advantages of dc motors for control-systems applications. 

7. What are the sources of nonlinearities in a dc motor? 

8. What are the effects of inductance and inertia in a de motor? 

9. What is back emf in a dc motor, and how does it affect the performance of a control system? 
10. What are the electrical and mechanical time constants of an electric motor? 


11. Under what condition is the torque constant K; of a dc motor valid, and how is it related to the 
back-emf constant K;? 
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+ REFERENCES 


s+ PROBLEMS 


12. An inertial and frictional load is driven by a dc motor with torque T,,,. The dynamic equation of 
the system 1s 
dy, (t 
Tilt) = Jim cont) + Brn 
If the inertia is doubled, how will it affect the steady-state speed of the motor? How will the steady- 
state speed be affected if, instead, the frictional coefficient B,, is doubled? What is the mechanical 


constant of the system? 
13. What is a tachometer, and how is it used in control systems? 
14. Give the transfer function of a pure time delay Tz 


15. Does the linearization technique described in this chapter always result in a linear time- 
invariant system? 


The answers to these review questions can be found on this book’s companion Web site: 
www. wiley.com/college/golnaraghi. 
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PROBLEMS FOR SECTION 4-1 
4-1. Consider the mass-spring system shown in Fig. 4P-1, 


Figure 4P-1 


(a) Find the equation of the motion. 

(b) Calculate its natural frequency. 

4-2. Consider the five-spring one-mass system shown in Fig. 4P-2. 
(a) Find its single spring-mass equivalent. 

(b) Calculate its natural frequency. 


Problems § 225 


Figure 4P-2 


4.3. Fig, 4P-3 shows a simple model of a vehicle suspension system hitting a bump. If the mass of 
the wheel and its mass moment of inertia are 72 and J, respectively, then: 
(a) Find the equation of the motion. 


(b) Determine the transfer function of the system. 
{c} Calculate its natural frequency. 
(d) Use MATLAB to plot the step response of the system. 


Figure 4P-3 


4-4. Write the force equations of the linear translational systems shown in Fig. 4P-4. 


¥2 | ¥y 


> fit) 


¥2 | yy ¥2 M1 
i » fir) 


(b) (c) 
Figure 4P-4 
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(a) Draw the system block diagrams or SFGs. 
(b) Define the state variables as follows: 
(i) x) = yo, x2 = dyo/dt, x3 = y1, and xq = dy) /dt 
(ii) xy = y2, Xo = yr, and x3 = dy; /dt 
(iii) xy = yy, X2 = yo, and x3 = dyo/dt 
(c) Write the state equations. Find the transfer functions Y,(s)/F(s) and Y2(s)/F(s). 


4-5. Write the force equations of the linear translational system shown in Fig. 4P-5. Draw system 
block diagrams. Write the state equations. Find the transfer functions Y,(s)/F(s) and Y2(s)/F(s). Set 
Mg = 0 for the transfer functions. 


(a) (b) 
Figure 4P-5 


4-6. Consider a train consisting of an engine and a car, as shown in Fig. 4P-6. 


Figure 4P-6 


A controller is applied to the train so that it has a smooth start and stop, along with a constant-speed 
ride. The mass of the engine and the car are M and m, respectively, The two are held together by a 
spring with the stiffness coefficient of K. F represents the force applied by the engine, and yz 
represents the coefficient of rolling friction. If the train only travels in one direction: 

(a) Draw the free-body diagram. 

(b) Find the state variables and output equations. 

(c) Find the transfer function, 


(d) Write the state-space equations of the system. 
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4-7, A vehicle towing a trailer through a spring-damper coupling hitch is shown in Fig. 4P-7. The 
following parameters and variables are defined: M is the mass of the trailer; K;, the spring constant of 
the hitch; B,, the viscous-damping coefficient of the hitch; B, the viscous-friction coefficient of the 
trailer; y,(4), the displacement of the towing vchicle; y2(t), the displacement of the trailer; and f(z), the 
force of the towing vehicle. 


flo. yale) 


Figure 4P-7 


(a} Write the differential equation of the system. 

(b) Write the state equations by defining the following state variables: x;(*) = yi(t) — y(t) and 
xa(t) = dy2(t)dt. 

4-8. Assume that the displacement angle of the pendulums shown in Fig. 4P-8 are small enough that 


the spring always remains horizontal. If the rods with the length of Z are massless and the spring is 
attached to the rods from the top, find the state equation of the system. 


Figure 4P-8 


4-9, Fig. 4P-9 shows an inverted pendulum on a cart. 


Motor 


Figure 4P-9 
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If the mass of the cart is represented by M and the force fis applied to hold the bar at the desired 
position, then 

(a) Draw the free-body diagram. 

(b) Determine the dynamic equation of the motion. 

(c) Find the transfer function. 

(d) Write the state space of the system. 

If f is an impulse signal, plot the impulse response of the system by using MATLAB. 


4-10. A two-stage inverted pendulum on a cart is shown in Fig. 4P-10, 


Motor 


Figure 4P-10 


If the mass of the cart is represented by Mf and the force fis applied to hold the bar at the desired 
position, then 

(a) Draw the free-body diagram of mass M. 

(b) Determine the dynamic equation of the motion. 

(c) Find the transfer function. 

(d) Write the state space equations of the system. 

4-11. Fig. 4P-11 shows a well-known “ball and beam” system in control systems. A ball is located 
on a beam to roll along the length of the beam. A lever arm is attached to the one end of the beam and a 
servo gear is attached to the other end of the lever arm. As the servo gear turns by an angle @, the lever 


arm goes up and down, and then the angle of the beam is changed by a, The change in angle causes the 
ball to rol] along the beam. A controller is desired to manipulate the ball’s position. 


Beam 


Lever Arm j 


Figure 4P-11 
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Assuming; 

m=mass of the ball 

r= radius of the ball 

a == lever arm offset 

g == gravitational acceleration 

£= length of the beam 

J = ball’s moment of inertia 

p= ball position coordinate 

aw = beam angle coordinate 

= servo gear angle 
(a) Determine the dynamic equation of the motion. 
(b) Find the transfer function. 
(c) Write the state space equations of the system. 
(d) Find the step response of the system by using MATLAB. 


4-12. The motion equations of an aircraft are a set of six nonlinear coupled differential equations. 
Under certain assumptions, they can be decoupled and linearized into the longitudinal and lateral 
equations, Fig. 4P-12 shows a simple model of airplane during its flight. Pitch control is a longitudinal 
problem, and an autopilot is designed to control the pitch of the airplane. 


z’, Weight 


Figure 4P-12 


Consider that the airplane is in steady-cruise at constant altitude and velocity, which means the 
thrust and drag cancel out and the lift and weight balance out each other. To simplify the problem, 
assume that change in pitch angle does not affect the speed of an aircraft under any circumstance. 
(a) Determine the longitudina] equations of mation of the aircraft. 

(b) Find the transfer function and state-space variables. 


4-13. Write the torque equations of the rotational systems shown in Fig. 4P-13. Write the state 
equations. Find the transfer function @(s)/7T(s) for the system in (a). Find the transfer functions 
©) (s)/T(s) and @2(s)/T(s) for the systems in parts (b), (c), (d), and (e). 


4-14. Write the torque equations of the gear-train system shown in Fig. 4P-14. The moments of 
inertia Of gears are lumped as J), Jz, and J. T,,,(f) is the applied torque; N;, N2, N3, and N4 are the 
number of gear teeth. Assume rigid shafts 

(a) Assume that J),/2, and J; are negligible. Write the torque equations of the system. Find the total 
inertia the motor sees. 


(b) Repeat part (a) with the moments of inertia J;, /2, and J3. 


230 © Chapter 4. Theoretical Foundation and Background Material: Modeling of Dynamic Systems 


Flexible 
shaft 


(b) 


(c) (d) 


eS i tS Oe 
a Ti) 7 1 
{e) 


By 


Figure 4P-13 


MOTOR 


Figure 4P-14 


4-15. Fig. 4P-15 shows a motor-load system coupled through a gear train with gear ratio 
n = N,/No. The motor torque is T,,,(¢), and T;,(#) represents a load torque. 

(a) Find the optimum gear ratio n* such that the load acceleration a, = d*6,/dt* is maximized, 
(b) Repeat part (a) when the load torque is zero. 


Figure 4P-15 
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4-16. Fig. 4P-16 shows the simplified diagram of the printwheel contro] system of an old word 
processor. The printwheel is controlled by a dc motor through belts and pulleys. Assume that the belts 
are rigid. The following parameters and variables are defined: 7,,,(¢) is the motor torque; @,,,(¢), the 
motor displacement; y(t), the linear displacement of the printwheel; J,,,, the motor inertia; B,,, the 
motor viscous-friction coefficient; r, the pulley radius; M, the mass of the printwheel. 

(a) Write the differential equation of the system. 


(b) Find the transfer function ¥(s)/T,,(5). 
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Motor 
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Figure 4P-16 


4-17, Fig, 4P-17 shows the diagram of a printwheel system with belts and pulleys. The belts are 
modeled as linear springs with spring constants K, and Ko». 
(a) Write the differential equations of the system using 6,, and y as the dependent variables. 


(b) Write the state equations using x} = rO_, — y, x2 = dy/dt, and x3 = @», = dO,,/dt as the state 
variables. 


(c) Draw a state-flow diagram for the system. 
(d) Find the transfer function ¥(s)/T,,,(s). 
{e) Find the characteristic equation of the system. 
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Figure 4P-17 


4-18. The schematic diagram of a steel-rolling process is shown in Fig, 4P-18. The steel plate is fed 
through the rollers at a constant speed of V ft/s. The distance between the rollers and the point where 
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Figure 4P-18 


232 » Chapter 4. Theoretical Foundation and Background Material: Modeling of Dynamic Systems 


the thickness is measured is d ft. The rotary displacement of the motor, 9,,(¢), is converted to the 
linear displacement y(t) by the gear box and linear-actuator combination y(t) = 79,,(t), where nis a 
positive constant in ft/rad. The equivalent inertia of the load that is reflected to the motor shaft is J,. 
(a) Draw a functional block diagram for the system. 


(b) Derive the forward-path transfer function ¥(s)/F(s) and the closed-loop transfer function 
¥(s)/ RCs). 


4-19, The schematic diagram of a motor-load system is shown in Fig. 4P-19. The following 
parameters and variables are defined: 7,,,(f) is the motor torque; «,,{7}, the motor velocity; 9,,,(t), the 
motor displacement; w;(t), the load velocity; 6,(t), the load displacement; K, the torsional spring 
constant; J,,,, the motor inertia; B,,,, the motor viscous-friction coefficient; and B,, the load viscous- 
friction coefficient. 

(a) Write the torque equations of the system. 

(b) Find the transfer functions @;(s)/T,;,({s) and ©,,(5)/Ti(s). 

(c) Find the characteristic equation of the system. 


(d) Let 7,,(t) = 7, be a constant applied torque; show that w,, = wz = constant in the steady state. 
Find the steady-state speeds w,, and w,. 


(e) Repeat part (d) when the value of J; is doubled, but J,,, stays the same. 
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Figure 4P-19 


4-20. This problem deals with the attitude control of a guided missile. When traveling through the 
atmosphere, a missile encounters aerodynamic forces that tend to cause instability in the attitude of 
the missile. The basic concern from the flight-control standpoint is the lateral force of the air, which 
tends to rotate the missile about its center of gravity. If the missile centerline is not aligned with the 
direction in which the center of gravity C is traveling, as shown m Fig. 4P-20, with angle @, which is 
also called the angle of attack, a side force is produced by the drag of the air through which the missile 
travels. The total force fy may be considered to be applied at the center of pressure P, As shown in 
Fig. 4P-20, this side force has a tendency to cause the missile to tumble end over end, especially if the 
point P is in front of the center of gravity C. Let the angular acceleration of the missile about the point 
C, due to the side force, be denoted by a, Normally, ay is directly proportional to the angle of attack 
8 and is given by 
_ Krd 


ar = 7 6 


Figure 4P-20 
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where Ky is a constant that depends on such parameters as dynamic pressure, velocity of the 
missile, air density, and so on, and 
/ = missile moment of inertia about C 


d, = distance between C and P 


The main objective of the flight-control system is to provide the stabilizing action to counter the 
effect of the side force. One of the standard control means is to use gas injection at the tail of the 
missile to deflect the direction of the rocket engine thrust 7,, as shown in the figure. 

(a) Write a torque differential equation to relate among T7,, 5, 6, and the system parameters given. 
Assume that 5 is very small, so that sin 5(t) is approximated by 4{?). 

(b) Assume that 7, is a constant torque. Find the transfer function @(s)/A(s), where @(s) and A(s) 
are the Laplace transforms of A(t) and 6(z), respectively. Assume that 8(¢) is very small. 


(c} Repeat parts (a) and (b) with points C and P interchanged. The ¢ in the expression of a should 
be changed to a). 


4-21. Fig. 4P-2l(a) shows a well-known “broom-balancing” system in control systems. The 
objective of the control system is to maintain the broom in the upright position by means of the 
force u(t) applied to the car as shown. In practical applications, the system 15 analogous to a one- 
dimensional contral problem of the balancing of a unicycle or a missile tmmediately after launching. 
The free-body diagram of the system is shown in Fig. 4P-21(b), where 


Figure 4P-21 


fi. = force at broom base in horizontal direction 

fy = force at broom base in vertical direction 
M, = mass of broom 

g = gravitational acceleration 
M,. = mass of car 

J» = moment of inertia of broom about center of gravity CG = MpL2/3 


(a) Write the force equations in the x and the y directions at the pivot point of the broom. Write the 
torque equation about the center of gravity CG of the broom. Write the force equation of the car in the 
horizontal direction. 


(b) Express the equations obtained in part (a) as state equations by assigning the state variables as 
x1 =9, x2 = d6/dt, x3 = x, andx4 = dx/dt. Simplify these equations for small @ by making the 
approximations sin@ & 6 and cosé & 1. 
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(c} Obtain a small-signal linearized state-equation model for the system in the form of 

dAx(t) 
dt 

at the equilibrium point x9) (t} = 1, xo2(t) = 0, x93(f) = 0, and xoa(t) = 0. 

4-22. Most machines and devices have rotating parts. Even a small irregularity in the mass 

distribution of rotating components can cause vibration, which is called rotating unbalanced. Fig. 

4P-22 represents the schematic of a rotating unbalanced mass of m. Assume that the frequency of 

rotation of the machine is w. 

(a) Draw the state-flow diagram of the system. 

(b) Find the transfer function. 

(c) Use MATLAB to obtain the time response of the system. 


= A*Ax(t) + B*Ar(r) 
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Figure 4P-22 


4-23. Vibration absorbers are used to protect machines that work at the constant speed from steady- 
state harmonic disturbance. Fig, 4P-23 shows a simple vibration absorber. 


SSS eee 


Figure 4P-23 


Assuming the harmonic force F(t) = Asin(wf) is the disturbance applied to the mass M: 
(a) Derive the state space equations of the system. 


(b) Determine the transfer function of the system. 
4-24, Fig, 4P-24 represents a damping in the vibration absorption. 


Assuming the harmonic force F(t) = Asin(w) is the disturbance applied to the mass M: 
(a) Derive the state space equations of the system. 


(b) Determine the transfer function of the system. 
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Figure 4P-24 


PROBLEMS FOR SECTION 4-2 
4-25. Consider the electrical circuits shown in Figs. 4P-25(a) and (b). 


C/2 C/2 


Figure 4P-25 


For each circuit: 

(a) Find the dynamic equations and state variables. 

(b) Determine the transfer function. 

(c) Use MATLAB to plot the step response of the system. 


4-26. An electromechanical system shown tn Fig. 4P-26 represents a moveable-plate capacity. 


Figure 4P-26 
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Assume that the plate a of the parallel capacitor is fixed and the plate & with mass M is moved by 


“A ; 
force f. If C(x) = = when the ¢ is the dielectric constant and A is the surface of the plates, then the 


electric field produces a force opposing the motion of the plates, and it is related to the charge (q) 


across the plates: {, = — 


286A 
(a) Find the differential equations of this system. 


(b) Determine X(s)/C(s). 
4-27. Consider the electromechanical system shown in Fig. 4P-27. 


Figure 4P-27 


(a) Draw the free-body diagram. 
(b) Find the differential equation that describes the operation of the system. 
(c) Calculate the transfer function of the system. 


4-28. Repeat Problem 4-27 for the electromechanical system shown in Fig. 4P-28. 


Figure 4P-28 


PROBLEMS FOR SECTION 4-3 
4-29. Find the transfer function of the circuit for the simple op-amp circuit given in Fig. 4P-29. 


Figure 4P-29 


4-30. An op-amp circuit with connection to both terminals is shown in Fig. 4P-30. 
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Figure 4P-30 


The op-amp can be modeled as 


when y4. and v_ represent the voltages of positive and negative terminals, respectively, and i, and i 
show the current of these terminals. 
(a) Find the positive feedback ratio. 


(b) Find the negative feedback ratio. 
(c) Determine when the circuit remains stable. 
4-31, Find the transfer function for each circuit given in Fig. 4P-31. 


Figure 4P-31 


PROBLEMS FOR SECTION 4-4 

4-32. A thermal lever is shown in Fig. 4P-32. 

As shown, the actuator is a pure electric resistance and the heat flow is generated by the electric 
power input. The lever {at the top) moves up or down proportionally, depending on the difference 
between the temperature of the ambient air and the temperature of the actuator. Calculate V(s)/X(s), 
assuming zero initial conditions. 
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Figure 4P-32 


4-33. Hot oil forging in quenching vat with its cross-sectional view is shown in Fig. 4P-33. 


Insulator —_|| 


Figure 4P-33 


The radii shown in Fig, 4P-33 are 7, 72, and r3 from inside to outside. The heat is transferred to the 
atmosphere from the sides and bottom of the vat and also the surface of the oil with a convective 
heat coefficient of k,. Assuming: 


k,=The thermal conductivity of the vat 

k;= The thermal conductivity of the insulator 

€o = The specific heat of the oil 
d, = The density of the oil 

c=The specific heat of the forging 

m = Mass of the forging 

A = The surface area of the forging 

ft = The thickness of the bottom of the vat 
T,= The ambient temperature 

Determine the system model when the temperature of the oil is desired. 


4-34. A power supply within an enclosure is shown in Fig. 4P-34. Because the power supply 
generates lots of heat, a heat sink is usually attached to dissipate the generated heat. Assuming the rate 
of heat generation within the power supply is known and constant, Q, the heat transfers from the power 
supply to the enclosure by radiation and conduction, the frame is an ideal insulator, and the heat sink 
temperature is constant and equal to the atmospheric temperature, determine the model of the system 
that can give the temperature of the power supply during its operation. Assign any needed parameters. 


Enclosure 


Heat sink }__, Heat sink 


Figure 4P-34 
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4-35. Fig. 4P-35 shows a heat exchanger system. 


Fluid B Fluid A 


Fluid A Fluid B 
Figure 4P-35 


Assuming the simple material transport model represents the rate of heat energy gain for this 
system, then 
(mae)(T2 — T1) = gained 
where represents the mass flow, T, and T> are the entering and leaving Aluid temperature, and c 
shows the specific heat of fluid. 
If the length of the heat exchanger cylinder is L, derive a model to give the temperature of Fluid 


B leaving the heat exchanger. Assign any required parameters, such as radii, thermal conductivity 
coefficients, and the thickness. 


PROBLEMS FOR SECTION 4-5 

4-36. The objective of this problem is to develop a linear analytical model of the automobile engine 
for idle-speed control system shown in Fig. 1-2. The input of the system is the throttle position that 
controls the rate of air flow into the manifold (see Fig. 4P-36). Engine torque is developed from the 
buildup of manifold pressure due to air intake and the intake of the air/gas mixture into the cylinder. 
The engine variations are as follows: 
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Figure 4P-36 


gdt) = amount of air flow across throttle into manifold 
dg(t)/dt = rate of air flow across throttle into manifold 
Gn(t) = average air mass in manifold 
G.(t) = amount of air leaving intake manifold through intake valves 
dq,(t)/dt = rate of air leaving intake manifold through intake valves 
T(t) = engine torque 
Tq = disturbance torque due to application of auto accessories = constant 
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w(t) = engine speed 
a(t) = throttle position 
tp = time delay in engine 
J, = inertia of engine 
The following assumptions and mathematical relations between the engine variables are given: 
1. The rate of air Now into the manifold is linearly dependent on the throttle position: 


13 
ai) = Kja(t) K, = proportional constant 


2. The rate of air flow leaving the manifold depends linearly on the air mass in the manifold and the 
engine speed: 

dq,\t 

aelt) = K2qm(t) + K3w(t) Ko, Ky = constant 
3. Apure time delay of tp seconds exists between the change in the manifold air mass and the engine 
torque: 

T(t) = Kagm(t~—tp) K4 = constant 

The engine drag is modeled by a viscous-friction torque Ba(t), where B is the viscous-friction 
coefficient. 


= 


5. The average air mass q,,{¢) is determined from 

_ [ f4qilt) — aqo(t) 
6. The equation describing the mechanical components is 

duit 
T(t) =J a) + Bult) +T¢ 

(a) Draw a functional block diagram of the system with a(t) as the input, w(t) as the output, and 7, as 
the disturbance input. Show the transfer function of each block. 
(b) Find the transfer function 2(s)/a(s) of the system. 
(c) Find the characteristic equation and show that it is not rational with constant coefficients. 
(d) Approximate the engine time delay by 

e-tos a. | tos/2 


~ 14+ tps/2 
and repeat parts (b) and (c). 


4-37. Vibration can also be exhibited in fluid systems. Fig. 4P-37 shows a U tube manometer. 


Figure 4P-37 


Assume the length of fluid is L, the weight density is 4, and the cross-section area of the tube is A. 
(a) Write the state equation of the system. 


(b) Calculate the natural frequency of oscillation of the fluid. 
4-38. A long pipeline connects a water reservoir to a hydraulic generator system as shown in Fig. 4P-38. 
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Figure 4P-38 


At the end of the pipeline, there is a valve controlled by a speed controller. It may be closed quickly to 
stop the water flow if the generator loses its load. Determine the dynamic model for the level of the 
surge tank. Consider the turbine-generator is an energy converter. Assign any required parameters. 


4-39. A simplified oi! well system is shown in Fig. 4P-39. 

In this figure, the drive machinery is replaced by the input torque, 7;,(2). Assuming the pressure in 
the surrounding rock is fixed at P and the walking beam moves through small angles, determine a 
model for this system during the upstroke of the pumping rod. 
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Figure 4P-39 
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4-40. A hydraulic servomotor usually is used for the speed control of engines. As shown in Fig. 
4P-40, the reference speed is controlled by the throttle lever. The lyweight is moved by engine, so 
then the differential displacement of the spring determines the input to the hydraulic servomotor. 
Determine the state space model of the system. 
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4-41. Fig. 4P-41 shows a two-tank liquid-level system. Assume that Q; and Q, are the steady-state 
inflow rates, and H, and #2 are steady-state heads. If the other quantities shown in Fig. 4P-41 are 
supposed to be small, derive the state-space model of the system when #, and 2 are outputs of the 
system and g;; and gq, are the inputs. 
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Figure 4P-41 


PROBLEMS FOR SECTION 4-6 
4-42. An accelerometer is a transducer as shown in Fig. 4P-42. 
(a) Find the dynamic equation of motion, 


(b) Determine the transfer function. 
(c) Use MATLAB to plot its impulse response. 
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Figure 4P-42 


4-43. Fig. 4P-43(a) shows the setup of the temperature control of an air-flow system. The hot-water 
reservoir supplies the water that flows into the heat exchanger for heating the air. The temperature 
sensor senses the air temperature 74, and sends it to be compared with the reference temperature 7,. 
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The temperature error T, is sent to the controller, which has the transfer function G,(s). The output of 
the controller, #(#), which is an electric signal, is converted to a pneumatic signal by a transducer. The 
output of the actuator controls the water-flow rate through the three-way valve. Fig. 4P-43(b) shows 
the block diagram of the system. 

The following parameters and variables are defined: dM, is the flow rate of the heating fluid = 
Kyu, Ky = 0.054 kg/s/V; T,,, the water temperature = KpdM,,; Kr = 65°C/kg/s; and Tag, the 
Output air temperature. Heat-transfer equation between water and air: 


dTao0 
dt 


T.. =Ty—Tsag Te = 10seconds 


Temperature sensor equation: 


aT. 
Ts 77 =Tyo —T, tT; = 2seconds 


(a) Draw a functional block diagram that includes all the transfer functions of the system. 
(b) Derive the transfer function T49(s)/T;(s)} when G,(s) = 1. 


4-44, An open-loop motor control system is shown in Fig. 4P-44. 


Potentiometer 


Figure 4P-44 


The potentiometer has a maximum range of 10 turns (207 rad). Find the transfer functions E,(s)/ 
T,,(S). The following parameters and variables are defined: ,,(¢) is the motor displacement; 6;(1), 
the load displacement; 7,,,(f), the motor torque; J,,,, the motor inertia; B,,,, the motor viscous-friction 
coefficient; B,, the potentiometer viscous-friction coefficient; ¢,({¢), the output voltage; and K, the 
torsional spring constant. 


4-45, The schematic diagram of a control system containing a motor coupled to a tachometer and an 
inertial load is shown in Fig. 4P-45. The following parameters and variables are defined: T,,, is the 
motor torque; J,,,. the motor inertia; J/,, the tachometer inertia; J,, the load inertia; K,; and K3, the 
spring constants of the shafts; @,, the tachometer displacement; @,,, the motor velocity; 0,, the load 
displacement; «,, the tachometer velocity; @,, the load velocity; and B,,,, the motor viscous-friction 
coefficient. 

(a) Write the state equations of the system using @,, wz, 6;, ©, @,;, and a, as the state variables (in 
the listed order). The motor torque 7,,, is the input. 

(b) Draw a signal flow diagram with T,,, at the left and ending with 9, on the far right. The state 
diagram should have a total of 10 nodes. Leave out the initial states. 


@z(s) O,(s) @mfs) 
Tm{s) Tm{s) Tm(s) 
(d) Find the characteristic equation of the system. 


(c) Find the following transfer functions: 


a, ' 
Tachometer Motor Load 
Figure 4P-45 
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4-46. Phase-locked loops are control systems used for precision motor-speed control. The basic 
elements of a phase-locked loop system incorporating a dc motor are shown in Fig. 4P-46(a). An 
input pulse train represents the reference frequency or desired output speed. The digital encoder 
produces digital pulses that represent motor speed. The phase detector compares the motor speed and 
the reference frequency and sends an error voltage to the filter (controller) that governs the dynamic 
response of the system. 

Phase detector gain = K,, encoder gain = X,, counter gain = 1/N, and dc-motor torque constant = 
K;. Assume zero inductance and zero friction for the motor. 

(a) Derive the transfer function £,(s)/ E(s) of the filter shown in Fig. 4P-46(b). Assume that the filter 
sees infinite impedance at the output and zero impedance at the input. 


(b) Draw a functional block diagram of the system with gains or transfer functions in the blocks. 
{c) Derive the forward-path transfer function 91,,(s)/E{s) when the feedback path is open. 

(d) Find the closed-loop transfer function 0,,(s)/F;(s). 

(e) Repeat parts (a), (c), and (d) for the filter shown in Fig. 4P-46(c). 

(f) The digital encoder has an output of 36 pulses per revolution. The reference frequency J, is fixed at 
120 pulses/s, Find K, in pulses/rad. The idea of using the counter N is that, with f, fixed, various 


desired output speeds can be attained by changing the value of N. Find N if the desired output speed is 
200 rpm. Find WN if the desired output speed is 1800 rpm. 
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Figure 4P-46 


4-47, Describe how an incremental encoder can be used as a frequency divider. 


PROBLEMS FOR SECTION 4-7 

4-48. The voltage equation of a dc motor is written as 

dig(t) 
dt 

where e,{f) is the applied voltage; 7,{7), the armature current; R,, the armature resistance; L,, the 

armature inductance; K;, the back-emf constant; w,,{t), the motor velocity; and ,{t), the reference 

input voltage. Taking the Laplace transform on both sides of the voltage equation, with zero initial 


@a(t) = Rgig(t) +L, + Kp@m(t) 
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conditions and solving for 12,,(s), we get 
Eals) — (Rg + Las )lals 
Om(s) = a(S) Re Las )la(s) 
b 

which shows that the velocity information can be generated by feeding back the armature voltage and 
current. The block diagram in Fig. 4P-48 shows a dc-motor system, with voltage and current 
feedbacks, for speed control. 
(a) Let KX; be a very high gain amplifier. Show that when H;(s)/H.(s) = —(Rz + Ls), the motor 
velocity @,(t) is totally independent of the load-disturbance torque 7;. 


(b) Find the transfer function between 0,,,(s) and 0,(s)(T;, = 0) when AAs) and H,(s) are selected as 
in part (a). 


Voltage feedback }¢——-_———___———Motor and load —____—__—~_+| 


Figure 4P-48 


4-49. Fig. 4P-49 shows the schematic diagram of a dc-motor control system for the control of the 
printwheel of a word processor. The load in this case is the printwheel, which is directly coupled 
to the motor shaft. The following parameters and variables are defined: A, is the error-detector 
gain (V/rad); K;, the torque constant (oz-in./A); K, the amplifier gain (V/V); K,, the back-emf 
constant (V/rad/sec); , the gear-train ratio = 02/0) = Tm/T2; Bm, the motor viscous-friction 
coefficient (oz-in.-sec); J,,, the motor inertia (oz-in.-sec*); K,, the torsional spring constant of 
the motor shaft (oz-in./rad); and JL the load inertia (oz-in.-sec’), 

(a) Write the cause-and-effect equations of the system, Rearrange these equations into the form of 
state equations with x1 = @y, x2 = @o, X3 = Om, X4 = Wm, and Xs = ig. 

(b) Draw the signal flow diagram using the nodes shown in Fig. 4P-49(b). 

(c) Derive the forward-path transfer function (with the outer feedback path open): 
G(s) = 9,(s)/®,(s). Find the closed-loop transfer function M(s) = @,(s)/®,(s). 

(d) Repeat part (c) when the motor shaft is rigid; i.e., K, = co. Show that you can obtain the 
solutions by taking the limit as K, approaches infinity in the results in part (c). 


0 OQ Q @) 
8, G, J @, Oy 


f° O 
£& O 
=> 


(b) 
Figure 4P-49 
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4-50. The schematic diagram of a voice-coil motor (VCM), used as a linear actuator in a disk 
memory-storage system, 1s shown in Fig. 4P-50(a). The VCM consists of a cylindrical permanent 
magnet (PM) and a voice coil. When current is sent through the coil, the magnetic field of the PM 
interacts with the current-carrying conductor, causing the coil to move linearly. The voice coil of the 
VCM in Fig. 4P-50(a) consists of a primary coil and a shorted-turn coil, The latter is installed for the 
purpose of effectively reducing the electric constant of the device, Fig. 4P-50(b) shows the equivalent 
circuit of the coils. The following parameters and variables are defined: e,(2) is the applied coil 
voltage; i,(/), the primary-coil current; i,(¢), the shorted-turn coi] current; R,, the primary-coil 
resistance; L,, the primary-coil inductance; L,,, the mutual inductance between the primary and 
shorted-turn coils; v(t), the velocity of the voice coil; y(t), the displacement of the voice coil; 
F(t) = K;v(#), the force of the voice coil; K;, the force constant; K,, the back-emf constant; 
e,(t) = K,v(t), the back emf; Mz, the total mass of the voice coil and load; and By, the total 
viscous-friction coefficient of the voice coil and load. 

(a) Write the differential equations of the system. 


(b) Draw a block diagram of the system with Ea{s), fa(s), f5(s), V(s), and Y(s) as variables. 
(c) Derive the transfer function Y(s}/Z,(s). 
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Figure 4P-50 


4-51. A dc-motor position-control system is shown in Fig. 4P-51(a). The following parameters and 
variables are defined: e is the error voltage; ¢,, the reference input; 6;, the load position; Ky, the 
amplifier gain; @,, the motor input voltage; e,, the back emf; i,, the motor current; 7,,,, the motor 
torque; J,,,, the motor inertia = 0,03 oz-in.-s”; B,,,, the motor viscous-friction coefficient = 10 oz-in.-s”; 
K,, the torsional spring constant = 50,000 oz-in./rad; J, the load inertia = 0.05 oz-in.-s”; K;, the motor 
torque constant = 21] oz-in/A; K;, the back-emf constant = 15.5 V/1000 rpm; K,, the error-detector 
gain = £/27; E, the error-detector applied voltage = 27 V; R,, the motor resistance = 1.15.0); and 
Ge = 6, — @,. 

(a) Write the state equations of the system using the following state variables: x, = @,, 
Xo = dO; /dt = w,, x3 = 05, andx4 = d0,/dt = wp. 

(b) Draw a signal flow diagram using the nodes shown in Fig. 4P-51(b). 
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(c) Derive the forward-path transfer function G(s) = Q@,(s}/@_{s) when the outer feedback path 
from 4; is opened. Find the poles of G(s). 

(d) Derive the closed-loop transfer function M(s) = @,(s)/@¢(s). Find the poles of M(s) when 
Ka, = 1,2738, and 5476. Locate these poles in the s-plane, and comment on the significance of these 
values of Ky. 
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4-52. The following differential equations describe the motion of an electric train in a traction system: 


dx(t) _ 

“a 

dv(t) any | 

a = a) 


where 
x(t) = linear displacement of train 
y(#) = linear velocity of train 
k(v) = resistance force on train [odd function of v, with the properties 
k(0) = 0 and dk{v)/dv = 0] 
g(x) = gravitational force for a nonlevel track or due to curvature of track 
f(t) = tractive force 
The electric motor that provides the tractive force is described by the following equations: 
e(t) = Kp@(t)v(!) + Raialt) 
f(t) = Kid(t)ia(t) 
where e(f) is the applied voltage; i,(¢), the armature current; i-(t), the field current; X,, the armature 
resistance; ¢(f), the magnetic flux frum a separately excited field = K;i;(1); and K;, the force constant. 
(a) Consider that the motor is a de series motor with the armature and field windings connected in 
series, so that ig(t) =i-(), g(x) = 0, k(v) = Bv(t), and Ry = 0. Show that the system is described 
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by the following nonlinear state equations: 


dv(t) K; 2 
dt BW) "EK pvX(n) ) 


(b) Consider that, for the conditions stated in part (a), /,(1) is the input of the system [instead of e(f)]. 
Derive the state equations of the system. 


(c) Consider the same conditions as in part (a) but with (1) as the input. Derive the state equations. 


4-53. The linearized model of a robot arm system driven by a dc motor is shown in Fig. 4P-53. The 
system parameters and variables are given as follows: 


DC Motor Robot Arm 


74 = Motor torque = K;ia J;,= inertia of arm 


K; = torque constant 
i, = armature current of motor 
J, = motor inertia 
B,, = motor viscous-friction coefficient 


T, = disturbance torque on arm 
@; = arm displacement 

K =torsional spring constant 
8, = motor-shaft displacement 


B = viscous-friction coefficient of shaft between 
the motor and arm 


8, = viscous-friction coefficient of the robot arm shaft 


(a) Write the differential equations of the system with i,(¢) and 7,(4) as input and @,,(t) and 0z(t) as 


outputs. 
(b) Draw an SFG using /,(s), T(s), On(s}, and @,(s) as node variables. 


(c) Express the transfer-function relations as 
ned I,(s) 
= G(s 
ree (s) —T,(s) 
Find G(s). 


Figure 4P-53 
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PROBLEMS FOR SECTION 4-8 
4-54. The transfer function of the heat exchanger system is given by 
—Ty3 
G(s) = LL Se cia 
A{s)  (tys + 1)(tas +1) 


where 7,,; is the time delay. 
(a) Plot the roots and zeros of the system. 


(b) Use MATLAB to verify your answer in part (a). 


4-55, Find the polar plot of the following functions by using the approximation of delay function 
described in Section 2.8. 


eat 
OO) TFT) 
2 + 2se75 + 4e728 
(b) G{s) = ae 


4-56. Use MATLAB to solve Problem 4-55 and plot the step response of the systems. 


PROBLEMS FOR SECTION 4.9 

4-57, Fig. 4P-57 shows the schematic diagram of a ball-suspension control system. The steel ball is 
suspended in the air by the electromagnetic force generated by the electromagnet. The objective of 
the control is to keep the metal ball suspended at the nominal equilibrium position by controlling the 
current in the magnet with the voltage e(7}. The practical application of this system is the magnetic 
levitation of trains or magnetic bearings in high-precision control systems. The resistance of the coil 
is R, and the inductance is L(y) = L/y(#), where L is a constant. The applied voltage e(1) is a constant 
with amplitude £. 

(a) Let £., be a nominal value of Z. Find the nominal values of y(/) and dy(?)/dt at equilibrium. 


(b) Define the state variables at x; (t) = i(t), x2(t) = y(t), and.x3(t) = dy(t)/dt. Find the nonlinear 


, . f 
State equations in the form of = F(x, e). 


dt 
(c) Linearize the state equations about the equilibrium point and express the linearized state 
equations as 
dAx(t) 
dt 
The force generated by the electromagnet is Ki?(t)/y(2), where K is a proportional constant, and the 
gravitational force on the steel ball is Mg. 


= A*Ax(t) + B*Ae(t} 


e(f) 
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kf 
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Figure 4P-57 
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4-58. Fig. 4P-58(a) shows the schematic diagram of a ball-suspension system. The steel ball is 
suspended in the air by the electromagnetic force generated by the electromagnet. The objective of 
the contro] is to keep the metal ball suspended at the nominal position by controlling the current in the 
electromagnet. When the system is al the stable equilibrium point, any small perturbation of the ball 
position from its floating equilibrium position will cause the control to retum the ball to the 
equilibrium position, The free-body diagram of the system is shown in Fig. 4P-58(b), where 
M, = mass of electromagnet = 2.0 
M, = mass of steel ball = 1.0 
B = viscous-friction coefficient of air = 0.1 
K = proportional constant of electromagnet = 1.0 
g = gravitational acceleration = 32.2 
Assume all units are consistent. Let the stable equilibrium values of the variables, i(t), y,(t), and 
yo(t) be f, ¥,, and ¥2, respectively. The state variables are defined as x,(t) = y;(#), xo(t) = dy, (z)/dat, 
x3(f) = y(t), and x4(t) = dya(t) dt. 
(a) Given Y, = 1, find / and ¥>. 
(b) Write the nonlinear state equations of the system in the form of dx(/dt = f(x, i. 
(c) Find the state equations of the linearized system about the equilibrium state J, Y,, and Y> in the form 


dx(t : 
axe) = A*Ax(t) + B*Ai(z) 
dt 
Fixed iron plate : Ste 
By, yy 
‘1 i= control 
M, pies 
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Figure 4P-58 


PROBLEMS FOR SECTION 4-10 

4-59, Fig. 4P-59 shows a typical grain scale. 

Assign any required parameters. 

(a) Find the free-body diagram. 

(b) Derive a model for the grain scale that determines the waiting time for the reading of the weight 
of grain after placing on the scale platform. 


(c) Develop an analogous electrical circuit for this system. 
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Figure 4P-59 


4-60. Develop an analogous electrical circuit for the mechanical system shown in Figure 4P-60. 


Figure 4P-60 


4-61. Develop an analogous electrical circuit for the fluid hydraulic system shown in Fig. 4P-61, 


T 
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Figure 4P-61 


PROBLEMS FOR SECTION 4-11 
4-62. The open-loop excitation model of the car suspension system with 1-DOF, illustrated in Fig. 
4-84(c), is given in Example 4-11-3, Use MATLAB to find the impulse response of the system. 


4-63. An active control designed for the car suspension system with 1-DOF is designed by using a 
dc motor and rack. Use MATLAB and the transfer function of the system given in Example 4-1 1-3 to 
plot the impulse response of the system. Compare your result with the result of Problem 4-62. 


a 


Time-Domain Analysis of 
Control Systems 


In this chapter, we depend on the background material discussed in Chapters 1-4 to 
arrive at the time response of simple control systems. [n order to find the time response of 
a control system, we first need to model the overall system dynamics and find its 
equation of motion. The system could be composed of mechanical, electrical, or other 
sub-systems. Each sub-system may have sensors and actuators to sense the environment 
and to interact with it. Next, using Laplace transforms, we can find the transfer function 
of all the sub-components and use the block diagram approach or signal flow diagrams to 
find the interactions among the system components. Depending on our objectives, we 
can manipulate the system final response by adding feedback or poles and zeros to the 
system block diagram. Finally, we can find the overall transfer function of the system 
and, using inverse Laplace transforms, obtain the time response of the system to a test 
input—normally a step input. 

Also in this chapter, we look at more details of the time response analysis, discuss 
transient and steady state time response of a simple control system, and develop simple 
design criteria for manipulating the time response. In the end, we look at the effects of 
adding a simple gain or poles and zeros to the system transfer function and relate them to 
the concept of control. We finally look at simple proportional, derivative, and integral 
controller design concepts in time domain. Throughout the chapter, we utilize MATLAB in 
simple toolboxes to help with our development. 


5-1 TIME RESPONSE OF CONTINUOUS-DATA SYSTEMS: INTRODUCTION 


Because time is used as an independent variable in most control systems, it is usually of 
interest to evaluate the state and output responses with respect to time or, simply, the time 
response. In the analysis problem, a reference input signal is applied to a system, and 
the performance of the system is evaluated by studying the system response in the time 
domain. For instance, if the objective of the control system is to have the output variable 
track the input signal, starting at some initial time and initia] condition, it is necessary to 
compare the input and output responses as functions of time. Therefore, in most control- 
system problems, the final evaluation of the performance of the system is based on the time 
responses, 

The time response of a control system is usually divided into two parts: the transient 
response and the steady-state response. Let y(t) denote the time response of a continuous- 
data system; then, in general, it can be written as 


y(t) = yi(t) + yss(¢) (5-1) 
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where y,(¢) denotes the transient response and y,,(f) denotes the steady-state response. 
In control systems, transient response is defined as the part of the time response that goes to 
zero as time becomes very large. Thus, y,(¢) has the property 


jim y:(t) = 0 (5-2) 


The steady-state response is simply the part of the total response that remains after 
the transient has died out. Thus, the steady-state response can still vary in a fixed pattern, 
such as a sine wave, or a ramp function that increases with time. 

All real, stable control systems exhibit transient phenomena to some extent before the 
steady state is reached. Because inertia, mass, and inductance are unavoidable in physical 
systems, the response of a typical control system cannot follow sudden changes in the input 
instantaneously, and transients are usually observed. Therefore, the control of the transient 
response is necessarily important, because it is a significant part of the dynamic behavior of 
the system, and the deviation between the output response and the input or the desired 
response, before the steady state is reached, must be closely controlled. 

The steady-state response of a control system is also very important, because it 
indicates where the system output ends up when time becomes large. For a position-control 
system, the steady-state response when compared with the desired reference position gives 
an indication of the final accuracy of the system. In general, if the steady-state response of 
the output does not agree with the desired reference exactly, the system is said to have a 
steady-state error. 

The study of a control system in the time domain essentially involves the evaluation of 
the transient and the steady-state responses of the system. In the design problem, 
specifications are usually given in terms of the transient and the steady-state performances, 
and controllers are designed so that the specifications are all met by the designed system. 


» 5-2 TYPICAL TEST SIGNALS FOR THE TIME RESPONSE OF CONTROL SYSTEMS 


Unlike electric networks and communication systems, the inputs to many practical control 
systems are not exactly known ahead of time. In many cases, the actual inputs of a control 
system may vary in random fashion with respect to time. For instance, in a radar-tracking 
system for antiaircraft missiles, the position and speed of the target to be tracked may vary in 
an unpredictable manner, so that they cannot be predetermined. This poses a problem for the 
designer, because it is difficult to design a control system so that it will perform satisfactorily 
to all possible forms of input signals. For the purpose of analysis and design, itis necessary to 
assume some basic types of test inputs so that the performance of a system can be evaluated. 
By selecting these basic test signals properly, not only is the mathematical treatment of the 
problem systematized, but the response due to these inputs allows the prediction of the 
system’s performance to other more complex inputs. In the design problem, performance 
criteria may be specified with respect to these test signals so that the system may be designed 
to meet the criteria. This approach is particularly useful for linear systems, since the response 
to complex signals can be determined by superposing those due to simple test signals. 

When the response of a linear time-invariant system is analyzed in the frequency 
domain, a sinusoidal input with variable frequency is used. When the input frequency is 
swept from zero to beyond the significant range of the system characteristics, curves in 
terms of the amplitude ratio and phase between the input and the output are drawn as 
functions of frequency. It is possible to predict the time-domain behavior of the system 
from its frequency-domain characteristics. 
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To facilitate the time-domain analysis, the following deterministic test signals are 
used. 


Step-Function Input: The step-function input represents an instantaneous change in the 
reference input. For example, if the input is an angular position of a mechanical shaft, a step 
input represents the sudden rotation of the shaft. The mathematical representation of a step 
function or magnitude R is 


ri#)=R ¢t>0 (5-3) 
=0 t<0 : 
where R is a real constant. Or 
r(t) = Ru;(t) (5-4) 


where u,(f) is the unit-step function. The step function as a function of time is shown in 
Fig. 5-1(a). The step function is very useful as a test signal because its initial instantaneous 
jump in amplitude reveals a great deal about a system’s quickness in responding to inputs 
with abrupt changes. Also, because the step function contains, in principle, a wide band of 
frequencies in its spectrum, as a result of the jump discontinuity, it is equivalent to the 
application of numerous sinusoidal signals with a wide range of frequencies. 


Ramp-Function Input: The ramp function is a signal that changes constantly with time. 
Mathematically, a ramp function is represented by 


r(t) = Rtu;(t) (5-5) 


where R is a real constant. The ramp function is shown in Fig. 5-1(b). If the input variable 
represents the angular displacement of a shaft, the ramp input denotes the constant-speed 


r(t) (2) 
rd) = Rup 
R 
H(t) = Riu, (0) 
0 t 0 i 
(a) (b) 
rit) 


re) = Rr us) 
2 


0 f 
(c) 
Figure 5-1 Basic time-domain test signals for control systems. (a) Step function. (b) Ramp 
function. (c) Parabolic function. 
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rotation of the shaft. The ramp function has the ability to test how the system would 
respond to a signal that changes linearly with time. 


Parabolic-Function Input: The parabolic function represents a signal that is one order 
faster than the ramp function. Mathematically, it is represented as 


r(t) =H u(t) (5-6) 


where & is a real constant and the factor |), is added for mathematical convenience because 
the Laplace transform of r(£) is simply R/s°. The graphical representation of the parabolic 
function is shown in Fig. 5-1(c). 

These signals all have the common feature that they are simple to describe mathe- 
matically. From the step function to the parabolic function, the signals become progres- 
sively faster with respect to time. In theory, we can define signals with still higher rates, 
such as f°, which is called the jerk function, and so forth. However, in reality, we seldom 
find it necessary or feasible to use a test signal faster than a parabolic function. This is 
because, as we shall see later, in order to track a high-order input accurately, the system 
must have high-order integrations in the loop, which usually leads to serious stability 
problems. 


. 5-3 THE UNIT-STEP RESPONSE AND TIME-DOMAIN SPECIFICATIONS 


As defined earlier, the transient portion of the time response is the part that goes to zero as 
time becomes large. Nevertheless, the transient response of a control system is necessarily 
important, because both the amplitude and the time duration of the transient response must 
be kept within tolerable or prescribed limits. For example, in the automobile idle-speed 
control system described in Chapter 1, in addition to striving for a desirable idle speed in 
the steady state, the transient drop in engine speed must not be excessive, and the recovery 
in speed should be made as quickly as possible. For linear control systems, the characteri- 
zation of the transient response is often done by use of the unit-step function u,(f) as the 
input. The response of a control system when the input is a unit-step function is called the 
unit-step response. Fig. 5-2 illustrates a typical unit-step response of a linear control 
system. With reference to the unit-step response, performance criteria commonly used for 
the characterization of linear control systems in the time domain are defined as follows: 


1. Maximum overshoot. Let y(t) be the unit-step response. Let yma, denote the 
maximum value of y(t); y,,, the steady-state value of y(Z); and ymax > yss. The 
maximum overshoot of y(t) is defined as 


maximum overshoot = Ymax oa ¥ss (5-7) 


The maximum overshoot is often represented as a percentage of the final value of 
the step response; that is, 


; maximum overshoot 
percent maximum overshoot = —————_—-—_—_—_ x 100% (5-8) 


Yss 


‘The maximum overshoot is often used to measure the relative stability of a control 
system. A system with a large overshoot is usually undesirable. For design 
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Figure 5-2 Typical unit-step response of a control system illustrating the time-domain specifications. 


purposes, the maximum overshoot is often given as a time-domain specification. 
The unit-step illustrated in Fig. 5-2 shows that the maximum overshoot occurs at 
the first overshoot. For some systems, the maximum overshoot may occur at a 
later peak, and, if the system transfer function has an odd number of zeros in the 
right-half s-plane, a negative undershoot may even occur [4, 5] (Problem 5-23). 


2. Delay time. The delay time tzis defined as the time required for the step response 


3. 


to reach 50% of its final value. This is shown in Fig. 5-2. 


Rise time. The rise time {, is defined as the time required for the step response to 
rise from 10 to 90% of its final value, as shown in Fig. 5-2, An alternative measure 
is to represent the rise time as the reciprocal of the slope of the step response at the 
instant that the response is equal to 50% of its final value. 


Settling fime. The settling time ¢, is defined as the time required for the step 
response to decrease and stay within a specified percentage of its final value. A 
frequently used figure is 5%. 

The four quantities just defined give a direct measure of the transient 
characteristics of a control system in terms of the unit-step response. These 
time-domain specifications are relatively easy to measure when the step response 
is well defined, as shown in Fig. 5-2. Analytically, these quantities are difficult to 
establish, except for simple systems lower than the third order. 


Steady-state error. The steady-state error of a system response is defined as the 
discrepancy between the output and the reference input when the steady state 
(t > co) is reached. 

It should be pointed out that the steady-state error may be defined for any test 
signal such as a step-function, ramp-function, parabolic-function, or even a 
sinusoidal input, although Fig. 5-2 only shows the error for a step input. 


258 f Chapter 5. Time-Domain Analysis of Control Systems 


~ §-4 STEADY-STATE ERROR 


One of the objectives of most control systems is that the system output response follows a 
specific reference signal accurately in the steady state. The difference between the output and 
the reference in the steady state was defined earlier as the steady-state error. In the real world, 
because of friction and other imperfections and the natural composition of the system, the 
steady state of the output response seldom agrees exactly with the reference. Therefore, 
steady-state errors in contro] systems are almost unavoidable. In a design problem, one of the 
objectives is to keep the steady-state error to a minimum, or below a certain tolerable value, 
and at the same time the transient response must satisfy a certain set of specifications. 

The accuracy requirement on control systems depends to a great extent on the control 
objectives of the system. For instance, the final position accuracy of an elevator would be 
far less stringent than the pointing accuracy on the control of the Large Space Telescope, 
which is a telescope mounted onboard a space shuttle. The accuracy of position control of 
such a system is often measured in microradians. 


5-4-1 Steady-State Error of Linear Continuous-Data Control Systems 


Linear control systems are subject to steady-state errors for somewhat different causes than 
nonlinear systems, although the reason is still that the system no longer “‘sees”’ the error, 
and no corrective effort is exerted. In general, the steady-state errors of linear control 
systems depend on the type of the reference signal and the type of the system. 


Definition of the Steady-State Error with Respect to System Configuration 

Before embarking on the steady-state error analysis, we must first clarify what is meant by 
system error. In general, we can regard the error as a signal that should be quickly reduced 
to zero, if possible. Let us refer to the closed-loop system shown in Fig. 5-3, where r(t) 1s 
the input; (7), the actuating signal; b(t), the feedback signal; and y(2), the output. The error 
of the system may be defined as 


e(t) = reference signal — y(t) (5-9) 
where the reference signal is the signal that the output y(7) is to track. When the system has 
unity feedback, that is, H(s} = 1, then the input r(4) is the reference signal, and the error is 
simply 

e(t) = r{t) — y(t) (5-10) 


The steady-state error is defined as 


ess = jim e(t) (5-11) 


When A(s) is not unity, the actuating signal u(t) in Fig. 5-2 may or may not be the error, 
depending on the form and the purpose of H(s). Let us assume that the objective of the 


yt) 


B(s) | Figure 5-3 Nonunity feedback control system. 
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system in Fig. 5-3 is to have the output y(t) track the input r(¢) as closely as possible, and the 
system transfer functions are 


1 5(s + 1) 
= > See ~] 
BG)= 2G ey, US (s +5) oe 
We can show that, if H(s) = 1, the characteristic equation is 
gs +12s74+1=0 (5-13) 


which has roots in the right-half s-plane, and the closed-loop system is unstable. We can 
show that the H(s) given in Eq. (5-12) stabilizes the system, and the characteristic equation 
becomes 


st +179 + 6057 +5545=0 (5-14) 


In this case, the system error may still be defined as in Eq. (5-10). 

However, consider a velocity control system in which a step input is used to control the 
system output that contains a ramp in the steady state. The system transfer functions may 
be of the form 


G(s) = H(s) = K;s (5-15) 


I 

s*(s + 12) 
where H(s) is the transfer function of an electromechanical or electronic tachometer, and K, 
is the tachometer constant. The system error should be defined as in Eq. (5-9), where the 
reference signal is the desired velocity and not r(Z). In this case, because r(t) and y(Z) are not 
of the same dimension, it would be meaningless to define the error as in Eq. (5-10). To 
illustrate the system further, let K, = 10 volts/rad/sec. This means that, for a unit-step input 
of 1 volt, the desired velocity in the steady state is 1/10 or 0.1 rad/sec, because when this is 
achieved, the output voltage of the tachometer would be 1 volt, and the steady-state error 
would be zero. The closed-loop transfer function of the system is 


M(s) _¥(s)_ G(s) eee ee (5-16) 


Toolbox 5-4-1 
For the system in Eq. 5-15: 
1 
(s+ 12) 


% use Kt=10 

*otep input 

Kt=10; 
Gzpk=zpk([],[00-12],1) 
G=tf(Gzpk) 
H=zpk(0,[{],Kt) 
cloop=feedback(G,H) 
stepCcloop) 

xlabel( ‘Time(sec)’); 
ylabel ¢ ‘Amplitude’ ); 


G(s) = 


H(s) = Kis 
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Figure 5-4 System with disturbance input. 


For a unit-step function input, R(s) = 1/s. The output time response is 
y(t) = 0.12 — 0.12 — 0.000796e" 1!" + 0.12082 8" ¢>0 (5-17) 


Because the exponential terms of y(t) in Eq. (5-17) all diminish as t — oo, the steady-state 
part of y(t) is 0.12 — 0.12. Thus, the steady-state error of the system is 


ess = lim [0.14 — y(2)] = 0.12 (5-18) 


More explanations on how to define the reference signal when H(s) + 1 will be given 
later when the general discussion on the steady-state error of nonunity feedback systems is 
given. 

Not all system errors are defined with respect to the response due to the input. Fig. 5-4 
shows a system with a disturbance d(7), in addition to the input r(t). The output due to d(4) 
acting alone may also be considered an error. 

Because of these reasons, the definition of system error has not been unified in the 
literature. To establish a systematic study of the steady-state error for linear systems, we 
shall classify three types of systems and treat these separately. 


1. Systems with unity feedback; H(s)=1. 
2. Systems with nonunity feedback, but H(0)= Ky =constant. 
3. Systems with nonunity feedback, and H(s) has zeros at s=0 of order N. 
The objective here is to establish a definition of the error with respect to one basic system 


configuration so that some fundamental relationships can be determined between the 
steady-stale error and the system parameters. 


Type of Control Systems: Unity Feedback Systems 
Consider that a control system with unity feedback can be represented by or simplified to 
the block diagram with H(s) = 1 in Fig. 5-3. The steady-state error of the system is written 


€ss = lim e({t) = lim sE(s) 
tfco s—0 


(5-19) 


Clearly, ¢,,, depends on the characteristics of G(s). More specifically, we can show that e,, 
depends on the number of poles G(s) has at s =0. This number is known as the type of the 
control system or, simply, system type, 


EXAMPLE 5-4-1 
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We can show that the steady-state error e,, depends on the type of the control system. Let us 
formalize the system type by referring to the form of the forward-path transfer function 
G(s). In general, G(s) can be expressed for convenience as 


G(s) = K(l +T,s)(1 + Tys}--- (1 + Tyist+ Tm25") oo lus (5-20) 
si(1 + Tgs)(1 + Tps)--- (1 + Tris + Ty?) 

where K and all the 7’’s are real constants. The system type refers to the order of the pole of 
G(s) at s=0. Thus, the closed-loop system having the forward-path transfer function of 
Eq. (5-20) is type j, where j= 0, 1, 2,. . . . The total number of terms in the numerator and 
the denominator and the values of the coefficients are not important to the system type, as 
system type refers only to the number of poles G(s) has at s=0. The following example 
illustrates the system type with reference to the form of G(s). 


- K(1 + 05s) 

od aera Brag SSC) | Oey 
K(1 + 2s) 

G(s) = or type 3 (5-22) 


Now let us investigate the effects of the types of inputs on the steady-state error. We shall 
consider only the step, ramp, and parabolic inputs. 


Steady-State Error of System with a Step-Function Input 
When the input r(2) to the control system with H(s)= 1 of Fig. 5-3 is a step function with 
magnitude R, R(s) = R/s, the steady-state error is written from Eg. (5-19). 


sR(s) R R 


eos = T+ GG) set GG) 1+im OG) ee 
For convenience, we define 
Kp = lim G(s) (5-24) 
as the step-error constant. Then Eg. (5-23) becomes 
ay = Kp (5-25) 


A typical ¢,, due to a step input when K, is finite and nonzero is shown in Fig. 5-5, We see 
from Eq. (3-25) that, for e,, to be zero, when the input is a step function, K, must be infinite. 
If G(s) is described by Eq. (5-20), we see that, for K, to be infinite, 7 must be at Jeast equal to 
unity; that is, G(s) must have at least one pole at s=0. Therefore, we can summarize the 
steady-state error due to a step function input as follows: 


Type Qsystem: é., = =e = constant 
yp y . .) oo L+ ia ca ole 


Type lorhighersystem: e,, = 0 


262 * Chapter 5. Time-Domain Analysis of Control Systems 


Reference input 
rt) = Ru (t) 


Output y(2) 


0 
Figure 5-5 Typical steady-state error due to a step input. 


Steady-State Error of System with a Ramp-Function Input 
When the input to the control system [H(s) = 1] of Fig. 5-3 is a ramp function with 
magnitude R, 


r(t) = Riu;(t) (5-26) 
where R is a real constant, the Laplace transform of r(t) is 
R 
R(s) — 2 (5-27) 


The steady-state error is written using Eg. (5-19), 


R 
= in —_.-- = —— 5-28 
a 505 + sG(5) lim_sG(s) ae) 
s—0 

We define the ramp-error constant as 

Ky = him sG(s) (5-29) 
i 
Then, Eq. (5-26) becomes 
R 

ess = K, (5-30) 


which is the steady-state error when the input is a ramp function. A typical e,, due to aramp 
input when X, is finite and nonzero is illustrated in Fig. 5-6, 


rt) 
yt) 


Reference input 
r(t) = Rtu,() 


Output y(#) 
0 t 
Figure 5-6 Typical steady-state error due to a ramp-function input. 
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Eq. (5-30) shows that, for e,, to be zero when the input is a ramp function, K, must be 
infinite. Using Eqs. (5-20) and (5-29), we obtain 


K 
K, = li =lim—— j=0,1,2,... ~31 
lim sG(s) lim J 0,1,2 (5-31) 


Thus, for K, to be infinite, 7 must be at least equal to 2, or the system must be of type 2 or 
higher. The following conclusions may be stated with regard to the steady-state error of a 
system with ramp input: 


TypeOsystem: @s55 = 


= constant 


Ala 8 


Type lsystem: és; = 


Type 2system: és, = 0 


Steady-State Error of System with a Parabolic-Function Input 
When the input is described by the standard parabolic form 


s) 
r(t) = = u(t (5-32) 


the Laplace transform of r(f) 18 


R 
R(s)=5 (5-33) 


The steady-state error of the system in Fig. 5-3 with H(s)= 1 is 


R 


ey = iin 2010) (5-34) 


A typical e,, of a system with a nonzero and finite K,, due to a parabolic-function input Is 
shown in Fig. 5-7. 
Defining the parabolic-error constant as 


K, = lim s°G(s) (5-35) 
I= 
the steady-state error becomes 


(5-36) 


r(f) 
yy 


Reference input 


2 
r= FE un 


Output y(r) 
0 


t 
Figure 5-7? Typical steady-state error due to a parabolic-function input. 
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TABLE 5-1 Summary of the Steady-State Errors Due to Step-, Ramp-, and Parabolic-Function 
Inputs for Unity-Feedback Systems 


Steady-State Error e,, 


Type of System Error Constants Step Input Ramp Input Parabolic 
J Kp Ky K, +k p & Ks 
K 0 0 mE O° 0° 
1 o0 K 0 0 é 00 
2 oo 00 K 0 0 & 
3 ore) oO oO 0 0 0 


Following the pattern set with the step and ramp inputs, the steady-state error due to the 
parabolic input is zero if the system is of type 3 or greater. The following conclusions are 
made with regard to the steady-state error of a system with parabolic input: 


Type 0 system: C55 = OO 
Type 1 system: Css = CO 
R 
Type 2 system: Ess = = constant 


a 


Type 3 orhighersystem: eé,, = 0 


We cannot emphasize often enough that, for these results to be valid, the closed-loop 
system must be stable. 

By using the method described, the steady-state error of any linear closed-loop system 
subject to an input with order higher than the parabolic function can also be derived if 
necessary. As a summary of the error analysis, Table 5-1 shows the relations among the 
error constants, the types of systems with reference to Eq. (5-20), and the input types. 

As asummary, the following points should be noted when applying the error-constant 
analysis just presented. 


1. The step-, ramp-, or parabolic-error constants are significant for the error analysis 
only when the input signal is a step function, ramp function, or parabolic function, 
respectively. 


2. Because the error constants are defined with respect to the forward-path transfer 
function G(s), the method is applicable to only the system configuration shown in 
Fig. 5-3 with H(s) = 1. Because the error analysis relies on the use of the final- 
value theorem of the Laplace transform, it is important to check first to see if sE(s) 
has any poles on the jw-axis or in the right-half s-plane. 


3. The steady-state error properties summarized in Table 5-1 are for systems with 
unity feedback only. 


4. The steady-state error of a system with an input that is a inear combination of the 
three basic types of inputs can be determined by superimposing the errors due to 
each input component. 


5, When the system configuration differs from that of Fig. 5-3 with H(s) = 1, we can 
either simplify the system to the form of Fig. 5-3 or establish the error signal and 
apply the final-value theorem. The error constants defined here may or may not 
apply, depending on the individual situation. 


5-4 Steady-State Error -- 265 


When the steady-state error is infinite, that is, when the error increases continuously 
with time, the error-constant method does not indicate how the error varies with time. This 
is one of the disadvantages of the error-constant method. The error-constant method also 
does not apply to systems with inputs that are sinusoidal, since the final-value theorem 
cannot be applied. The following examples illustrate the utility of the error constants and 
their values in the determination of the steady-state errors of linear control systems with 
unity feedback. 


EXAMPLE 5-4-2 Consider that the system shown in Fig. 5-3 with H(s) = 1 has the following transfer functions. The 
error constants and steady-state errors are calculated for the three basic types of inputs using the error 


constants. 
K(s + 3.15) 
a. s) = —————————__ A(s)=1 Typelsystem 
OC) = ease 05) ey 
ee R 
Step input: Step-error constant Kp = és = 77 K, = 0 
R input: R or constant Ky = 4.2K ees 
amp input: amp-error constant K, = 4. Css = K, 42K 
ee ,; R 
Parabolic input: Parabolic-error constant Kz, =Q = és, = eee 
a 


These results are valid only if the value of K stays within the range that corresponds to a 
stable closed-loop system, which is 0 < K < 1.304. 


K 


b. Gls) = 3641) 


H(s)}=1 Type2system 


The closed-loop system is unstable for all values of K, and error analysis is meaningless. 
7 S(s+ 1) 
~ s2(s + 12)(s +5) 


We can show that the closed-loop system is stable. The steady-state errors are 
calculated for the three basic types of Inputs. 


c. G(s) fi(s)=1 Type2system 


Toolbox 5-4-2 
For the system in Example 5-4-2: 


K(s + 3.15) 


(a) G(s) = s(s+ 1.5)(s + 0.5) 


H(s)=1 Type 1 system 


% Step input 

K=1; % Use K=1 
Gzpk=zpk([-3.15],[0-1.5 -0.5],1) 
G=tf(Gzpk); 

H=1; 

clooptf=feedback(G,H) 
step(clooptf) 

xlabel( ‘Time(sec)’); 

ylabel (‘Amplitude’); 
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Step Response 


0 20 40 60 60 100 120 140 160 180 
Time{sec) (sec) 


Similarly you may obtain the ramp and parabolic responses 


%Ramp input 

+=0:0.1:50; 

u=t 35 

[y,x]=lsim(cLlooptf,u,t); 

plot ct »y¥,t,u) ; 

title( ‘Closed-loop response for Ramp Input’ ) 
xlabel( ‘Time(sec)’) 

ylabel( ‘Amplitude’ ) 

%Parabolic input 

t=0:0.1:50; 

u=0.5*t.*t;: 

[y,xjJ=lsim(clooptf,u,t); 

plot(t,y,t,u); 

title( ‘Closed-Loop response for Parabolic Input’ ) 
xlabel( ‘Time(sec’ ) 

ylabel( ‘Amplitude’ ) 


Step input: Step-error constant: Kp = 00 €s5 = ——_, = 90 
1+Kp 
e | R 
Ramp input: Ramp-error constant: Ky = 00 is=o. = 0 
i oe R 
Parabolic input: Parabolic-error constant: Kg = 1/12 a a [2R 
a 


Relationship between Steady-State Error and Closed-Loop Transfer Function 

In the last section, the steady-state error of a closed-loop system was related to the forward- 
path transfer function G(s) of the system, which is usually known. Often, the closed-loop 
transfer function is derived in the analysis process, and it would be of interest to establish 
the relationships between the steady-state error and the coefficients of the closed-loop 
transfer function. As it turns out, the closed-loop transfer function can be used to find the 
steady-state error of systems with unity as well as nonunity feedback. For the present 
discussion, let us impose the following condition: 


lim H(s) = H(0) = Ky = constant (5-37) 
s— 
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which means that H(s) cannot have poles at s = 0. Because the signal that is fed back to be 
compared with the input in the steady state is K;, times the steady-state output, when this 
feedback signal equals the input, the steady-state error would be zero. Thus, we can define 
the reference signal as r(t)/K;, and the error signal as 


e(t) =e) ~ y(0) (5-38) 


or, in the transform domain, 
| 1 
E(s) = — R(s) — Y(s) = [1 — KyM(s)|R(s) (5-39) 
Ky Ky 


where M(s) is the closed-loop transfer function, ¥(s)/R(s). Notice that the above develop- 
ment includes the unity-feedback case for which Ky = 1. Let us assume that M(s) does not 
have any poles at s = 0 and is of the form 


_ (8) Bms™ + mrs! +--+ + bis + bp 


M(s) =—~-= 
(s) R(s) 57 + ay,_js"—-! +--+ +ajs+ag 


(5-40) 


where n > m. We further require that all the poles of M(s) are in the left-half s-plane, which 
means that the system is stable. The steady-state error of the system is written 


] 
és; = lim sE(s) = lim —[1 — KyM(s)]sR(s) (5-41) 
0 s—0 Ky 


s—> 
Substituting Eq. (5-40) into the last equation and simplifying, we get 


Z 1... ghétoee t (ay — bi Kz)s + (ag — bo Kr) 
ts = 7 Lia —o@- ———__—_—-—_—_——_———_— sR 


5-42 
H s—0 st “- Ay, stt—! + eee + ajs + a9 (s) ( ) 


We consider the three basic types of inputs for r(?). 


1. Step-function input. R(s\ = R/s. 
For a step-function input, the steady-state error in Eq. (5-42) becomes 


] = 
Css = (2 (5-43) 
Ky ao 


Thus, the steady-state error due to a step input can be zero only if 


ago — boKxr el 8 (5-44) 
Or 
bo J 
M(0) = =— : 
Oa (5-45) 


This means that, for a unity-feedback system Ky = 1, the constant terms of the 
numerator and the denominator of M(s) must be equal, that is, bo = ao, for the 
steady-state error to be zero. 
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2. Ramp-function input. R(s) = R/s?. 
For a ramp-function input, the steady-state error in Eq. (5-42) becomes 


n Ce ee — — 
m2 tt + (a1 ~ 61 Ki)s + (40 — boKu) » 


== 5-46 
rae Kys30 — s(s®" + ay,_js"-! + --- + ays +a) ( 
The following values of e,, are possible: 
Css = 0 if ag — bo Kx =0 and ay — 6, Ky = 0 (5-47) 
—bK : 
t= el LL =constant if ag—boKy =0 and a, —b)Ky4#0 (5-48) 
agKH 
Css = OO if ag—boKy #0 (5-49) 


3. Parabolic-function input. R(s) = R/s°. 
For a parabolic input, the steady-state error in Eq. (5-42) becomes 


1 s” + +++ + (ay — boKy)s? + (a1 — b1Kx)s + (ao — boKu) 


= — li R_ (5-50 
Css Kao s*(s? + Gy st! sf otee + ays + ag) ( ) 
The following values of e,, are possible: 
Css = if a;—b;Ky=0 for i=0,1,and2 (5-51) 
Ess = a2 ~ DoKH p _ constant if a;—bj\Ky=0 for i=O and1 (5-52) 
agK yy 
C55 = 00 if a;—b;Ky~0 for i=0 andl (5-53) 


* EXAMPLE 5-4-3 The forward-path and closed-loop transfer functions of the system shown in Fig. 5-3 are given next. 
The system is assumed to have unity feedback, so H(s) = 1, and thus Ky = H(0) = 1. 


_ 5(s+1) 
~ s2(s + 12)(s+5) 


5(s + 1) 


Gs) ~ sf + 1783 + 60s? + 58+5 


M(s) (5-54) 


The poles of M(s) are all in the left-half s-plane. Thus, the system is stable. The steady-state 
errors due to the three basic types of inputs are evaluated as follows: 


Step input: €ss = 0 = since ag = bo(=5) 
Ramp input: €ss=0 since ag = bo(= 5) anda, = b;(= 5) 
eds — boK, 60 
Parabolic input: és; = oR = —R=12R 
agKy 5 


Because this is a type 2 system with unity feedback, the same results are obtained with the error- 
constant method. - 
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EXAMPLE 5-4-4 Consider the system shown in Fig. 5-3, which has the following transfer functions: 


EXAMPLE 5-4-5 


1 5(s+ 1) 
G(s) = s2(s+ 12) H(s) aoe 75 (5-55) 
Then, Ky = H(Q) = 1. The closed-loop transfer function is 
Y 
M(s) = ¥(s) = __ Gs) i a eee a ee +? (5-56) 


R(s) 1+G(s)H(s)  s4+17s° + 60s* +5545 
Comparing the last equation with Eq. (5-40), we have ag = 5, a] = 5, a2 = 60, by = 5, 5; = 1, and 
bs = 0. The steady-state errors of the system are calculated for the three basic types of inputs. 


a9 ~ boKy | 


Unit-step input, r(t) = u,(t): Css 0 


Unit-ramp input, r(t) = tu;(t): es. = ———— = —_ = 98 


Unit-parabolic input, r{t} = tus(t}/2:  e,, = 00 sinceay — by Ky #0 


It would be illuminating to calculate the steady-state errors of the system from the difference between 
the input and the output and compare them with the results just obtained. 

Applying the unit-step, unit-ramp, and unit-parabolic inputs to the system described by 
Eg. (5-56), and taking the inverse Laplace transform of ¥(s), the outputs are 


Unit-step input: 
y(t) = l = 0.00056e7 !2:05" co 0.0001381e~ 7386 


(5-57) 
— 9.9993¢~ 0.0902" cos §.2898t — 0.130167” sin 0.28981 1 >0 
Thus, the steady-state value of y(t) is unity, and the steady-state error is zero. 
Unit-ramp input: 
y(t) =t-0.8 + 4.682 x 107212" 4. 2.896 x 10-967 BBO ass 


+ 0.827902" cos 0.28981 — 3.365¢ 70-990" cin 0.2898 1 > 0 
Thus, the steady-state portion of y(f) is t ~ 0.8, and the steady-state error to a unit ramp is 0.8. 
Unit-parabolic input: 
y(t) =0.5¢ — 0.8f — 11.2 — 3.8842 x 10-87 !2.05" _ 5.784 x 197874886" 


(5-59) 
+ 11.2¢7 9.0302 cos 0.2898¢ + 3,9289¢~ 90302! cin G.289Rt t > 0 


The steady-state portion of y(¢) is 0.52 — 0.8 — 11.2. Thus, the steady-state error is 0.8¢ + 11.2, 
which becomes infinite as time goes to infinity. 


Consider that the system shown in Fig. 5-3 has the following transfer functions: 


I — 10(s +1) 
G(s) X54 1d) A(s) = ear (5-60) 
Thus, 
Ky = lim H(s) =2 (5-61) 
s— 
The closed-loop transfer function 1s 
Y 

ies) = ees (5-62) 


Ris) 14+G(s)H(s) 4+ 17s? + 60s? + 10s + 10 
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The steady-state errors of the system due to the three basic types of inputs are calculated as follows: 


Unit-step input r(t) = u,(t): 


_ 1 fag—boKy\ 1 /10—-5x2\ | 
eu = Ze ( i \=3(A53*) 0 om) 


Solving for the output using the M(s) in Eq. (5-62), we get 
y(t) = 0.54, (1) + transient terms (5-64) 


Thus, the steady-state value of y(f) is 0.5, and because Ky = 2, the steady-state error due to a unit- 
Step input is zero. 


Unit-ramp input r(t) = tus(t): 


_ 1 fa; —oKy 1f/10-1 x2 
ess = Kn (=H) = 5 Caras = 0.4 (5-65) 
The unit-ramp response of the system is written 
y(t) = [0.5¢ — 0.4Ju,{t) + transient terms (5-66) 


Thus, using Eq. (5-38), the steady-state error is calculated as 
1 
e(t) = RPh) — y(t) = 0.4u,(t) — transient terms (5-67) 
H 
Because the transient terms will die out as ¢ approaches infinity, the steady-state error due to a unit- 
ramp input is 0.4, as calculated in Eq. (5-66). 
Unit-parabolic input r(t) = t?u,(t)/2: 


@s5 = OO since a; —b)Ky #0 
The unit-parabolic input is 


y(t) = [0.2527 — 0.41 — 2.6] us(t) + transient terms (5-68) 


The error due to the unit-parabolic input is 
] 
e(t) = x7) — y(t) = (0.41 — 2.6)u;(t) — transient terms (5-69) 
H 
Thus, the steady-state error is 0.4¢ + 2.6, which increases with time. 


Steady-State Error of Nonunity Feedback: H(s) Has Nth-Order Zero at s=0 

This case corresponds to desired output being proportional to the Nth-order derivative of 
the input in the steady state. In the real world, this corresponds to applying a tachometer or 
rate feedback. Thus, for the steady-state error analysis, the reference signal can be defined 
as R(s)/Kys‘, and the error signal in the transform domain may be defined as 


1 
E(s) = Kyaw ROS) — Y(s) (5-70) 
where 
Ky = lim st (5-71) 


We shall derive only the results for V = 1 here. In this case, the transfer function of M(s) in Eq. 
(5-40) will have a pole at s = 0, orag = 0, The steady-state error is written from Eq. (5-70) as 


Css = x, im 


— svete alg (az = b,Ky)s + (ay — boKy) 
ts—0 


R 5-72 
St + ay jst lt... tays r (s) pore) 


EXAMPLE 5-4-6 


Toolbox 5-4-3 
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For a step input of magnitude R, the last equation is written 


l aaa K — boK 
C55 = ——lim SSS ee (5-73) 
Ky s—0 Sf + a,j St* + + ayjS 
Thus, the steady-state error is 
@s5 = 0 if ag—b;\Ky=0 and a, —boKy =0 (5-74) 
—b 
Css = a2 — PIKE p =constant if a; —b9Ky =0 but a2—b)Ky 40 (5-75) 
aiKy 
Css = OO if a, —boKy 40 (5-76) 
We shall use the following example to illustrate these results. 
Consider that the system shown in Fig. 5-3 has the following transfer functions: 
1 1Qs 
Gis) = s2(s 4+ 12) H(s) = eas (5-77) 
Thus, 
Ky = fi (5-78) 
s-0 6§ 
The closed-loop transfer function is 
M(s eo s+5 (5-79) 


R(s)  s4 + 1755 + 60s? + 10s 


The velocity control system is stable, although M(s) has a pole at s = 0, because the objective ts to 
control velocity with a step input. The coefficients are identified to be ag = 0, a; = 10, 
az = 60, bp = 5, and b) = 1. 

For a unit-step input, the steady-state error, from Eq. (5-75), is 


1 fag—b|Ky 60-—1x2\ _ 
ess = Ky (22a) 3 (Fa) = 2.9 (5 80) 


To verify this result, we find the unit-step response using the closed-loop transfer function in 
Kq. (5-79). The result is 


y(t) = (0.5t — 2.9)u,(t) + transient terms: (5-81) 
From the discussion that leads to Eq. (5-70), the reference signal is considered to be tu;(t)/Ky = 
0.51u,(t) in the steady state; thus, the steady-state error is 2.9. Of course, it should be pointed out that 


if H(s) were a constant for this type 2 system, the closed-loop system would be unstable. So, the 
derivative control in the feedback path also has a stabilizing effect. 


The corresponding responses for Eq. 5-79 are obtained by the following sequence of MATLAB functions 


t=0:090.1:50; 
num=[15]; 


den= [11760100]; 
sys = tf(num,den); 


? 


sys_ci=feedback(sys,1); 
[y,t]=step(sys_cl); 
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u=ones(size(t)); 


plot(t,y,‘r’,t,u, ‘g’) 

xlabel( ‘Time(secs)’) 

ylabel( ‘Amplitude’ ) 

title( ‘Input-green, Output-red’) 


Input-green, Output-red 
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5-4-2 Steady-State Error Gaused by Nonlinear System Elements 


In many instances, steady-state errors of control systems are attributed to some nonlinear 
system characteristics such as nonlinear friction or dead zone. For instance, 1f an amplifier 
used in a control system has the input—output characteristics shown in Fig. 5-8, then, when 
the amplitude of the amplifier input signal falls within the dead zone, the output of the 
amplifier would be zero, and the control would not be able to correct the error if any exists. 
Dead-zone nonlinearity characteristics shown in Fig. 5-8 are not limited to amplifiers. The 
flux-to-current relation of the magnetic field of an electric motor may exhibit a similar 
characteristic. As the current of the motor falls below the dead zone D, no magnetic flux, 
and, thus, no torque will be produced by the motor to move the load. 

The output signals of digital components used in control systems, such as a micro- 
processor, can take on only discrete or quantized levels. This property is illustrated by the 
quantization characteristics shown in Fig. 5-9. When the input to the quantizer is within 
+q/2, the output is zero, and the system may generate an error in the output whose 


Figure 5-8 Typical input—output 
characteristics of an amplifier with dead 
zone and saturation. 
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Figure 5-9 Typical input-output characteristics of a quantizer. 


magnitude is related to +q/2. This type of error is also known as the quantization error in 
digital control systems. 

When the control of physical objects is involved, friction is almost always present. 
Coulomb friction is a common cause of steady-state position errors in control systems. 
Fig. 5-10 shows a restoring-torque-versus-position curve of a control system. The torque 
curve typically could be generated by a step motor or a switched-reluctance motor or from 
a closed-loop system with a position encoder. Point 0 designates a stable equilibrium point 
on the torque curve, as well as the other periodic intersecting points along the axis where 
the slope on the torque curve is negative. The torque on either side of point 0 represents a 
restoring torque that tends to return the output to the equilibrium point when some angular- 
displacement disturbance takes place. When there is no friction, the position error should 
be zero, because there is always a restoring torque so long as the position 1s not at the stable 


I — ow om eee ews yt ee oe oe 
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Figure 5-10 Torque-angle curve of a motor or closed-loop system with Coulomb friction. 
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equilibrium point. If the rotor of the motor sees a Coulomb friction torque 7;, then the motor 
torque must first overcome this frictional torque before producing any motion. Thus, as the 
motor torque falls below 7; as the rotor position approaches the stable equilibrium point, it 
may stop at any position inside the error band bounded by +8,, as shown in Fig. 5-10. 

Although it is relatively simple to comprehend the effects of nonlinearities on errors and 
to establish maximum upper bounds on the error magnitudes, it is difficult to establish general 
and closed-form solutions for nonlinear systems. Usually, exact and detailed analysis of 
errors in nonlinear control systems can be carried out only by computer simulations. 

Therefore, we must realize that there are no error-free control systems in the real 
world, and, because all physical systems have nonlinear characteristics of one form or 
another, steady-state errors can be reduced but never completely eliminated. 


.- 5-5 TIME RESPONSE OF A PROTOTYPE FIRST-ORDER SYSTEM 


Consider the prototype first-order system of form 


dy{t) 1 ! 

a +—y(t) == F(t) (5-82) 
where tT is known as the time constant of the system, which is a measure of how fast 
the system responds to initial conditions of external excitations. Note that the input in 
Eq. (5-82) is scaled by 4 for cosmetic reasons. 

For a unit-step input 


f(t) = us(t) 


0, ¢<Q, 
: =a (5-83) 
If y(0) = y(0) = 0, L(us(t)) = . and £(y(t)) = ¥(s), then 


1 tft 
OOH eae oe 


Applying the inverse Laplace transform to Eq. (5-84), we get the time response of Eq. (5-82): 
y(t) =1-e (5-85) 
where T is the time for y(¢) to reach 63% of its final value of jim y(t) = 1. 


Fig. 5-11 shows typical unit-step responses of y(t) for a general value of r. As the value 
of time constant t decreases, the system response approaches faster to the final value. 
The step response will not have any overshoot for any combination of system parameters, 


Figure 5-11 Unit-step response of a 
0 f prototype first-order system. 
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Figure 5-12 Pole configuration of the 
transfer function of a prototype first- 
order system. 


Fig. 5-12 shows the location of the pole at s = ~t in the s-plane of the system transfer 
function. For positive t, the pole at s = — 4 will always stay in the left-half s-plane, and the 
system is always stable. 


5-6 TRANSIENT RESPONSE OF A PROTOTYPE SECOND-ORDER SYSTEM 


Although true second-order control systems are rare in practice, their analysis generally 
helps to form a basis for the understanding of analysis and design of higher-order systems, 
especially the ones that can be approximated by second-order systems. 

Consider that a second-order control system with unity feedback is represented by the 
block diagram shown in Fig. 5-13. The open-loop transfer function of the system is 
Y¥(s) | we 


a (5-86) 


eM E(s) s(s + 22@,;) 


where ¢ and w,, are real constants. The closed-loop transfer function of the system is 


¥(s) _ Wr 
R(s)  s*. + fms + w? ca 


The system in Fig. 5-13 with the transfer functions given by Eqs. (5-86) and (5-87) is 
defined as the prototype second-order system. 


The characteristic equation of the prototype second-order system 1s obtained by setting 
the denominator of Eq. (5-87) to zero: 


A(s) = s* + 2tans +o? = 0 (5-88) 


For a unit-step function input, R(s) = 1/s, the output response of the system is obtained by 
taking the inverse Laplace transform of the output transform: 


a (5-89) 


= 5(s2 + 2te,5 + w2) 


¥) 
Yis) 
Figure 5-13 Prototype second-order control 
system, 
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M(t) 


Figure 5-14 Unit-step responses of the prototype second-order system with various damping ratios. 


This can be done by referring to the Laplace transform table in Appendix C. The result is 


ec fad,t 


rere ie rer aia (op J/1— 2t+cos~ t) t>0 (5-90) 


Fig. 5-14 shows the unit-step responses of Eq. (5-90) plotted as functions of the normalized 
time w,,¢ for various values of ¢. As seen, the response becomes more oscillatory with larger 
overshoot as ¢ decreases. When ¢ > 1, the step response does not exhibit any overshoot; 
that is, yz) never exceeds its final value during the transient. The responses also show that 
w,, has a direct effect on the rise time, delay time, and settling time but does not affect the 
overshoot. These will be studied in more detail in the following sections. 
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5-6-1 Damping Ratio and Damping Factor 


The effects of the system parameters ¢ and w,, on the step response y(t) of the prototype 
second-order system can be studied by referring tu the roots of the characteristic equation 
in Eq. (5-88). 


Toolbox 5-6-1 


The corresponding time responses for Fig. 5-14 are obtained by the following sequence of MATLAB 
functions 


clear all 

w=10; 

for 1=[6.2 0.4 0.6 9.811.21.41.61.8 2] 
t=0:0.1:50; 

num = [w.°2]; 

den = [1 2*l*ww.°2]; Closed-Loop Step 
t=0:0.01:2; 

stepCnum,den,t) hold on; 

end 

xlabel(‘Time(secs)') 

ylabel (‘Amplitude’) 

title ‘Closed-Loop Step’) 


02 4 12 414 15 
Timefsecs) (sec) 


The two roots can be expressed as 


$1,52 = —l@y, + jOgV 1 - ¢2 


(5-91) 
=-at jw 


where 
a& = Cwn (5-92) 
and 


The physical significance of ¢ and @ is now investigated. As seen from Eqs. (5-90) and 
(5-92), @ appears as the constant that is multiplied to ¢ in the exponential term of y(t). 
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Therefore, a controls the rate of rise or decay of the unit-step response y(t). In other 
words, a controls the ‘‘damping”’ of the system and is called the damping factor, or the 
damping constant. The inverse of a, 1/a, is proportional to the time constant of the 
system. 

When the two roots of the characteristic equation are real and equal, we called the 
system critically damped. From Eq. (5-91), we see that critical damping occurs when 
¢ = 1. Under this condition, the damping factor is simply a = w,,. Thus, we can regard ¢ as 
the damping ratio; that is, 


a actual damping factor 
¢ = damping ratio = — 


aa PRET SORRY PST eSATA oP 5-94 
@, damping factor at critical damping ie 


5-6-2 Natural Undamped Frequency 


The parameter w,, is defined as the natural undamped frequency. As seen from Eq. (5-91), 
when ¢ = 0, the damping is zero, the roots of the characteristic equation are imaginary, and 
Eq. (5-90) shows that the unit-step response is purely sinusoidal. Therefore, w,, corresponds 
to the frequency of the undamped sinusoidal response. Eq. (5-91) shows that, when0 < ¢< 1, 
the imaginary part of the roots has the magnitude of w. When ¢ 4 0, the response of y(?) is not 
a periodic function, and w defined in Eq. (5-93) is not a frequency. For the purpose of 
reference, w is sometimes defined as the conditional frequency, or the damped frequency. 

Fig. 5-15 illustrates the relationships among the location of the characteristic equation 
roots and a, ¢, w,, and w. For the complex-conjugate roots shown, 


* «@,, 18 the radial distance from the roots to the origin of the s-plane. 
¢ a is the real part of the roots. 
¢ wis the imaginary part of the roots. 


* is the cosine of the angle between the radial line to the roots and the negative axis 
when the roots are in the left-half s-plane, or 


£=cosé (5-95) 


Figure 5-15 Relationships among the 
characteristic-equation roots of the 
prototype second-order system and a, ¢, @,, 
and w. 
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Figure 5-16 (a) Constant-natural-undamped-frequency loci. (b) Constant-damping-ratio loci. 
(c) Constant-damping-factor loci. (d) Constant-conditional-frequency loci. 


Fig. 5-16 shows in the s-plane (a) the constant-w,, loci, (b) the constant-¢ loci, (c) the 
constant-a@ loci, and (d) the constant-@ loci. Regions in the s-plane are identified with the 
system damping as follows: 


¢ The left-half s-plane corresponds to positive damping; that is, the damping factor or 
damping ratio is positive. Positive damping causes the unit-step response to settle to 
a constant final value in the steady state due to the negative exponent of 
exp(—fa,t). The system is stable. 


¢ The right-half s-plane corresponds to negative damping. Negative damping gives a 
response that grows in magnitude without bound, and the system is unstable. 


¢ The imaginary axis corresponds to zero damping (@ = 0 or ¢ = 0). Zero damping 
results in a sustained oscillation response, and the system is marginally stable or 
marginally unstable. 


Thus, we have demonstrated with the help of the simple prototype second-order 
system that the location of the characteristic equation roots plays an important role in the 
transient response of the system. 


280 © Chapter 5. Time-Domain Analysis of Control Systems 


jo 


C=0 s-plane 


O>¢ >-l 


Figure 5-17 Locus of roots of the 
characteristic equation of the 
prototype second-order system. 


The effect of the characteristic equation roots on the damping of the second-order 
system is further illustrated by Fig. 5-17 and Fig. 5-18. In Fig. 5-17, ,, is held constant 
while the damping ratio ¢ is varied from —oo to +oo. The following classification of the 
system dynamics with respect to the value of ¢ is made: 


O<f<1: 5), 82 = —t@y, t+ jon V1 —t? (—ta@n, <0) underdaniped 


C=1: 5), 52 = —wy critically damped 
C>1: $1, 5. = —lwm, + on fee —1 overdamped 
¢=0: si, 52 = tLjay, undamped 

E<O0: sj, so = —lw, + jon J1 — (—tw, > 0) negatively damped 


Fig. 5-18 illustrates typical unit-step responses that correspond to the various root locations 
already shown. 

In practical applications, only stable systems that correspond to ¢ > 0 are of interest. 
Fig. 5-14 gives the unit-step responses of Eq. (5-90) plotted as functions of the normalized 
time w,¢ for various values of the damping ratio ¢. As seen, the response becomes more 
oscillatory as ¢ decreases in value. When ¢> 1, the step response does not exhibit any 
overshoot; that is, y(¢) never exceeds its final value during the transient. 


5-6-3 Maximum Overshoot 


The exact relation between the damping ratio and the amount of overshoot can be obtained 
by taking the derivative of Eq. (5-90) with respect to ¢ and setting the result to zero. Thus, 


; —Led,t ——— 
dy{t) Ore ——|esin(wot +6) — V1 Peos(wt+)| 120 (5-96) 


dad f~-2e 


where w and @ are defined in Eqs. (5-93) and (5-95), respectively. We can show that the 
quantity inside the square bracket in Eq. (5-96) can be reduced to sin wt. Thus, Eq. (5-96) is 
simplified to 


Gy) _On tent ina, JT 22 1>0 (5-97) 


dt /1— et 
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Figure 5-18 Step-response comparison for various characteristic-equation-root locations 
in the s-plane. 
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Setting dy(t)/dt to zero, we have the solutions: t = co and 


wO,Yl—cronnr n=0,1,2,... (5-98) 


from which we get 


pa 4201 (5-99) 


tn 1 — e 
The solution at ¢ = oo is the maximum of y(£) only when ¢ > 1. For the unit-step responses 
shown in Fig, 5-13, the first overshout is the maximum overshoot. This corresponds to 
n = 1 in Eg. (5-99). Thus, the time at which the maximum overshoot occurs is 


Ie 


inax = OS 
On 1 — ¢2 


With reference to Fig. 5-13, the overshoots occur at odd values of v, that is, 2 = 1, 3, 
5,..., and the undershoots occur at even values of 1. Whether the extremum is an 
overshoot or an undershoot, the time at which it occurs is given by Eq. (5-99). It should be 
noted that, although the unit-step response for ¢ £0 is not periodic, the overshoots and the 
undershoots of the response do occur at periodic intervals, as shown in Fig. 5-19. 

The magnitudes of the overshoots and the undershoots can be determined by 
substituting Eq. (5-99) into Eq. (5-90). The result is 


~nnt {1-2 
CD) eiaeceanti =I- 7 sin(77 + @) i= 1, Des os (5-101) 


(5-100) 


or 


= J/l-2 
(2) max ormin = Le (—1)” é i a: n=1,2,... (5-102) 


yin 


} 
¥imax 
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Figure 5-19 Unit-step response illustrating that the maxima and minima occur at periodic intervals. 
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Percentage overshoot 


Figure 5-20 Percent overshoot as a 
function of damping ratio for the step 
response of the prototype second-order 
system. 


Damping ratio ¢ 


The maximum overshoot is obtained by letting x = 1 in Eq. (5-102). Therefore, 


maximum overshoot = ymax — 1 = et 1-& (5-103) 
and 
percent maximum overshoot = 100¢77¢/ v 1-3" (5-104) 


Eg. (5-103) shows that the maximum overshoot of the step response of the prototype 
second-order system is a function of only the damping ratio ¢. The relationship between 
the percent maximum overshoot and the damping ratio given in Eq. (5-104) is plotted in 
Fig. 5-20. The time fmax in Eq. (5-100) is a function of both ¢ and w,,. 


5-6-4 Delay Time and Rise Time 


It is more difficult to determine the exact analytical expressions of the delay time f,, rise 
time ¢,, and settling time ¢,, even for just the simple prototype second-order system. For 
instance, for the delay time, we would have to set y(t) = 0.5 tn Eq. (5-90) and solve for ¢. 
An easier way would be to plot c,,¢ 7 versus ¢, as shown in Fig. 5-21, and then approximate 
the curve by a straight line or a curve over the range of 0< ¢ < 1. From Fig. 5-21, the delay 
time for the prototype second-order system is approximated as 


_1+0.7¢ 
ty == ——— 


# 


0<¢t<1.0 (5-105) 
We can obtain a better approximation by using a second-order equation for f,;: 


pony Le + 0.125¢ + 0.46927 


d 0<¢<1.0 (5-106) 


Wy 


For the rise time #,, which ts the time for the step response to reach from 10 to 90% of its 
final value, the exact value can be determined directly from the responses of Fig. 5-14. The 
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Figure 5-21 Normalized delay time versus ¢ for the prototype second-order system. 


plot of w,f- versus ¢ is shown in Fig. 5-22. In this case, the relation can again be 
approximated by a straight line over a limited range of ¢: 


, 0:8 +255 


F 


O<¢<l (5-107) 


On 
A better approximation can be obtained by using a second-order equation: 


1 = 0.41676 + 2.91727 


Wy, 


O<t<1 (5-108) 


r 


Actual @,1, = : 
1 — 0.41676 + 2.9176 


Figure 5-22 Normalized rise time versus ¢ for the prototype second-order system. 


5-6-5 Settling Time 
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From this discussion, the following conclusions can be made on the rise time and delay 
time of the prototype second-order system: 


* ft, and ty are proportional to ¢ and inversely proportional to ,. 


¢ Increasing (decreasing) the natural undamped frequency w,, will reduce (increase) 
t, and bs 


From Fig. 5-14, we see that, when 0 < ¢< 0.69, the unit-step response has a maximum 
overshoot greater than 5%, and the response can enter the band between 0.95 and 1.05 for 
the last time from either the top or the bottom. When ¢ is greater than 0.69, the overshoot 1s 
less than 5%, and the response can enter the band between 0.95 and 1.05 only from the 
bottom. Fig. 5-23(a) and (b) show the two different situations. Thus, the settling time has a 


(a) 0< £<0,69 


oe 
RSa 


(b) ¢> 0.69 
Figure 5-23 Settling time of the unit-step response. 
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Figure 5-23 (continued) 


discontinuity at ¢ = 0.69. The exact analytical description of the settling time f, is difficult 
to obtain. We can obtain an approximation for f, for 0 < ¢ < 0.69 by using the envelope of 
the damped sinusoid of y(7), as shown in Fig. 5-23(a) for a 5% requirement. In general, 
when the settling time corresponds to an intersection with the upper envelope of y(t), the 
following relation is obtained: 


1+ coe ex's — ypper bound of unit-step response (5-109) 


J/1-¢ 


When the settling time corresponds to an intersection with the bottom envelope of y(2), f, 
must satisfy the following condition: 


l 
] — 7 ame: ' = lower bound of unit-step response (5-110) 
—¢ 


For the 5% requirement on settling time, the right-hand side of Eq. (5-109) would be 1.05, 
and that of Eq. (5-110) would be 0.95. It is easily verified that the same result for ¢, is 
obtained using either Eq. (5-109) or Eq. (5-110). 

Solving Eq. (5-109) for w,,t,, we have 


Ont, = -7 In (cr v1- :?) (5-141) 


where c,, is the percentage set for the settling time. For example, if the threshold 
is 5 percent, the c;,; = 0.05. Thus, for a 5-percent settling time, the right-hand side of 
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Eq. (5-111) varies between 3.0 and 3.32 as ¢ varies from 0 to 0.69. We can approximate the 
settling time for the prototype second-order system as 


3.2 
are 0<¢<0.69 (5-112) 


On 


The approximation will be poor for small values of ¢(< 0.3). 

When the damping ratio ¢ is greater than 0.69, the unit-step response will always enter 
the band between 0.95 and 1.05 from below. We can show by observing the responses in 
Fig. 5-14 that the value of w,¢, is almost directly proportional to ¢. The following 
approximation is used for f, for ¢ > 0.69. 


Biel 


i; = ¢ > 0.69 (5-113) 


i 


Fig. 5-23(c) shows the actual values of w,¢, versus ¢ for the prototype second-order 
system described by Eq. (5-87), along with the approximations using Eqs. (5-112) 
and (5-113) for their respective effective ranges. The numerical values are shown in 
Table 5-2. 

We can summarize the relationships between ¢, and the system parameters as 
follows: 


¢ Fort < 0.69, the settling time is inversely proportional to ¢ and w,,. A practical way 
of reducing the settling time is to increase w, while holding ¢ constant. Although 


TABLE 5-2 Comparison of Settling Times of 
Prototype Second-Order System, w,t, 


g Actual 32 4.5¢ 
0.10 28.7 30.2 

0.20 13.7 16.0 

0.30 10.0 10.7 

0.40 7.5 8.0 

0.50 5.2 6.4 

0.60 5,2 5.3 

0.62 5.16 5.16 

().64 5,00 5.00 

0.65 5.03 4.92 

0.68 4,71 4.71 

0.69 4,35 4.64 

0.70 2.86 3.15 
0.80 3.33 3.60 
0.90 4,00 4.05 
1.00 4.73 4.50 
1.10 5.30 4.95 
1.20 6.2] 5.40 


1.50 8.20 6.75 
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Toolbox 5-6-2 


Ta find PO, rise time, and settling time using MATLAB, point at a desired location on the graph and right- 
click to display the x and y values. For example 


clear all 

w=10;1=0.4; 
t=0:0.01:5; 
num = [w.°2]; 


the response will be more oscillatory, the maximum overshoot depends only on ¢ 
and can be controlled independently. 


¢ For ¢ > 0.69, the settling time is proportional to ¢ and inversely proportional to @,,. 
Again, ¢, can be reduced by increasing w,. 


System sys Closed-Loop Step 
Time (sec): 0.354 
Amplitude: 1.25 


den = [1 2°1l’ww.“2]; 


step(num,den,t) 


xlabel( ‘Time(secs)’) 
ylabel( ‘Amplitude’ ) 
title( ‘Closed-Loop Step’) 


2 25 3 35 
Time(secs) (sec) 


It should be commented that the settling time for f > 0.69 is truly a measure of how 
fast the step response rises to its final value. It seems that, for this case, the rise and delay 
times should be adequate to describe the response behavior. As the name implies, settling 
time should be used to measure how fast the step response settles to its final value. It should 
also be pointed out that the 5% threshold is by no means a number cast in stone. More 
stringent design problems may require the system response to settle in any number less 
than 5%. 

Keep in mind that, while the definitions on y,nax, fmax» ‘a f,, and t, apply to a system of 
any order, the damping ratio ¢ and the natural undamped frequency «@,, strictly apply only to 
a second-order system whose closed-loop transfer function is given in Eq. (5-87). 
Naturally, the relationships among fy, t,, and f, and ¢ and w,, are valid only for the 
same sccond-order system modcl. However, these relationships can be uscd to measure the 
performance of higher-order systems that can be approximated by second-order ones, 
under the stipulation that some of the higher-order poles can be neglected. 
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0-7 SPEED AND POSITION CONTROL OF A DC MOTOR 


Servomechanisms are probably the most frequently encountered electromechanical contro} 
systems. Applications include robots (each joint in a robot requires a position servo), 
numerical control (NC) machines, and laser printers, to name but a few. The common 
characteristic of all such systems is that the variable to be controlled (usually position or 
velocity) is fed back to modify the command signal. The servomechanism that will be used 
in the experiments in this chapter comprises a dc motor and amplifier that are fed back the 
motor speed and position values. 

One of the key challenges in the design and implementation of a successful controller 
is obtaining an accurate model of the system components, particularly the actuator. In 
Chapter 4, we discussed various issues associated with modeling of de motors. We will 
briefly revisit the modeling aspects in this section. 


5-7-1 Speed Response and the Effects of Inductance and Disturbance-Open Loop Response 


Consider the armature-controlled dc motor shown in Fig. 5-24, where the field current is 
held constant in this system. The system parameters include 


R, = armature resistance, chm 

£, = armature inductance, henry 

¥, = applied armature voltage, volt 

y, = back emf, voit 

@ = angular displacement of the motor shaft, radian 

T = torque developed by the motor, N-#1 

J, = moment of inertia of the load, kg-m? 

T;, = any external load torque considered as a disturbance, N-17 

J <= moment of inertia of the motor (motor shaft), kg-17" 

J =} equivalent moment of inertia of the motor and load connected to the motor- 
shaft, J = J,/n? +Jm, kg-m* (refer to Chapter 4 for more details) 

n = gear ratio 


= equivalent viscous-friction coefficient of the motor and load referred to the 
motor shaft, N-m/rad/sec (in the presence of gear ratio, B must be scaled by n; 
refer to Chapter 4 for more details) 


K, = speed sensor (usually a tachometer) gain 


Figure 5-24 An armature-controlled dc motor with a 
Sensor gear head and a load inertia J;. 
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Figure 5-25 Block diagram of an armature-controlled de motor. 


As shown in Fig. 5-25, the armature-controlled dc motor is itself a feedback system, 
where back-emf voltage is proportional to the speed of the motor. In Fig. 5-25, we have 
included the effect of any possible external load (e.g., the load applied to a juice machine 
by the operator pushing in the fruit) as a disturbance torque 7;, The system may be 
arranged in input-output form such that V,(s) is the input and (){s) is the output: 


Km 
_ Rada 
ie (#2) ee (1 : 3 KK, + Rob“) 
Ra Rad m Radin 


(5-114) 


f(y 


(#2). 4 ( ; Bis), at 


Rad 


The ratio L,/R,, is called the motor electric-time constant, which makes the system speed- 
response transfer function second order and is denoted by 1,. Also, it introduces a zero to 
the disturbance-output transfer function. However, as discussed in Chapter 4, because L, in 
the armature circuit is very small, rt, is neglected, resulting in the simplified transfer 
functions and the block diagram of the system. Thus, the speed of the motor shaft may be 
simplified to ; 


Ki; ede 
= Ral m 7 Jin : 
O(s) = K,,Ky ERE Vi(s) KK, + RB Tz(s) (5-115) 
Red, Fit Re Jin 
or 
Tm 
Ke I 
OQ{s) = V,(s) - —*—T. 5-11 
‘s) Tas + 1 a(s) TS + 1 L(s) ( 6) 


where Keg = Kn/(ReB + KmK,) is the motor gain constant, and tm = RaJm/{RaB + 
KmX,) is the motor mechanical time constant. Hf the load inertia and the gear ratio arc 
incorporated into the system model, the inertia J,,, in Eqs. (5-114) through (5-116) is 
replaced with J (total inertia). 
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Using superposition, we get 
O(s) = OXs)]7, (<0 + 263) ly,(5)=0 (5-117) 


To find the response c(t), we use superposition and find the response due to the individual 
inputs. For T; = 0 (no disturbance and B = Q) and an applied voltage V,(t) = A, such that 
Va(s) = A/s, 


w(t) = z(l ~ ttm) (5-118) 


In this case, note that the motor mechanical time constant f,,, is reflective of how fast 
the motor is capable of overcoming its own inertia J, to reach a steady state or constant 
speed dictated by voltage V,. From Eq. (5-118), the speed final value is w{t) = A/Kp. As 
T,, increases, the approach to steady state takes longer. 

If we apply a constant load torque of magnitude D to the system (i.e., T; = D/s), the 
speed response from Eq. (5-118) will change to 


w(t) = z (A - saa — ¢ ttm) (35-119) 


which clearly indicates that the disturbance T, affects the final speed of the motor. From 
Eq. (5-119), at steady state, the speed of the motor 1s wy, = KA — Rab }. Here the final 


mt 


value of w(t) is reduced by R,D/K,,K,. A practical note is that the value of 7; = D may 
never exceed the motor stall torque, and hence for the motor to turn, from Eq. (5-119), 
AK /Ra > D, which sets a limit on the magnitude of the torque 7;. For a given motor, the 
value of the stall torque can be found in the manufacturer’s catalog. 

If the load inertia is incorporated into the system model, the final speed value becomes 
ws, = A/Kp. Does the stall torque of the motor affect the response and the steady-state 
response? In a realistic scenario, you must measure motor speed using a sensor. How would 
the sensor affect the equations of the system (see Fig. 5-25)? 


5-7-2 Speed Control of DC Motors: Closed-Loop Response 


As seen previously, the output speed of the motor is highly dependant on the value of torque 
T;. We can improve the speed performance of the motor by using a proportional feedback 
controller. The controller is composed of a sensor (usually a tachometer for speed 
applications) to sense the speed and an amplifier with gain K (proportional control) 
in the configuration shown in Fig. 5-26. The block diagram of the system is also shown in 
Fig. 3-27. 


Figure 5-26 Feedback control of an 
_- armature-controlled dc motor with 
Feedback si sor a load inertia. 


292 © Chapter 5. Time-Domain Analysis of Control Systems 


Figure 5-27 Block diagram of a speed-control. armature-controlled de motor. 


Note that the speed at the motor shaft is sensed by the tachometer with a gain K,. For 
ease in comparison of input and output, the input to the control system is converted from 
voltage V;, to speed 2, using the tachometer gain K,. Hence, assuming Lz = 0, we have 


KKK 
= Radin 
ae 7 Kiy,Kp + R,B 2.5 K; Kink Din (5) 
rg AM ae 
RaJim 
| 
= Jin 
i FRB+KKyR\ 1) 
2 {( 
Rabm 
For a step input 12;, = A/s and disturbance torque value T;, = D/s, the output becomes 


(5-120) 


K 
w(t) _ AKKin Ae (1 — ent) TD 


_— oe tlt . 
Rady i (1 e } (5-121) 


= Rado “ont 
where Tt, = ¥,KpTRBLRR,K } the system mechanical-time constant. The steady-state 


response in this case is 


woe, - {— AR Rm® RD (5-122) 
WN K.Kp + RaB+ KKK  KmKp + RaB + Ki KinK 


where wr, + A as K — oo. So, speed control may reduce the effect of disturbance. As in 
Section 5-7-1, the reader should investigate what happens if the inertia J; is included in 
this model. If the load inertia J; is too large, will the motor be able to tum? Again, as 
in Section 5-7-1, you will have to read the speed-sensor voltage to measure speed. How will 
that affect your equations? 


5-7-3 Position Control 


The position response in the open-loop case may be obtained by integrating the speed 
response. Then, considering Fig. 5-25, we have O(s) = Q(s)/s. The open-loop transfer 
function is therefore 


(5) Kin 


es 5-123 
Vi(s) S(LaJd nS? mE (LaB + RaJm)s + RaB + Kn Kj) ) 


5-8 Time-Domain Analysis of a Position-Control System << 293 


Figure 5-28 Block diagram of a position-control, armature-controlled dc motor. 


where we have used the total inertia /. For small Z,, the time response in this case is 


a(t) = = Ce a eee, (5-124) 


which implies that the motor shaft is turning without stop at a constant steady-state speed. 
To control the position of the motor shaft, the simplest strategy is to use a proportional 
controller with gain K. The block diagram of the closed-loop system is shown in Fig. 5-28. 
The system is composed of an angular position sensor (usually an encoder or a potenti- 
ometer for position applications). Note that, for simplicity, the input voltage can be scaled 
to a position input @;,(s) so that the input and output have the same units and scale. 
Alternatively, the output can be converted into voltage using the sensor gain value. The 
closed-loop transfer function in this case becomes 


KK, Ks 
© (s) R, 
Se ee ee ee (5-125) 
Sinls) (Tes + 1) u s* + (s a ee | s+ <I 
a a 


where K, is the sensor gain, and, as before, Te = (1,/R,) may be neglected for small L,,. 


KK, Ks 
© (s) RaJ 
See ee SS 5-126 
O.n(s) ae RaB + KinKp KK, Ks ( 


Later, in Chapter 6, we set up numerical and experimental case studies to test and verify the 
preceding concepts and learn more about other practical issues. 


5-8 TIME-DOMAIN ANALYSIS OF A POSITION-CONTROL SYSTEM 


In this section, we shall analyze the performance of a system using the time-domain criteria 
established in the preceding section. The purpose of the system considered here is to 
control the positions of the fins of an airplane as discussed in Example 4-11-1, 

Recall from Chapter 4 that 


_ @5(s) K,K\KiKN 
7 ®-{s) 7 S[Ladps* + (Rad + Lg B, + Ki K2Jd,)s + RaB, + KKB, + KiK, + KK K;Kj] 
(5-127) 


G(s) 
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The system is of the third order, since the highest-order term in G(s) is s°. The electrical 
time constant of the amplifier-motor system is 


Ta ~ RB, + KiKo = 545 = ().0003 sec (5-128) 


The mechanical time constant of the motor-load system is 


J, 0.0002 
y= = 


B, 0.015 


= 0.01333 sec (5-129) 


Because the electrical time constant is much smaller than the mechanical time constant, on 
account of the low inductance of the motor, we can perform an initial approximation by 
neglecting the armature inductance L,. The result is a second-order approximation of the 
third-order system. Later we will show that this is not the best way of approximating a high- 
order system by a low-order one. The forward-path transfer function is now 


G(s) = K;K,K;KN 
~ 8[(Radi + Ki KoJ,)s + RaBy + Ki K2B; + KiKp + KK, KK; | 


_ASKi BiKN | (5-130) 
= RaJ; + Ki K2J; 
7 s(s a RaB; + K, KoB,; + KiKp + man) 
Rad, + K, Kod, 


Substituting the system parameters in the last equation, we get 
4500K 


Cg 5(s + 361.2) 


(5-131) 


Comparing Eq. (5-131) and (5-132) with the prototype second-order transfer function of 
Fq. (5-86), we have 


[ K;K,KiKN 
natural undamped frequency w, = + ae = +V4500K rad/sec (5-132) 
Rad, + K)\ Kod, 


; ; RB, + KK) KoB; + KK. KK|K:K; 2.692 
damping ratio ‘4 — Raby + R20; + RR TAR AA, — (5-133) 
K,K, KiKN(ReJ; + Ki K2J1) VK 


Thus, we see that the natural undamped frequency @,, is proportional to the square root of 
the amplifier gain K, whereas the damping ratio ¢ is inversely proportional to VK. 
The closed-loop transfer function of the unity-feedback control system is 


@,(s) 4500K 


@,(s) 52+ 361.25 + 4500K (5-134) 


5-8-1 Unit-Step Transient Response 


For time-domain analysis, it is informative to analyze the system performance by applying 
the unit-step input with zero initial conditions. In this way, it is possible to characterize the 
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system performance in terms of the maximum overshoot and some of the other measures, 
such as rise time, delay time, and settling time, if necessary. 

Let the reference input be a unit-step function 0,(t) = us{t) rad; then O(s) = 1/s. The 
output of the system, with zero initial conditions, is 


8,(t) = £7! F gorau | (5-135) 


(s2 + 361.25 — 4500K) 
The inverse Laplace transform of the right-hand side of the last equation is carried out using 


the Laplace transform table in Appendix D, or using Eq. (5-90) directly. The following 
results are obtained for the three values of K indicated. 


K = 7.248(¢~1.0): 
Oy(t) = (1 — 1512718 4 150e7 181-28) (2) (5-136) 


K = 14.5(t = 0.707): 
0,(t) = (1 — e7 8-6 cos 180.6r — 0.9997e7 18 sin 180.61) 15(#) (5-137) 


K = 181.17(¢ = 0.2): 
0,(t) = (1 — e189 cos 884.7t — 0.2041e7 18° sin 884.72) us(t) (5-138) 


The three responses are plotted as shown in Fig, 5-29. Table 5-3 gives the comparison of the 
characteristics of the three unit-step responses for the three values of K used. When 


1.60 


1,20 


(2) 


0.80 


0.40 


0.00 0.01 0.02 0.03 0.04 0.05 
Time (sec) 
Figure 5-29 Unit-step responses of the attitude-contro! system in Fig. 4-78; Lz = 0. 
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TABLE 5-3 Comparison of the Performance of the Second-Order Position-Control System with 


the Gain K Values 

Dy %o Max ty fy fy frmax 
Gain K t (rad/sec) overshoot (sec) (sec) (sec) (sec) 
7.24808 1,000 180.62 0 0.00929 0.0186 0.0259 — 
14.50 0.707 255.44 4.3 0.00560 0.0084 0.0114 0.01735 
181.17 0.200 903.00 52.2 0.00125 0.00136 0.0150 0.00369 


K = 181.17, ¢ = 0.2, the system is lightly damped, and the maximum overshoot is 52.7%, 
which is excessive. When the value of K is set at 7.248, ¢ is very close to 1.0, and the system 
is almost critically damped. The wunit-step response does not have any overshoot or 
oscillation. When K is set at 14.5, the damping ratio is 0.707, and the overshoot is 
4.3%. It should be pointed out that, in practice, it would be time consuming, even with the 
aid of a computer, to compute the time response for each change of a system parameter for 
either analysis or design purposes. Indeed, one of the main objectives of studying control 
systems theory, using either the conventional or modern approach, is to establish methods 
so that the total reliance on computer simulation can be reduced. The motivation behind 
this discussion is to show that the performance of some control systems can be predicted by 
investigating the roots of the characteristic equation of the system. For the characteristic 
equation of Eq. (5-135), the roots are 


sy = —180.6 + V32616 — 4500K (5-139) 
sz = —180.6 — V32616 — 4500K (5-140) 


Toolbox 5-8-1 
The Fig. 5-29 responses may be obtained by the following sequence of MATLAB functions. 


% Equation 5.136 
% Unit-Step Transient Response 


for k=[7.248 14.5 181.2] 
num= [4500*k]/; 

den = [1 361.2 4500*k]; 
step(num, den) 

hold on; 

end 

xlabel( ‘Time(secs)’) 
ylabel( ‘Amplitude’ ) 
title (‘Closed-Loop Step’) 


For K = 7.24808, 14.5, and 181.2, the roots of the characteristic equation are tabulated as 
follows: 


K = 7.24808: S$] = so = —180.6 
K = 14.5: sj = —180.6 + j180.6 57 = —180.6 — 180.6 
K = 181.2: s; = —180.6+ j884.7 s, = —180.64 j884.7 
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Figure 5-30 Root loci of the characteristic equation in Eq. (5-134) as K varies. 


These roots are marked as shown in Fig. 5-30. The trajectories of the two characteristic 
equation roots when XK varies continuously from —cc to oo are also shown in Fig. 5-30. 
These root trajectories are called the root loci (see Chapter 4) of Eq. (5-135) and are used 
extensively for the analysis and design of linear control systems. 

From Egs. (5-140) and (5-141), we see that the two roots are real and negative for 
values of K between 0 and 7.24808. This means that the system is overdamped, and the step 
response will have no overshoot for this range of K. For values of K greater than 7.24808, 
the natural undamped frequency will increase with ./K. When K is negative, one of the 
roots is positive, which corresponds to a time response that increases monotonically with 
time, and the system is unstable. The dynamic characteristics of the transient step response 
as determined from the root loci of Fig. 5-30 are summarized as follows: 


Amplifier Gain Dynamics Characteristic Equation Roots System 

0< K < 7.24808 Two negative distinct real roots Overdamped (¢ > 1) 

K = 7.24808 Two negative equal real roots Critically damped (¢ = 1) 

7.24808 < K < co Two complex-conjugate roots Underdamped (¢ < 1) 
with negative real parts 

~o<K <0 Two distinct real roots, one Unstable system (¢ < 0) 


positive and one negative 
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5-8-2 The Steady-State Response 


Because the forward-path transfer function in Eq. (5-132) has a simple pole at s = 0, 
the system is of type 1. This means that the steady-state error of the system is zero for 
all positive values of K when the input is a step function. Substituting Eq. (5-132) into 
Eq. (5-24), the step-error constant is 


4500K 


Ce ige 
Pp s05(s+361.2) 


(5-141) 


Thus, the steady-state error of the system due to a step input, as given by Eq. (5-25), is zero. 
The unit-step responses in Fig. 5-29 verify this result. The zero-steady-state condition is 
achieved because only viscous friction is considered in the simplified system model. In the 
practical case, Coulomb friction is almost always present, so the steady-state positioning 
accuracy of the system can never be perfect. 


5-8-3 Time Response to a Unit-Ramp Input 


The control of position may be affected by the control of the profile of the output, rather 
than just by applying a step input. In other words, the system may be designed to follow a 
reference profile that represents the desired trajectory. It may be necessary to investigate 
the ability of the position-control system to follow a ramp-function input. 

For a unit-ramp input, 6,(¢) = tu,(¢}. The output response of the system in Fig. 4-79 is 


6,(t) = £0! F gases’ | (5-142) 


2(s2 + 361.25 + 4500K) 


which can be solved by using the Laplace transform table in Appendix C. The result is 


_ 26 een 5 
y(t) = |: = e Se sin (conv L-— ft+ @) u;(t) (5-143) 
where 
@=cos ‘(2¢-1) (<1) (5-144) 


The values of ¢ and @,, are given in Eqs, (5-134) and (5-133), respectively. The ramp 
responses of the system for the three values of K are presented in the following 


equations. 
K = 7.248: 

6,(t) = (t — 0.01107 — 0.8278e7 18! + 0.8389e~ 18) u,(t) (5-145) 
K = 145: 


Oy(t) — (t — 0.005536 + 0.005536e7 !*°- ¢9s180.61 


(5-146) 
— 5.467 x 1077 7 180-6 gin 80.61) u,(t) 
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@,, = 0.00044 
(K = 181.2) 
0.10 ] é,, = 0.0055 
(K= 14,5) 
0.08 e.,= 0.0111 
(K = 7,248) 
0.06 
=. 
0.04 
0.02 
— 
Times (sec) 
Figure 5-31 Unit-ramp responses of the attitude-control system in Fig. 4-78; L, = 0. 
K= 181.2: 
A(t) = (t — 0.000443 + 0.000443¢7 !8-* cos884.71 ia 


— 0.00104e7 189-6 sin884.7¢)u;(t) 


These ramp responses are plotted as shown in Fig. 5-31. Notice that the steady-state error of 
the ramp response is not zero. The last term in Eq. (5-144) is the transient response. The 
steady-state portion of the unit-ramp response is 


jim y(t) = jim ( — =) ul) (5-148) 


Thus, the steady-state error of the system due to a unit-ramp input is 


ess = a8 = oe (5-149) 


which is a constant. 
A more direct method of determining the steady-state error due to a ramp input is to 
use the ramp-error constant K,. From Eq. (5-31), 


K, = lim sG(s) = lim aR DTS (5-150) 
{-— 


s-0 s+ 361.2 
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Toolbox 5-8-2 


Thus, the steady-state error is 


_ 1 _ 9.0803 
Ky «K 
which agrees with the result in Eq. (5-149). 


Css 


(5-151) 


The Fig. 5-31 responses are obtained by the following sequence of MATLAB functions 
for k=[7.248 14.5 181.2] 


clnum = [4500*k] 


clden = [1 361.2 4500*k]; 


t=0:0.0001:0.3; 
u=t; 


C[y,xJ=lsim(clnum,ciden,u,t); 


plot(t,y,t,u); 
hoid on; 
end 


titlec¢ ‘Unit-ramp 


responses’) 


xlabel( ‘Time(sec)’) 
ylabel( ‘Amplitude’ ) 


The result in Eq. (5-151) shows that the steady-state error is inversely proportional to 
K. For K = 14.5, which corresponds to a damping ratio of 0.707, the steady-state error is 
0.0055 rad or, more appropriately, 0.55% of the ramp-input magnitude. Apparently, if we 
attempt to improve the steady-state accuracy of the system due to ramp inputs by increasing 
the value of K, the transient step response will become more oscillatory and have a higher 
overshoot. This phenomenon is rather typical in all control systems. For higher-order 
systems, if the loop gain of the system is too high, the system can become unstable. Thus, 
by using the controller in the system loop, the transient and the steady-state error can be 
improved simultaneously. 


5-8-4 Time Response of a Third-Order System 


In the preceding section, we have shown that the prototype second-order system, obtained 
by neglecting the armature inductance, is always stable for all positive values of K. It is not 
difficult to prove that, in general, all second-order systems with positive coefficients in the 
characteristic equations are stable. 

Let us investigate the performance of the position-control system with the armature 
inductance L, = 0.003 H. The forward-path transfer function of Eq. (5-128) becomes 


15x 10’K 1.5 x 10'K 
G(s} = ne Se (5-152) 
s{s* + 3408.35 + 1,204,000) — s(s + 400.26)}(s + 3008) 
The closed-loop transfer function is 
1. u 
®,(s) 5 x 10'K (5-153) 


@,(s)  s® + 3408.3s2 + 1,204,000s + 1.5 x 107K 
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The system is now of the third order, and the characteristic equation is 


s? + 3408.357 + 1,204,000s + 1.5 x 107K =0 (5-154) 


Transient Response 
The roots of the characteristic equation are tabulated for the three values of K used earlier 
for the second-order system: 


K =7.248: s) = -156.21 §) = —230.33 53 = —3021.8 
K = 1455: s1 = —186.53 + j192 5) = —186.53 — j192 53 = —3035.2 
K = 181.2: 51 = —57.49 + j906.6 5. = —57.49 — j906.6 53 = —3293.3 


Comparing these results with those of the approximating second-order system, we see that, 
when K = 7.428, the second-order system is critically damped, whereas the third-order 
system has three distinct real roots, and the system is slightly overdamped. The root at 
—3021.8 corresponds to a time constant of 0.33 millisecond, which is more than 13 times 
faster than the next fastest time constant because of the pole at —230.33. Thus, the transient 
response due to the pole at —3021.8 decays rapidly, and the pole can be neglected from the 
transient standpoint. The output transient response 1s dominated by the two roots at — 156.21 
and —230.33. This analysis is verified by writing the transformed output response as 


10.87 x 107 
8,(s) = ————————— cc —~ 5-155 
v(S) = 5156.21) (s + 230.33)(s + 3021.8) ene?) 
Taking the inverse Laplace transform of the last equation, we get 
Oy(t) = (1 — 3.2827 196211 + 2 2807 230:33 _ 9.9045e73021-87) (2) (5-156) 


The last term in Eq. (5-156), which is due to the root at —3021.8, decays to zero very 
rapidly. Furthermore, the magnitude of the term at tf = 0 is very small compared to the other 
two transient terms. This simply demonstrates that, in general, the contribution of roots that 
lie relatively far to the left in the s-plane to the transient response will be small. The roots 
that are closer to the imaginary axis will dominate the transient response, and these are 
defined as the dominant roots of the characteristic equation or of the system. 

When K = 14.5, the second-order system has a damping ratio of 0.707, because the 
real and imaginary parts of the two characteristic equation roots are identical. For the third- 
order system, recall that the damping ratio is strictly not defined. However, because the 
effect on transient of the root at —3021.8 is negligible, the two roots that dominate the 
transient response correspond to a damping ratio of 0.697. Thus, for K = 14.5, the second- 
order approximation by setting Z, to zero is not a bad one. It should be noted, however, 
that the fact that the second-order approximation is justified for K = 14.5 does not mean 
that the approximation is valid for all values of K. 

When K = 181.2, the two complex-conjugate roots of the third-order system again 
dominate the transient response, and the equivalent damping ratio due to the two roots is 
only 0.0633, which is much smaller than the value of 0.2 for the second-order system. Thus, 
we see that the justification and accuracy of the second-order approximation diminish as 
the value of K is increased. Fig. 5-32 illustrates the root loci of the third-order characteristic 
equation of Eq. (5-154) as K varies. 
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Figure 5-32 Root loci of the third-order attitude-control system. 


When K = 181.2, the real root at —3293.3 still contributes little to the transient 
response, but the two complex-conjugate roots at —57.49 + j906.6 are much closer to the 
jow-axis than those of the second-order system for the same K, which are at 
—180.6 + 7884.75. This explains why the third-order system is a great deal less stable 
than the second-order system when K = 181.2. 

By using the Routh-Hurwitz criterion, the marginal value of K for stability is found to 
be 273.57. With this critical value of K, the closed-loop transfer function becomes 


O,(s) _ 1.0872 x 108 
@,(s) (s+ 3408.3)(s2 + 1.204 x 106) 


(5-157) 


The roots of the characteristic equation are at s = —3408.3, — j1097.3, and /1097.3. These 
points are shown on the root loci in Fig. 5-32. 


Toolbox 5-8-3 


5-8 Time-Domain Analysis of a Position-Control System < 303 


2.00 


LL 

ait) Nis 

2 TAIN AA 

. HE - rit yi 

LW fare 
iin 


0,00 0.01 0.0 
Time (sec) 
Figure 5-33 Unit-step responses of the third-order attitude-control system. 


The unit-step response of the system when K = 273.57 is 
6,(t) = [1 — 0.094e7 7408" _ 0.952 sin( 1097.3¢ + 72.16°) | us(2) (5-158) 


The steady-state response is an undamped sinusoid with a frequency of 1097.3 rad/sec, and 
the system is said to be marginally stable. When K is greater than 273.57, the two complex- 
conjugate roots will have positive real parts, the sinusoidal component of the time response 
will increase with time, and the system is unstable. Thus, we see that the third-order system 
is capable of being unstable, whereas the second-order system obtained with Lz = 0 is 
stable for all finite positive values of K. 

Fig. 5-33 shows the unit-step responses of the third-order system for the three values of 
K used. The responses for K = 7.248 and K = 14.5 are very close to those of the second- 
order system with the same values of K that are shown in Fig. 5-29. However, the two 
responses for K = 181.2 are quite different. 


The root locus plot in Fig. 5-32 is obtained by the following MATLAB commands 
for k=[7.248 14.5 181.2 273.57] 


t=0:0.001:0.05; 
num = [1.5*(€10*7)*k]; 

den = [1 3408.3 1204000 1. 5*(10*7)*k]; 
rlocus(num,den) 


hold on; 
end 
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Steady-State Response 

From Eg. (5-152), we see that, when the inductance is restored, the third-order system is 
still of type 1. The value of A, ts still the same as that given in Eq. (5-150). Thus, the 
inductance of the motor does not affect the steady-state performance of the system, 
provided that the system is stable. This is expected, since L, affects only the rate of change 
and not the final value of the motor current. A good engineer should always try to interpret 
the analytical results with the physical system. 


5-9 BASIC CONTROL SYSTEMS AND EFFECTS OF ADDING POLES AND ZEROS 
TO TRANSFER FUNCTIONS 


The position-control system discussed in the preceding section reveals important proper- 
ties of the time responses of typical second- and third-order closed-loop systems. 
Specifically, the effects on the transient response relative to the location of the roots of 
the characteristic equation are demonstrated. 

In all previous examples of control systems we have discussed thus far, the controller 
has been typically a simple amplifier with a constant gain K. This type of control action is 
formally known as proportional control, because the control signal at the output of the 
controller is simply related to the input of the controller by a proportional constant. 

Intuitively, one should also be able to use the derivative or integral of the input signal, 
in addition to the proportional operation. Therefore, we can consider a more general 
continuous-data controller to be one that contains such components as adders or summers 
(addition or subtraction), amplifiers, attenuators, differentiators, and integrators —- see 
Section 4-3-3 and Chapter 9 for more details. For example, one of the best-known 
controllers used in practice is the PID controller, which stands for proportional, integral, 
and derivative. The integral and derivative components of the PID controller have 
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individual performance implications, and their applications require an understanding of the 
basics of these elements. 

All in all, what these controllers do is add additional poles and zeros to the open- or 
closed-loop transfer function of the overall system. As a result, it is important to appreciate 
the effects of adding poles and zeros to a transfer function first. We show that—although 
the roots of the characteristic equation of the system, which are the poles of the closed-loop 
transfer function, affect the transient response of linear time-invariant control systems, 
particularly the stability—the zeros of the transfer function are also important. Thus, the 
addition of poles and zeros and/or cancellation of undesirable poles and zeros of the 
transfer function often are necessary in achieving satisfactory time-domain performance of 
contro] systems. 

In this section, we show that the addition of poles and zeros to forward-path and 
closed-loop transfer functions has varying effects on the transient response of the closed- 
loop system. 


5-9-1 Addition of a Pole to the Forward-Path Transfer Function: Unity-Feedback Systems 


For the position-control system described in Section 5-8, when the motor inductance is 
neglected, the system is of the second order, and the forward-path transfer function is of the 
prototype given in Eq. (5-131). When the motor inductance is restored, the system is of 
the third order, and the forward-path transfer function is given in Eq. (5-149). Comparing 
the two transfer functions of Eqs. (5-131) and (5-149), we see that the effect of the motor 
inductance is equivalent to adding a pole at s = —3008 to the forward-path transfer 
function of Eq. (5-131) while shifting the pole at —361.2 to —400.26, and the proportional 
constant is also increased. The apparent effect of adding a pole to the forward-path transfer 
function is that the third-order system can now become unstable if the value of the amplifier 
gain K exceeds 273.57. As shown by the root-loci diagrams of Fig. 5-32 and Fig. 5-34, the 
new pole of G(s) at s = —3008 essentially “pushes” and “‘bends” the complex-conjugate 
portion of the root loci of the second-order system toward the right-half s-plane. Actually, 
because of the specific value of the inductance chosen, the additional pole of the third-order 
system is far to the left of the pole at —400.26, so its effect is small except when the value of 
K is relatively large. 


2.0 


y(t) 
S 


Time (sec) 


Figure 5-34 Unit-step responses of the system with the closed-loop transfer function in 
Eg. (5-160): ¢ = 1; w, = 1; and Ty, = 0, 1,2, and 5. 
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Toolbox 5-9-1 


To study the general effect of the addition of a pole, and its relative location, to 
a forward-path transfer function of a unity-feedback system, consider the transfer 
function 


2 
w 

G(s) = ———_————-~ 5-159 

(5) s(s + 2tc,_)(1 + T ps) ( 

The pole at s = —1/T), is considered to be added to the prototype second-order transfer 

function. The closed-loop transfer function is written 
4 G 2 
M(s) = CEES a (5-160) 


~ Rs) 1 +G(s)— Tys3 + (1 + 2eanT p)s? + 2eons + w2 


Fig. 5-34 illustrates the unit-step responses of the closed-loop system when w, = 1; f= 1; 
and T, = 0, 1, 2, and 5. These responses again show that the addition of a pole to the 
forward-path transfer function generally has the effect of increasing the maximum 
overshoot of the closed-loop system. 

As the value of 7, increases, the pole at —1/7, moves closer to the origin in the 
s-plane, and the maximum overshoot increases. These responses also show that the added 
pole increases the rise time of the step response. This is not surprising, because the 
additional pole has the effect of reducing the bandwidth (see Chapter 8) of the system, thus 
cutting out the high-frequency components of the signal transmitted through the system. 


The corresponding responses for Fig. 5-34 are obtained by the following sequence of MATLAB functions 


clear all 
w=L; l=1; 
for Tp=[0125]; 


t=0:0.001:20; 
num = [w]; 


den = [Tp 1+2*1*w*Tp 241*w wA2]; 


step(num,den,t); 
hold on; 
end 


xlabel ( ‘Time(secs)’) 
ylabel(‘apos;y(t)’) 
title( ‘Unit-step responses of the system’ } 


The corresponding responses for Fig. 5-37 are obtained by the following sequence of MATLAB functions 


clear all 
w=1;1=0.25; 


for Tp=[0 0.2 0.6671]; 


t=0:0.001:20; 
num = [w]; 


den = [Tp 1+2*1*w*Tp 2*1*w wA2] ; 
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stepCnum,den,t); 

hold on; 

end 

xlabel( ‘Time(secs)’) 

ylabel (‘y(t’) 

title( ‘Unit-step responses of the system’ ) 


The same conclusion can be drawn from the unit-step responses of Fig. 5-35, which are 
obtained with w, = 1; ¢ = 0.25; and T, = 0, 0.2, 0.667, and 1.0. In this case, when 7, ts 
greater than 0.667, the amplitude of the unit-step response increases with time, and the 
system Is unstable. 


5-9-2 Addition of a Pole to the Closed-Loop Transfer Function 


Because the poles of the closcd-loop transfer function are roots of the characteristic 
equation, they control the transient response of the system directly. Consider the closed- 
loop transfer function 


Y(s) w 
n -] 


where the term (1 + T ps) is added to a prototype second-order transfer function. Fig. 5-36 
illustrates the unit-step response of the system with w, = 1.0; ¢€=0.5; and 
T, = 0, 0.5, 1.0, 2.0, and 4.0. As the pole at s = —1/T, is moved toward the origin 
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Figure 5-35 Unit-step responses of the system with the closed-loop transfer function in 
Eq. (5-160): ¢ = 0.25; w, = 1; and T, = 0,0.2, 0.667, and 1.0, 
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Figure 5-36 Unit-step responses of the system with the closed-loop transfer function in 
Eq. (3-161): £ = 0.5; @,_, = 1; and 7, = 0,0.5, 1.0, 2.0, and 4.0. 


in the s-plane, the rise time increases and the maximum overshoot decreases. Thus, as far as 
the overshoot is concerned, adding a pole to the closed-loop transfer function has just the 
opposite effect to that of adding a pole to the forward-path transfer function. 


Toolbox 5-9-2 
The corresponding responses for Fig. 5-36 are obtained by the following sequence of MATLAB functions 


clear all 
w=1;1=0.5; 
for Tp=[0 0.512]; 


t=0:0.001:15; 


num = [w*2]; 
den = conv([1 2*1*ww‘2],[Tp1]); 


step(num,den,t); 

hold on; 

end 

xlabel( ‘Time(secs)’) 

ylabel(‘ty(t)’) 

title( ‘Unit-step responses of the system’ ) 


5-9-3 Addition of a Zero to the Closed-Loop Transfer Function 


Fig. 5-37 shows the unit-step responses of the closed-loop system with the transfer function 


Y(s)_ ss w2(1 + T-s) 


BN a 5-162 
R(s) — (s2 + 2teoys + w2) 


M(s) = 
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Figure 5-37 Unit-step responses of the system with the closed-loop transfer function in 
Eq. (5-162): 7, = 0, 1,2, 3,6, and 10. 


where w, = 1; € = 0.5; and T, = 0, 1,2, 3, 6, and 10. In this case, we see that adding a zero 
to the closed-loop transfer function decreases the rise time and increases the maximum 
overshoot of the step response. 

We can analyze the general case by writing Eq. (5-162) as 


Y(s) _ w T,w?s 


= a fr §-] 

R(s) ~ 52 + 20,8 + w? as s? + 260))5 “+ we ( o9) 
For a unit-step input, let the output response that corresponds to the first term of the right 
side of Eq. (5-163) be y,(4). Then, the total unit-step response is 


dy, (t) 


= vi) 


(5-164) 
Fig. 5-38 shows why the addition of the zero at s = —1/7, reduces the rise time and 
increases the maximum overshoot, according to Eq. (5-164). In fact, as 7, approaches 


infinity, the maximum overshoot also approaches infinity, and yet the system is still stable 
as long as the overshoot is finite and ¢ is positive. 


5-9-4 Addition of a Zero to the Forward-Path Transfer Function: Unity-Feedback Systems 


Let us consider that a zero at —1/T7- is added to the forward-path transfer function of a 
third-order system, so 


6(] + Ts) 


OS Tia) 


(5-165) 
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Figure 5-38 Unit-step responses showing the effect of adding a zero to the closed-loop 
transfer function. 


The closed-loop transfer function is 


_ ¥(s) _ 6(1 + 7-5) 
MS) a) Fae a OTS eG (3-166) 


The difference between this case and that of adding a zero to the closed-loop transfer 
function is that, in the present case, not only the term (1 + T,s) appears in the numera- 
tor of M(s), but the denominator of M(s) also contains 7;, The term (1 + 7,5) in the 
numerator of M(s) increases the maximum overshoot, but 7, appears in the coefficient of 
the s term in the denominator, which has the effect of improving damping, or reducing the 
maximum overshoot. Fig. 5-39 illustrates the unit-step responses when T- = 0, 0.2, 0.5, 
2.0, 5.0, and 10.0, Notice that, when 7, = 0, the closed-loop system is on the verge of 
becoming unstable. When 7, = 0.2 and 0.5, the maximum overshoots are reduced, mainly 
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Figure 5-39 Unit-step responses of the system with the closed-loop transfer function in 
Eq. (5-166): 7, = 0, 0.2, 0.5, 2.0, 5.0, and 10.0. 
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because of the improved damping. As T, increases beyond 2.0, although the damping is still 
further improved, the (1 + T;s) term in the numerator becomes more dominant, so the 
maximum overshoot actually becomes greater as T_ is increased furthcr. 

An important finding from these discussions is that, although the characteristic 
equation roots are generally used to study the relative damping and relative stability of 
linear control systems, the zeros of the transfer function should not be overlooked in their 
effects on the transient performance of the system. 


Toolbox 5-9-3 
The corresponding responses for Fig. 5-39 are obtained by the following sequence of MATLAB functions 


clear all 

w=1;1=0.5; 

for Tz=[00.20.535]; 
t=0:0.001:15; 

num = [6*Tz 6]; 


den= [13 2+6*Tz 6]; 


step(num,den,t); 

hold on; 

end 

xlabel( ‘Time(secs)’) 

ylabel(‘y(t)’) 

title( ‘Unit-step responses of the system’ ) 


5-10 DOMINANT POLES AND ZEROS OF TRANSFER FUNCTIONS 


From the discussions given in the preceding sections, it becomes apparent that the location 
of the poles and zeros of a transfer function in the s-plane greatly affects the transient 
response of the system. For analysis and design purposes, it is important to sort out the 
poles that have a dominant effect on the transient response and call these the dominant 
poles. 

Because most control systems in practice are of orders higher than two, it would be 
useful to establish guidelines on the approximation of high-order systems by lower-order 
ones insofar as the transient response is concemed. In design, we can use the dominant 
poles to control the dynamic performance of the system, whereas the insignificant poles are 
used for the purpose of ensuring that the controller transfer function can be realized by 
physical components. 

For all practical purposes, we can divide the s-plane into regions in which the 
dominant and insignificant poles can lie, as shown in Fig. 5-40. We intentionally do 
not assign specific values to the coordinates, since these are ali relative to a given system. 

The poles that are close to the imaginary axis in the left-half s-plane give rise to 
transient responses that will decay relatively slowly, whereas the poles that are far away 
from the axis (relative to the dominant poles) correspond to fast-decaying time responses. 
The distance D between the dominant region and the least significant region shown in Fig. 
5-40 will be subject to discussion. The question is: How large a pole is considered to be 
really large? It has been recognized in practice and in the literature that if the magnitude of 
the real part of a pole is at least 5 to 10 times that of a dominant pole or a pair of complex 
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Figure 5-40 Regions of dominant 
and insignificant poles in the s-plane. 


dominant poles, then the pole may be regarded as insignificant insofar as the transient 
response is concerned. The zeros that are c/ose to the imaginary axis in the left-half s-plane 
affect the transient responses more significantly, whereas the zeros that are far away from 
the axis (relative to the dominant poles) have a smaller effect on the time response. 
We must point out that the regions shown in Fig. 5-40 are selected merely for the 
definitions of dominant and insignificant poles. For design purposes, such as in pole- 
placement design, the dominant poles and the insignificant poles should most likely be 
located in the tinted regions in Fig. 5-41. Again, we do not show any absolute coordinates, 
except that the desired region of the dominant poles is centered around the line that 
corresponds to ¢ = 0.707. It should also be noted that, while designing, we cannot place the 
insignificant poles arbitrarily far to the left in the s-plane or these may require unrealistic 
system parameter values when the pencil-and-paper design is implemented by physical 
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5-10-1 Summary of Effects of Poles and Zeros 
Based on previous observations, we can summarize the following: 


1. Complex-conjugate poles of the closed-loop transfer function lead to a step 
response that is underdamped. If all system poles are real, the step response is 
overdamped, However, zeros of the closed-loop transfer function may cause 
overshoot even if the system is overdamped. 


2. ‘The response of a system is dominated by those poles closest to the origin in the 
s-plane. Transients due to those poles, which are farther to the left, decay faster. 


3. The farther to the left in the s-plane the system’s dominant poles are, the faster the 
system will respond and the greater its bandwidth will be. 


4. The farther to the left in the s-plane the system’s dominant poles are, the more 
expensive it will be and the larger its internal signals will be. While this can be 
justified analytically, it is obvious that striking a nail harder with a hammer drives 
the nail in faster but requires more energy per strike. Similarly, a sports car can 
accelerate faster, but it uses more fuel than an average car. 


5. When a pole and zero of a system transfer function nearly cancel each other, the 
portion of the system response associated with the pole will have a small 
magnitude. 


5-10-2 The Relative Damping Ratio 


When a system is higher than the second order, we can no longer strictly use the damping 
ratio ¢ and the natural undamped frequency w,, which are defined for the prototype 
second-order systems. However, if the system dynamics can be accurately represented 
by a pair of complex-conjugate dominant poles, then we can still use ¢ and w,, to indicate 
the dynamics of the transient response, and the damping ralio in this case is referred to as 
the relative damping ratio of the system. For example, consider the closed-loop transfer 
function 


Y(s) 20 


sal ioe R(s) (s+ 10)(s? + 2s + 2) 


(5-167) 


The pole at s = —10 is 10 times the real part of the complex conjugate poles, which are at 
—1-+ jl. We can refer to the relative damping ratio of the system as 0.707. 


5-10-3 The Proper Way of Neglecting the Insignificant Poles 
with Consideration of the Steady-State Response 


Thus far, we have provided guidelines for neglecting insignificant poles of a transfer 
function from the standpoint of the transient response. However, going through with the 
mechanics, the steady-state performance must also be considered. Let us consider the 
transfer function in Eq. (5-167), the pole at —10 can be neglected from the transient 
standpoint. To do this, we should first express Eq. (5-167) as 


20 
ah 10(s/10 + 1)(s? + 2s + 2) Cal) 
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Then we reason that |s/10|<1 when the absolute value of s is much smaller than 10, 
because of the dominant nature of the complex poles. The term s/10 can be neglected when 
compared with 1. Then, Eq. (5-168) is approximated by 


20 


ase PEE) 


(5-169) 


This way, the steady-state performance of the third-order system will not be affected by the 
approximation. In other words, the third-order system described by Eq. (5-167) and the 
second-order system approximated by Eq. (5-169) all have a final value of unity when a 
unit-step input is applied. On the other hand, if we simply throw away the term (s+ 10) in 
Eq. (5-167), the approximating second-order system will have a steady-state value of 5 
when a unit-step input is applied. 


5-11 BASIC CONTROL SYSTEMS UTILIZING ADDITION OF POLES AND ZEROS 


In practice we can control the response of a system by adding poles and zeros or a simple 
amplifier with a constant gain K to its transfer function. So far in this chapter, we have 
discussed the effect of adding a simple gain in the time response—i.e., proportional 
control. In this section, we look at controllers that include derivative or integral of the input 
signal in addition to the proportional operation. 


EXAMPLE 5-11-1 Fig. 5-42 shows the block diagram of a feedback control system that arbitrarily has a second-order 


prototype process with the transfer function 
ie 


Gols) ~ s(s + 26) 


(5-170) 


The series controller in this case is a proportional-derivative (PD) type with the transfer function 


G,{s) = Kp + Kps (5-171) 


In this case, the forward-path transfer function of the compensated system is 


G(s) = #5) aG(jasgya ates hee (5-172) 


s(s + 2f@,) 


=, = 
s(s + 2£,) 


Figure 5-42 Control system with PD controller. 
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which shows that the PD control is equivalent to adding a simple zero at s = —Kp/Kp to the forward- 
path transfer function. Consider the second-order model 


G(s) (5-173) 


_ 2 
sts +2) 
Rewriting the transfer function of the PD controller as 


G_(s) = (Kp + Kps) (5-174) 
the forward-path transfer function of the system becomes 
Y(s) 2(Kp+ Kops) 
—_—_—_— iTS 5-1 
a (s) s(s + 2) one 


The closed-loop transfer function is 


Y(s) _ 2{Kp + Kps) 


a re ee 5-176 
R(s) s* + (2+2Kp)s + 2Kp ‘ 


Eg. (5-176) shows that the effects of the PD controller are the following: 


1. Adding a zero at s = —Kp/Kp to the closed-loop transfer function. 


2. Increasing the damping term, which is the coefficient of the s term in the denominator, from 
2 to 2+2Kp. 


‘We should quickly point out that Eq. (5-175) no longer represents a prototype second-order system, 
since the transient response is also affected by the zero of the transfer function at s = —Kp/Kp. It 
turns out that for this second-order system, as the value of Xp increases, the zero will move very close 

to the origin and effectively cancel the pole of G(s) at s = 0. Thus, as Kp increases, the transfer 
function in Eq. (5-175) approaches that of a first-order system with the pole at s = —2, and the closed- 
loop system will not have any overshoot. In general, for higher-order systems, however, the zero at 
s = —Kp/Kp may increase the overshoot when Kp becomes very large. 

The characteristic equation is written as 


s* -+ (2+ 2Kp)s + 2Kp =0 (5-177) 


Ignoring the zero of the transfer function in equation (5-177) and comparing (5-177) to prototype 
second-order system characteristic equation 


s* + 2tays + w? = 0 (5-178) 


we get the damping ratio and natural frequency values of 


2K (5-179) 


which clearly show the positive effect of K, on damping. lor Kp = 8, if we wish to have critical 
damping, f = |, Eq. (5-179) gives Kp = 3. Fig. 5-43 shows the unil-step responses of the closed-loop 
system with Kp = 8 and Kp = 3. With the PD control, the maximum overshoot is 2%. In the present 
case, although Kp is chosen for critical damping, the overshoot is due to the zero ats = —Kp/Kp of 
the closed-loop transfer function. Upon selecting a smaller Kp = 1, for ¢ = 1, Eq. (5-179) gives 
Kp = 0.414. Fig. 5-43 shows a critically damped unit-step response in this case, which implies the 
zero at s = —Kp/Kp of the closed-loop transfer function has a smaller impact on the response of the 
system, and the overall response is similar to that of a prototype second-order system. However, in 
either case, upon increasing Kp, the general conclusion is that the PD controller decreases the 
maximum overshoot, the rise time, and the settling time. 
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Unit-step responses of the system 
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Figure 5-43 Unit-step response of Eq. (5-176) for two sets of Kp and Kp values. 


Toolbox 5-11-1 

The corresponding responses for Fig. 5-43 are obtained by the following sequence of MATLAB functions 
clear all 

t=0:0.001:5; 


num = [2*3 16]; %KP=4 and KD=3 
den = [1 2+2*3 16]; 
step(num,den,t); 


hold on; 


num = [2*.414 2]; %KP=1 and KD=0.414 
den = [1 2+2* .414 2]; 
step(num,den,t); 


xLabel( ‘Time(secs) ’) 
ylabel(C‘y(t)’) 
title ( ‘Unit-step responses of the system’) 


% EXAMPLE 5-11-2 We saw in the previous example that the PD controller can improve the damping and rise time of 
a control system. Because the PD controller does not change the system type, it may not fulfill the 
compensation objectives in many situations involving steady-state error. For this purpose, an integral 
controller may be used, The integral part of the PID controller produces a signal that is proportional to 
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XS +2C0,) 


Figure 5-44 Control system with PI controller. 


the time integral of the input of the controller. Fig. 5-44 illustrates the block diagram of the 
prototype second-order system with a series PI controller. The transfer function of the PI 
controller is 


G(s) = Kp + ~! (5-180) 


Using the circuit elements given in Table 4-4 in Chapter 4, the forward-path transfer function of the 
compensated system is 


w2(Kps + Kz) 


G(s) = Ge(s)G p(s) = s*(5 + 25a.) 


(5-181) 


Clearly, the immediate effects of the PI controller are the following: 


I. Adding a zero at s = —X;/Kp to the forward-path transfer function. 


2. Adding a pole at s = 0 to the forward-path wansfer function. This means that the system 
type is increased by one. Thus, the steady-state error of the original system is improved by 
one order; that is, if the steady-state error to a given input is constant, the PI control reduces 
it to zero (provided that the compensated system remains stable). 


Consider the second-order model 


2 
Gpls) = (s+ 1)(s + 2) 


(5-182) 
The system in Fig, 5-44, with the forward-path transfer function in Eq. (5-182), will now have a zero 
steady-state error when the reference input is a step function. However, because the system is now of 
the third order, i mzzy be less stable than the original second-order system or even become unstable if 
the parameters Kp and K; are not properly chosen, In the case of a type 0 system with a PD control, the 
magnitude of the steady-state error is inversely proportional to Xp. When a type 0 system is converted 
to type I using a PI controller, the steady-state error due to a step input is always zero if the system is 
stable. The problem is then to choose the proper combination of Kp and K; so that the transient 
response is satisfactory. 

The pole-zero configuration of the PI controller in Eq, (5-180) is shown in Fig. 5-45, At first 
glance, it may seem that PI control will improve the steady-state error at the expense of stability. 
However, we shall show that, if the location of the zero of G,(s) is selected properly, both the damping 
and the steady-state error can be improved. Because the PI controller is essentially a low-pass filter, 
the compensated system usually will have a slower rise time and longer settling time. A viable method 
of designing the PI control is to select the zero at s = —K,;/Kp so that it is relatively close to the 
origin and away from the most significant poles of the process; the values of Kp and K, should be 
relatively small. 
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s-plane 


Figure 5-45 Pole-zero configuration of a PI controller. 


Applying the PI controller of Eq. (5-180), the forward-path transfer function of the system 
becomes 


_ _ 2Kp(s+ Kr/Kp) | 2Kp(s + K7/Kp) : 
Oe) = cls Re) = s(s+1)(s+2) s8+4+354+2s Ose) 


The steady-state error due to a step input u,(t) is zero. The closed-loop transfer function is 


¥(s)____2Ro(s+ Ki/Ke) na 
(s)  s8 +3524 2(1 + Kp)s + 2K; 

The characteristic equation of the closed-loop system is 
s? + 3s” + 2(1+ Kp)s + 2K; =0 (5-185) 


Applying Routh’s test to Eq. (5-185) yields the result that the system is stable for 0 < K;/Kp < 13.5. 
This means that the zero of G(s} at s = —K;/Kp cannot be placed too far to the left in the left-half 
s-plane, or the system will be unstable. Let us place the zero at —K; / Kp relatively close to the origin. 
For the present case, the most significant pole of G,(s) is at —1. Thus, K;/Kp should be chosen so that 
the following condition is satisfied: 


K; 
oe 5-186 
Kp < ( ) 


With the condition in Eq. (5-186) satisfied, Eq. (5-184) can be approximated by 


2Kp 


GC) 
(s) s? -+354+2+42Kp 


(5-187) 


where the term K,/Kp in the numerator and K; in the denominator are neglected, As a design criterion, 
we assume a desired percent maximum overshoot value of about 4.3 for a unit-step input, which 
utilizing expression (5-104) results in a relative damping ratio of 0.707. From the denominator of Eq. 
(5-187) compared with a prototype second-order system, we get natural frequency value of w, = 
2.1213 rad/s and the required proportional gain of Kp = 1.25. This should also be true for the third- 
order system with the PI controller if the value of K,/Kp satisfies Eq. (5-186). Thus, to achieve this, 
we pick a small K;. If K; is too small, however, the system time response is slow and the desired 
steady-state error requirement is not met fast enough. Upon increasing K; to 1.125, the desired 
response is met, as shown in Fig. 5-46. 
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Unit-step responses of the system 


System: sys 


Time (sec): 2.62 
Amplitude: 1.04 


KP=1.25 
KI=(0).625 


Time(secs) (sec) 
Figure 5-46 Unit-step response of Eq. (5-185) for two sets of K, and Kp values, 


Toolbox 5-11-2 

The corresponding responses for Fig. 5-46 are obtained by the following sequence of MATLAB functions 
clear all 

t=0:0.001:10; 


num= [271.25 1.125]; %*KP=1.25 and KI=0.625 
den= [1 3 242*1.251.125]; 
step(num,den,t); 


hold on; 


num= [2%1.25 2*1.125]; *KP=1.25 and KI=1.125 
den= [1 3 24+2*1.25 2*1.125]; 
step(num,den,t); 


xlabel( ‘Time(Csecs)’) 
ylabel(‘y(t)’) 
title( ‘Unit-step responses of the system’ ) 


. 9-12 MATLAB TOOLS 


In this chapter we provided MATLAB toolboxes for finding the time response of simple 
control systems. We also introduced the concepts of root contours and root locus and 
included MATLAB codes to draw them for simple control examples. In Chapters 6 and 9, 
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» 5-13 SUMMARY 


where we address more complex control-system modeling and analysis, we will intro- 
duce the Automatic Control Systems software (ACSYS) that utilizes MATLAB and 
SIMULINK m-files and GUIs (graphical user interface) for the analysis of more complex 
control engineering problems. 


The reader is especially encouraged to explore the Control Lab software tools 
presented in Chapter 6 that simulate de motor speed and position control topics discussed 
earlier in this chapter. These simulation tools provide the user with virtual experiments and 
design projects using systems involving dc motors, sensors, electronic components, and 
mechanical components. 


This chapter was devoted to the time-domain analysis of linear continuous-data contro! systems. The 
time response of control systems is divided into the transient and the steady-state responses. The steady- 
state error is a measure of the accuracy of the system as time approaches infinity. When the system has 
unity feedback for the step, ramp, and parabolic inputs, the steady-state error is characterized by the 
error constants K,, K,, and K,, respectively, as well as the system type. When applying the steady-state 
error analysis, the final-value theorem of the Laplace transform is the basis; it should be ascertained that 
the closed-loop system is stable or the error analysis will be invalid. The error constants are not defined 
for systems with nonunity feedback. For nonunity-feedback systems, a method of determining the 
steady-state error was introduced by using the closed-loop transfer function. 

The transient response is characterized by such criteria as the maximum overshoot, rise time, 
delay time, and settling time, and such parameters as damping ratio, natural undamped 
frequency, and time constant. The analytical expressions of these parameters can all be related 
to the system parameters simply if the transfer function is of the second-order prototype. For second- 
order systems that are not of the prototype and for higher-order systems, the analytical relationships 
between the transient parameters and the system constants are difficult to determine. Computer 
simulations are recommended for these systems. 

Time-domain analysis of a position-control system was conducted. The transient and steady- 
state analyses were carried out first by approximating the system as a second-order system. The effect 
of varying the amplifier gain K on the transient and steady-state performance was demonstrated. The 
concept of the root-locus technique was introduced, and the system was then analyzed as a third-order 
system. It was shown that the second-order approximation was accurate only for low values of K. 

The effects of adding poles and zeros to the forward-path and closed-loop transfer functions 
were demonstrated. The dominant poles of transfer functions were also discussed. This established 
the significance of the location of the poles of the transfer function in the s-plane and under what 
conditions the insignificant poles (and zeros) could be neglected with regard to the transient response. 

Later in the chapter, simple controllers—namely the PD, PI, and Pf{D—were introduced. 
Designs were carried out in the time-domain (and s-domain). The time-domain design may be 
characterized by specifications such as the relative damping ratio, maximum overshoot, rise time, 
delay time, settling time, or simply the location of the characteristic-equation roots, keeping in mind 
that the zeros of the system transfer function also affect the transient response. The performance is 
generally measured by the step response and the steady-state error. 

MATLAB toolboxes and the Automatic Control System software tool are good tools to study the 
time response of control systems. Through the GUI approach provided by ACSYS, these programs 
are intended to create a user-friendly environment to reduce the complexity of control systems design. 
See Chapters 6 and 9 for more detail. 


> REVIEW QUESTIONS 


1. Give the definitions of the error constants K,, K,, and Kj. 


2. Specify the type of input to which the error constant K, is dedicated. 
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3. Specify the type of input to which the error constant K, is dedicated. 
4. Specify the type of input to which the error constant K, is dedicated. 


5. Define an error constant if the input to a unity-feedback control system is 
described by r(t) = fu; (1)/6. 


6. Give the definition of the system type of a linear time-invariant system. 


7. If a unity-feedback control system type is 2, then it is certain that the steady-state 
error of the system to a step input or a ramp input will be zero. (T) 


8. Linear and nonlinear frictions will generally degrade the steady-state error 
of a control system. (T) 


9. The maximum overshoot of a unit-step response of the second-order prototype 
system will never exceed 100% when the damping ratio ¢ and the natural undamped 
frequency w, are all positive. (T) 


10. For the second-order prototype system, when the undamped natural frequency wy, 
increases, the maximum overshoot of the output stays the same. (T) 


11. The maximum overshoot of the following system will never exceed 100% when 
¢, Wy, and T are all positive. 
Y(s) | w2(1 + 7s) (T) 


————- 


R(s)  s2 + 2t@y,s + ww? 
12. Increasing the undamped natural frequency will generally reduce the rise time 


of the step response. (T) 


13. Increasing the undamped natural frequency will generally reduce the settling time 
of the step response. (T) 


14. Adding a zero to the forward-path transfer function will generally improve the 
system damping and thus will always reduce the maximum overshoot of 
the system. (T) 


15. Given the following characteristic equation of a linear control system, 
increasing the value of K will increase the frequency of oscillation of the system. 
si 4+3s°+5s+K =0 (T) 


16. For the characteristic equation given in question 15, increasing the coefficient 
of the s* term will generally improve the damping of the system. (T) 


17. The location of the roots of the characteristic equation in the s-plane will give 
a definite indication on the maximum overshoot of the transient response of 


the system. (T) 
18. The following transfer function G(s) can be approximated by G,(s) because 
the pole at —20 is much larger than the dominant pole at s = —1. 
19 10 
G(s) = G,(s) 


s(s + I)(s + 20) ~ (s+ 1) (T) 
19. What is a PD controller? Write its input-output transfer function. 


20. A PD controller has the constants Kp and Kp. Give the effects of these constants on 
the steady-state error of the system. Does the PD controj change the type of a 
system? 


21. Give the effects of the PD control on rise time and settling time of a control system. 
22. How does the PD controller affect the bandwidth of a control system? 


23. Once the value of KX, of a PD controller is fixed, increasing the value of Kp will 
increase the phase margin monotonically. (T) 


(F) 


(F) 


(¥) 


(F) 


(F) 


(F) 


(F) 


(F) 


(F) 


(F) 


(F) 


(F) 


(F) 
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PROBLEMS 


24. Ifa PD controller is designed so that the characteristic-equation roots have better 
damping than the original system, then the maximum overshoot of the system 
is always reduced. (T) (¥) 


25. What does it mean when a control system is described as being robust? 


26. A system compensated with a PD controller is usually more robust than the system 
compensated with a PI controller. (T) (FP) 


27. What is a PI controller? Write its input-output transfer function. 


28. A PI controller has the constants Kp and K;. Give the effects of the PI controller 
on the steady-state error of the system. Does the PI control change the system type? 


29. Give the effects of the PI control on the rise time and settling time of 4 control system. 


Answers to these review questions can be found on this book’s companion Web site: 
www. wiley.com/college/golnaraghi. 
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In addition to using the conventional approaches, use MATLAB to solve the problems in this 
chapter. 


5-1. A pair of complex-conjugate poles in the s-plane is required to meet the various specifications 
that follow. For each specification, sketch the region in the s-plane in which the poles should be 
located. 


(a) £>0.707 Wy, > 2rad/sec (positive damping) 
(b) 0< ¢< 0.707 Wy < 2rad/sec (positive damping) 
(c) ¢< 0.5 1<a, <S5rad/sec (positive damping) 
(d) 05<¢<0.707 ww, <Srad/sec (positive and negative damping) 


5-2, Determine the type of the following unity-feedback systems for which the forward-path 
transfer functions are given. 


K 10e~ 9-8 


) O9)- Tyas asay «= © OS ETH oj + 205 
_ 10(s +1) dy OES 
(c) G(s) = s(s + 5)(s =z 6) i) Gs) = s*(s + 5)(s + 6)° 
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_ 10(s-+1) ___ 100 
(e) G{s) = Fe +5545) (f) G(s) _ s3{s + 2) 

_ 5(s +2) oe, 
(g) G(s) (6 4) ee (s* + 2s + 3)(s + 1) 


5-3. Determine the step, ramp, and parabolic error constants of the following unity-feedback 
control systems. The forward-path transfer functions are given. 


L000 109 
(a) G(s) = (i +0.1s)(1 + 10s) eS s(s* + 10s + 100) 
K 100 
© 6)=Tyopatosy 9) 9) = aE F105 +100) 
' As 
ee 000 ocgett aus 


s(s + 10)(s + 100) s2(s? +5+ 1) 

5-4, For the unity-feedback control systems described in Problem 5-2, determine the steady-state 
error for a unit-step input, a unit-ramp input, and a parabolic input, te /2)u;(t). Check the stability of 
the system before applying the final-value theorem. 

5-5. The following transfer functions are given for a single-loop nonunity-feedback control system. 
Find the steady-state errors due to a unit-step input, a unit-ramp input, and a parabolic input, 


(7 /2)us(¢). 
| ] 


(a) OOS ago) aa PEs 
(b) G(s) =$ Te H(s) =5 
OO)=s ay Has 
@ =a HO) =56+2) 


5-6. Find the steady-state errors of the following single-loop control systems for a unit-step input, a 
unit-ramp input, and a parabolic input, (¢? /2)u,(t). For systems that include a parameter K, find its 
value so that the answers are valid. 


s+4 
es ke ee 
(a) M(s) A+ 16s) +4892 +4s¢4 7 
K(s +3) _ 
b) M(s) = sy 325 Ka Dena KH =! 
st+5 1Qs 
(©) Mis) = 77585 5024 10s MO) = 545 
(d) M(s) = es) ne 


gt + 1753 + 6052 + 5Ks + 5K" 


5-7. The output of the system shown in Fig, 5P-8 has a transfer function Y/X. Find the poles and 
zeros of the closed loop system and the system type. 
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5-8. Find the position, velocity, and acceleration error constants for the system given in Fig. 5P-8. 


Figure 5P-8 


5-9. Find the steady-state error for Problem 5-8 for (a) a unit-step input, (b) a unit-ramp input, and 
(c} a unit-parabolic input. 


5-10. Repeat Problem 5-8 for the system given in Fig. 5P-10. 


Figure 5P-10 


5-11. Find the steady-state error of the system given in Problem 5-10 when the input is 


5 3 4 
5 ene 
2s a Se 


5-12. Find the rise time of the following first-order system: 
=k 
G{s) =———_ with {ki <1 
(s) ==> with 


5-13. The block diagram of a control system is shown in Fig. 5P-13. Find the step-, ramp-, and 
parabolic-error constants. The error signal is defined to be e(#). Find the steady-state errors in terms of 
K and X; when the following inputs are applied. Assume that the system is stable. 


(a) r(t) = u(t) 
(b) r(t) = s(t) 
(ce) r(t) = (2° /2)us(t) 


R(s) 
> 


Figure 5P-13 


5-14. Repeat Problem 5-13 when the transfer function of the process is, instead, 


100 


a (1 + 0.1s)(1 + 0.55) 


What constraints must be made, if any, on the values of K and K, so that the answers are valid? 
Determine the minimum steady-state error that can be achieved with a unit-ramp input by varying 
the values of K and K,. 
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5-15. For the position-control system shown in Fig. 3P-7, determine the following. 

(a) Find the steady-state value of the error signal @,(f) in terms of the system parameters when the 
input is a unit-step function. 

(b) Repeat past (a) when the input is a unit-ramp function. Assume that the system is stable. 
5-16. The block diagram of a feedback control system is shown in Fig, 5P-16. The error signal is 
defined to be e(f). 

(a) Find the steady-state error of the system in terms of K and K, when the input is a unit-ramp 
function. Give the constraints on the values of K and K, so that the answer is valid. Let u(t) = 0 for 
this part, 

(b) Find the steady-state value of y(t) when 7(t) is a unit-step function. Let r(t) = 0. Assume that the 
system is stable. 


Ns) 


R(s) 


Figure 5P-16 


5-17. The block diagram of a linear control system is shown in Fig. 5P-17, where r(f) is the 
reference input and n(f) is the disturbance. 

(a) Find the steady-state value of e(f) when n(t) = 0 and r(t) = tus(r). Find the conditions on the 
values of a and X so that the solution is valid. 


{b) Find the steady-state value of y(f) when r{#) = 0 and afr) = a,[#). 


Ns) 


A(x + 3) 
(s°—1) 


Process 


Controller 


Figure 5P-17 


5-18. The unit-step response of a linear control system is shown in Fig. 5P-18. Find the transfer 
function of a second-order prototype system to model the system. 


1.25 


0 0.01 (sec) 
Figure 5P-18 
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5-19. For the control system shown in Fig. 5P-13, find the values of K and X, so that the maximum 
overshoot of the output is approximately 4.3% and the rise time #, is approximately 0.2 sec. Use Eq. 
(5-98) for the rise-time relationship. Simulate the system with any time-response simulation program 
to check the accuracy of your solutions. 


5-20. Repeat Problem 5-19 with a maximum overshoot of 10% and a rise time of 0.1 sec. 
5-21. Repeat Problem 5-19 with a maximum overshoot of 20% and a rise time of 0.05 sec. 


5-22, For the control system shown in Fig. 5P-13, find the values of K and K; so that the maximum 
overshoot of the output is approximately 4.3% and the delay time ¢, is approximately 0.1 sec. Use 
Eq. (5-96) for the delay-time relationship. Simulate the system with a computer program to check 
the accuracy of your solutions. 


5-23. Repeat Problem 5-22 with a maximum overshoot of 10% and a delay time of 0.05 sec. 
5-24, Repeat Problem 5-22 with a maximum overshoot of 20% and a delay time of 0.01 sec. 


5-25. For the control system shown in Fig. 5P-13, find the values of K and X, so that the damping 
ratio of the system is 0.6 and the settling time of the unit-step response is 0.1 sec. Use Eq. (5-102) for 
the settling time relationship. Simulate the system with a computer program to check the accuracy of 
your results. 


5-26. (a) Repeat Problem 5-25 with a maximum overshoot of 10% and a settling time of 0.05 sec. 
(b) Repeat Problem 5-25 with a maximum overshoot of 20% and a settling time of 0.01 sec. 


5-27. Repeat Problem 5-25 with a damping ratio of 0.707 and a settling time of 0.1 sec. Use 
Eg. (5-103) for the settling time relationship. 


5-28. The forward-path transfer function of a control system with unity feedback is 


G(s) = oe 
s(s + a)(s + 30) 

where @ and XK are real constants. 

(a) Find the values of a and K so that the relative damping ratio of the complex roots of the 

characteristic equation is 0.5 and the rise time of the unit-step response is approximately 1 sec. Use 

Eg. (5-98) as an approximation of the rise time. With the values of a and K found, determine the actual 

Tise time using computer simulation. 

(b) With the values of a and X found in part (a), find the steady-state errors of the system when the 

reference input is (i) a unit-step function and (ii) a unit-ramp function. 

5-29. The block diagram of a linear control system is shown in Fig. 5P-29. 

(a) By means of trial and error, find the value of K so that the characteristic equation has two equal 


real roots and the system is stable. You may use any root-finding computer program to solve this 
problem. 


(b) Find the unit-step response of the system when K has the value found in part (a). Use any 
computer simulation program for this. Set all the initial conditions to zero. 


(c) Repeat part (b} when K = —1. What is peculiar about the step response for small ¢, and what may 
have caused it? 


| K(s- 1) 
s(s + l)(s + 2) 


Figure 5P-29 
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5-30. A controlled process is represented by the following dynamic equations: 


st = —x1(t) + 5x2(z) 
Bat) = 65(0) + ul 
y(t) = x1 (0) 


The control is obtained through state feedback with 
u(t) = —kyxy(t) — kexa(t) + r(t) 
where k, and kz are real constants, and r(z) is the reference input. 


(a) Find the locus in the k;-versus-kz plane (kK; = vertical axis) on which the overall system has a 
natural undamped frequency of 10 rad/sec. 


(b) Find the locus in the k-versus-kz plane on which the overall system has a damping ratio of 0.707. 
(c) Find the values of k, and £2 such that ¢ = 0.707 and w, = 10 rad/sec. 


(d) Let the error signal be defined as e(t) = r{t) — y(t). Find the steady-state error when r(t) = us(t) 
and &, and &> are at the values found in part {c). 

(e} Find the locus in the &)-versus-k> plane on which the steady-state error due to a unit-step input is 
ZeTO. 


§-31. The block diagram of a linear control system ts shown in Fig. 5P-31. Construct a parameter 
plane of XK, versus K, (K, is the vertical axis), and show the following trajectories or regions in the 
plane. 

(a) Unstable and stable regions 

(b) Trajectories on which the damping is critical (¢ = 1) 

(c) Region in which the system is overdamped (¢ > 1) 

(d) Region in which the system is underdamped (¢< 1) 

(e) Trajectory on which the parabolic-error constant K,, is 1000 sec? 

(f) Trajectory on which the natural undamped frequency w, is 50 rad/sec 


(g)} Trajectory on which the system is either uncontrollable or unobservable (hint: look for pole-zero 
cancellation) 


Ris) 


Figure 5P-31 


5-32. The block diagram of a linear control system is shown in Fig. 5P-32. The fixed parameters of 
the system are given as T = 0.1, J = 0.01, and K; = 10. 

(a) When r(1) = tus(t) and 7z(t) = 0, determine how the values of K and K, affect the steady-state 
value of e(¢). Find the restrictions on K and K, so that the system is stable. 

(b) Let r(t) = 0. Determine how the values of K and K, affect the steady-state value of y(t) when the 
disturbance input 74{t) = u;(f). 

(c) Let K; = 0.01 and r{t) = 0. Find the minimum steady-state value of y(r) that can be obtained by 
varying K, when T7,;{f) is a unit-step function. Find the value of this K. From the transient standpoint, 
would you operate the system at this value of K? Explain. 


(d) Assume that it is desired to operate the systern with the value of K as selected in part (c). Find the 


value of K, so that the complex roots of the characteristic equation will have a real part of —2.5. Find 
all three roots of the characteristic equation. 


328 » Chapter 5. Time-Domain Analysis of Control Systems 


Figure 5P-32 


5-33. Consider a second-order unity feedback system with ¢ = 0.6 and w, = Srad/sec. Calculate 
the rise time, peak time, maximum overshoot, and settling time when a unit-step input is applied to 
the system. 


5-34. Fig. 5P-34 shows the block diagram of a servomotor. Assume J = 1 kg-m* and B = 1 N-m/ 
rad/sec, If the maximum overshoot of the unit-step input and the peak time are 0.2 and 0.1 sec., 
respectively, 


(a) Find its damping ratio and natural frequency. 


(b} Find the gain K and velocity feedback K;. Also, calculate the rise time and settling time. 


Figure 5P-34 


5-35. Find the unit-step response of the following systems assuming zero initial conditions: 
" Laltles ollml* ls olin 
x 65 O | |x 1 O|] le 
eso ills] *Lo olla] 
¥2 | 0 Liix. 0 O]lw 
b) [x1 0 | x] 0 
" taatls allel Lib 


a 
y=[1 0))| + (ol 
x2 
(c) xy 0 l 0 xX] 0 
%}=]-1 -1 O] |x| + ]lite 
4 l 0 O| | x3 0 
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5-36. Use MATLAB to solve Problem 5-35. 
5-37. Find the impulse response of the given systems in Problem 5-35. 
5-38. Use MATLAB to solve Problem 5-37. 


5-39. Fig. 5P-39 shows a mechanical system. 
(a) Find the differential equation of the system. 
(b) Use MATLAB to find the unit-step mput response of the system. 


no friction 


Figure 5P-39 


5-40. The dc-motor control system for controlling a printwheel described in Problem 4-49 has the 
forward-path transter function 


_ @,, (5) : nK, Kj) KK 
OS) = 95) ~ AG) 


where A(s) =§ [Ladudis* + Jt (Radi: = Bula)r 
+ (n?KyLad, + Kiladm + KiKoJ, + RaBmJi)s* 
+ (x? RaK ii + RaKidm + BmKiLa)s + RaBmK, + KiK,K_] 


where K; = 9 oz-in./A, K, = 0.636 Virad/sec, Ry = SQ, L, = 1 mH, K,=1 Vérad, n= 1/10, J, =Jr= 
0.001 oz-in.-sec*, and By, 0. The characteristic equation of the closed-loop system is 


A{s} +nK,K)KLK = @ 


(a) Let K, = 10,000 oz-in./rad. Write the forward-path transfer function G(s) and find the poles of 
G(s). Find the critical value of K for the closed-loop system to be stable. Find the roots of the 
characteristic equation of the closed-loop system when K is at marginal stability. 

(b) Repeat part (a) when K,; = 1000 oz-in./rad. 

(c) Repeat part (a) when Kz, = 00; that is, the motor shaft is rigid. 


(d) Compare the results of parts (a), (b), and (c), and comment on the effects of the values of K; on 
the poles of G(s) and the roots of the characteristic equation. 


5-41. The block diagram of the guided-missile attitude-control system described in Problem 4-20 is 
shown in Fig. 5P-41. The command input is r(f), and a(t) represents disturbance input. The objective 
of this problem is to study the effect of the controller G,{s) on the steady-state and transient responses 
of the system. 
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(a) Let G.(s) = 1. Find the steady-state error of the system when r(f) is a unit-step function. 
Set d(t) = 0. 

(b) Let G,(s) = (s+ a)/s, Find the steady-state error when r(z) is a unit-step function. 

(c) Obtain the unit-step response of the system for 0 < ¢ < 0.5 sec with G,(s) as given in part (b) and 
a = 5, 50, and 500. Assume zero initial conditions. Record the maximum overshoot of y(¢) for each 
case. Use any available computer simulation program, Comment on the effect of varying the value of 
a of the controller on the transient response. 

(d) Set r{r) = 0 and G,(s) = 1. Find the steady-state value of »(f) when d(t) = u,(t). 

(e) Let G,{s) = (s+ a)/s. Find the steady-state value of y(t) when d(t) = u,(¢). 

{f) Obtain the output response for 0 < t < 0.5 sec, with G,{s) as given in part (e) when r{t} = 0 and 
d(t) = us(t}; a = 5, 50, and 500. Use zero initial conditions. 

(g) Comment on the effect of varying the value of a of the controller on the transient response of y(7) 
and <(?). 


D(s) 


Controller Missile dynamics 


Figure 5P-41 


5-42. The block diagram shown in Fig. 5P-42 represents a liquid-level control system. The liquid 
level is represented by /:(z), and N denotes the number of inlets. 


(a} Because one of the poles of the open-loop transfer function is relatively far to the left on the 
real axis of the s-plane at s = —10, it is suggested that this pole can be neglected. Approximate the 
system by a second-order system by neglecting the pole of G(s) at s = —10. The approximation 
should be valid for both the transient and the steady-state responses. Apply the formulas for the 
maximum overshoot and the peak time 4£,,,, to the second-order model for N = | and N = 10, 


(b) Obtain the unit-step response (with zero initial conditions) of the original third-order system with 
N = 1 and then with N = 10. Compare the responses of the original system with those of the second- 
order approximating system. Comment on the accuracy of the approximation as a function of WN. 


50 
s(0.05s + 0.5) 


Figure 5P-42 


5-43. The forward-path transfer function of a unity-feedback control system is 


1 + 7s 


Oe ey: 


Compute and plot the unit-step responses of the closed-loop system for 7; = 0, 0.5, 1.0, 10.0, and 
50.0. Assume zero initial conditions. Use any computer simulation program that is available. 
Comment on the effects of the various values of T, on the step response, 
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5-44. The forward-path transfer function of a unity-feedback control system is 
\ 
G(s) = -——_;---—_—_— 
s(s + 1)?(1 + Tps) 


Compute and plot the unit-step responses of the closed-loop system for 7, = 0, 0.5, and 0.707. Assume 
zero initial conditions. Use any computer simulation program. Find the critical value of 7, so that the 
closed-loop system is marginally stable. Comment on the effects of the pole at s = —1/Ty in G(s). 


5-45. Compare and plot the unit-step responses of the unity-feedback closed-loop systems with the 
forward-path transfer functions given, Assume zero initia] conditions. 


1+ Tis 
ee T.= a 
a) C= possapis) oe Tee tease 
1+ fs 
es ee T.=0, 1, 5,2 
(b) G(s) (425-42) For T. =O, 0 
2 
G(s) = ———————_~_ F 7, = 0, 0.5, 1.0 
(c) G(s) (s? + 29+ 2)(1+7 ps) | ae 
10 
G(s) = —————-_ > For J5= 0,035.10 
(a) G(s) s(s + 5)(1 +Tps) ig 
(e) G(s) a ee 
~~ s(s + 1.25)(s? + 2.55 + t0) 
(Gi) For K =5 


(ii) For K = 10 
(iii) For K = 30 
_ K(s + 2.5) 
~ s(s + 1.25) (s? + 2.55 + 10) 
(i) For K =5 

(ii) For K = 10 

(iii) For K = 30 
5-46. Fig. SP-46 shows the block diagram of a servomotor with tachometer feedback. 
(a) Find the error signal E(s) in the presence of the reference input X(s} and disturbance input D(s). 
(b) Calculate the steady-state error of the system when X(s) is a unit ramp and D(s) is a unit step. 
(c) Use MATLAB to plot the response of the system for part (b). 


(d) Use MATLAB to plot the response of the system when X(5) is a unit-step input and D(s) is a unit 
impulse input. 


(f) G(s) 


Figure 5P-46 
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5-47. The feedforward transfer function of a stable unity feedback system is G(s). If the closed-loop 
transfer function can be rewritten as 


¥(s) G(s) _ (Ais + 1)(Ags +1)... (Ans + 1) 


es 


X(s) 1+G(s) (Bis + 1)(Bos +1)... (Bas +1) 


(a) Find the steady-state error to a unit-step input. 


(b) Calculate p= imp) 


5-48. Ifthe maximum overshoot and 1% settling time of the unit-step response of the closed-loop 
system shown in Fig. 5P-48 are no more than 25% and 0.1 sec, find the gain K and pole location P of 
the compensator. Also, use MATLAB to plot the unit-step input response of the system and verify 
your controller design. 


Figure 5P-48 


5-49. Ifa given second-order system is required to have a peak time less than f, find the region in the 
s-plane corresponding to the poles that meet this specification. 


5-50. <A unity feedback control system shown in Fig. 5P-50(a) is designed so that its closed-loop 
poles lie within the region shown in Fig. 5P-50(b). 


(a) 


Im {s) 


Re (s) 


Figure 5P-50 
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(a) Find the values for w, and ¢. 

(b) If K, = 2 and P=2, then find the values for K and Ky. 

(c) Show that, regardless of values K, and p, the controller can be designed to place the poles 
anywhere in the left side of the s-plane. 


5-51. The equation of a de motor is given by 


: KiKy\, _K 
Imm + (3 +5 )é, =F 


Assuming Jm = 0.02 kg-m*, B = 0.002 N-m-sec, K; = 0.04 N-m/A, Kz =0.04 V-sec, and 
R= 200. 

(a) Find the transfer function between the applied voltage and the motor speed. 

(b) Calculate the steady-state speed of the motor after applying a voltage of 10 V. 

(c) Determine the transfer function between the applied voltage and the shaft angle 8,,,. 

(d} Including a closed-loop feedback to part (c) such that v = K(6p» — @,,), where K is the feedback 
gain, obtain the transfer function between @, and 6,,. 

(e} If the maximum overshoot is less than 25%, determine K, 

(f) If the rise time is less than 3 sec, determine K. 

(g} Use MATLAB to plot the step response of the position servo system for K = 0.5, 1.0, and 2.0. 
Find the rise time and overshoot. 

5-52. In the unity feedback closed-loop system in a configuration similar to that in Fig. 5P-48, the 


plant transfer function is 


l 
eG) s(s +3) 
and the controller transfer function is 
k(s + a) 
sa eal aE 


Design the controller parameters so that the closed-loop system has a 10% overshoot for a unit step 
input and a 1% settling time of 1.5.sec. 


5-53. An autopilot is designed to maintain the pitch attitude a of an airplane. The transfer function 
between pitch angle aw and elevator angle £ are given by 


a(s) 60(s + 1)(s +2) 


So 


B(s) = (s? + 65 + 40)(s? + 0.045 + 0.07) 


The autopilot pitch controller uses the pitch error ¢ to adjust the elevator as 


B(s) _K(s +3) 
Ets) s+ 10 
a unity feedback configuration and utilize 
Use MATLAB to find K with an overshoot of less than 10% and a rise time faster than 0.5 sec fora 


unit-step input. Explain controller design difficulties for complex systems. 

5-54. The block diagram of a control system with a series controller is shown in Fig. 5P-54. Find the 
transfer function of the controller G,(s) so that the following specifications are satisfied: 

(a) The ramp-error constant X, is 5. 

(b) The closed-loop transfer function is of the form 


Y(s) K 


M(s) = RG) = G4 DOs + WO) era) 


where K and a are real constants. Use MATLAB to find the values of K and a, and confirm the results. 
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The design strategy is to place the closed-loop poles at —10 + j10 and —10 — j10, and then 
adjust the values of K and a to satisfy the steady-state requirement. The value of a@ is large so that 
it will not affect the transient response appreciably. Find the maximum overshoot of the designed 


system. 
100 
Vato 
ps) = ee 10s + 100) 


Ris) 


Figure 5P-54 


5-55. Repeat Problem 5-54 if the ramp-error constant is to be 9. What is the maximum value of K, 
that can be realized? Comment on the difficulties that may arise in attempting to realize a very 
large K,. 


5-56. A control system with a PD controller is shown in Fig. 5P-56. Use MATLAB to 


(a) Find the values of Kp and Kp so that the ramp-error constant K, is 1000 and the damping ratio 
is 0.5. 


(b) Find the values of Kp and Kp so that the ramp-error constant K, is 1000 and the damping ratio 
is 0.707. 


(c) Find the values of Kp and Kp so that the ramp-error constant K, is 1000 and the damping ratio 
is 1.0. 


1000 
s{s + 10) 


Figure 5P-56 


5-57, For the control system shown in Figure 5P-56, set the value of Kp so that the ramp-error 
constant is 1000. Use MATLAB to 
(a) Vary the value of Xp from 0.2 to 1.0 in increments of 0.2 and determine the values of rise time and 
maximum overshoot of the system. 
(b) Vary the value of Kp from 0.2 to 1.0 in increments of 0.2 and find the value of Kp so that the 
maximum overshoot is minimum. 
5-58. Consider the second-order model of the aircraft attitude control system shown in Fig, 5-29, 
. scl _ _4500K . 

The transfer function of the process is Gp(s) = (543613) Use MATLAB to design a series PD 
controller with the transfer function G,(s) = Kp + Kps so that the following performance specifi- 
cations are satisfied: 

Steady-state error due toa unit-ramp input < 0.001 

Maximum overshoot < 5% 

Risetimet; < 0.005 sec 


Settling time t, < 0,005 sec 


5-59, Fig. 5P-59 shows the block diagram of the liquid-level control system described in Problem 
5-42. The number of inlets is denoted by NV. Set N = 20. Use MATLAB to design the PD controller so 
that with a unit-step input the tank is filled to within 5% of the reference level in less than 3 sec 
without overshoot, 
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ION 
s(s +1}(5 + 10) 


Figure 5P-59 


5-60. For the liquid-level control system described in Problem 5-59, set Kp so that the ramp-error 
constant is I. Use MATLAB to vary Kp from 0 to 0.5 and determine the values of rise time and 
maximum overshoot of the system. 


5-61. Acontrol system with a type 0 process G,(s) and a PI controller is shown in Fig. 5P-61. Use 
MATLAB io 


(a) Find the value of XK; so that the ramp-error constant K, is 10. 
(b) Find the value of Kp so that the magnitude of the imaginary parts of the complex roots of the 
characteristic equation of the system is 15 rad/sec. Find the roots of the characteristic equation. 


(c} Sketch the root contours of the characteristic equation with the value of K, as determined in part 
(a) and for 0 < Kp < oo. 


100 
Gs)=——— 
os) s+ 105 + 100 


Figure 5P-61 


5-62. For the control system described in Problem 5-61, set K; so that the ramp-error constant is 10. 
Use MATLAB to vary Kp and determine the values of rise time and maximum overshoot of the 
system. 

5-63. For the control system shown in Fig. 5P-61, use MATLAB to perform the following: 

(a) Find the value of K; so that the ramp-error constant K, is 100. 

(b) With the value of X, found in part (a), find the critical value of Kp so that the system is stable. 
Sketch the root contours of the characteristic equation for 0 < Kp < oc. 


(c) Show that the maximum overshoot is high for both large and small values of Kp. Use the value of 
K, found in part (a). Find the value of Kp when the maximum overshoot is a minimum. What ts the 
value of this maximum overshoot? 


5-64. Repeat Problem 5-63 for K, = 10. 


5-65. A control system with a type 0 process and a PID controller is shown in Fig. 5P-65. Use 
MATLAB to design the controller parameters so that the following specifications are satisfied: 
Ramp-error constant K, = 100 
Rise time t, < 0,01 sec. 


Maximum overshoot < 2% 


Plot the unit-step response of the designed system. 


100 


his 
ph s+ 10s + 100 


Figure 5P-65 
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5-66. Consider the quarter-car model of vehicle suspension systems in Example 4-1 1-3. 
The Laplace transform between the base acceleration and displacement is given by 


Z(s) —I 
Y(s) 524 2teons + Wa? 


(a) It is desired to design a proportional controller. Use MATLAB to design the controller 
parameters where the rise time is no more than 0.05 sec and the overshoot is no more than 3%. 
Plot the unit-step response of the designed system. 


(b) It is desired to design a PD controller. Use MATLAB to design the controller parameters where 
the rise time is no more than 0.05 sec and the overshoot is no more than 3%. Plot the unit-step 
response of the designed system. 
(c) It is desired to design a Pi controller. Use MATLAB to design the controller parameters where 
the rise time is no more than 0.05 sec and the overshoot is no more than 3%. Plot the unit-step 
response of the designed system. 
(d) It is desired to design a PID controller. Use MATLAB to design the controller parameters where 
the rise time is no more than 0.05 sec and the overshoot is no more than 3%. Plot the unit-step 
response of the designed system. 
5-67. Consider the spring-mass system shown in Fig. 5P-67. 

: ‘ . Y(s} 7 ) 
Its transfer function is given by Fis) = Mata Bik’ 
Repeat Problem 5-66 where Mf = 1kg, B = 10 N.s/m, K = 20 N/m. 


[> 


Figure 5P-67 


5-68. Consider the vehicle suspension system hitting a bump described in Problem 4-3, Use 
MATLAB to design a proportional controller where the 1% settling time is less than 0.1 sec and the 
overshoot is no more than 2%. Assume m = 25kg, J = 5kg-m?, K = 100 N/m, and r = 0.35 m. Plot 
the impulse response of the system. 


5-69. Consider the train system described in Problem 4-6. Use MATLAB to design a proportional 
controller where the peak time is less than 0.05 sec and the overshoot is no more than 4%. Assume 
M =1ks, m=0.5 kg, k= 1 N/m, « = 0.002 sec/m, and g = 9.8 m/s”. 


5-70. Consider the inverted pendulum described in Problem 4-9, where M@ = 0.5 kg, m = 0.2 kg, 
jz = 0.1 N/m/sec (friction of the cart), J = 0.006 kg-m’, g = 9.8 m/s”, and 1 = 0.3 m. 

Use MATLAB to design a PD controller where the rise time is less than 0.2 sec and the overshoot is 
no more than 10%. 


CHAPTER 6 


The Control Lab 


>» 6-1 INTRODUCTION 


The majority of undergraduate courses in control have labs dealing with time response 
and control of dc motors, The focus of this chapter is therefore on these lab problems— 
namely, speed response, speed control, position response, and position control of dc 
motors. In this chapter, using MATLAB and Simulink, we have created a series of virtual 
lab experiments that are designed to help students understand the concepts discussed 
in Chapters 4 and 5. This chapter also contains two controller design experiments. 
There are three classes of simulation experiments designed for this chapter: SIMLab, 
Virtual Lab, and Quarter Car Sim. There experiments are intended to supple- 
ment the experimental exposure of the students In a traditional undergraduate control 
course. 

It is a demanding task to develop software that provides the reader with practical 
appreciation and understanding of dc motors including modeling uncertainties, non- 
linear effects, system identification, and controller design amid these practical chal- 
lenges. However, through the use of MATLAB and Simulink, we created a virtual dc 
motor in Virtual Lab, which exhibits many of the same non-idealized behaviors observed 
in an actual system. All the experiments presented here were compared with real systems 
in the lab environment, and their accuracy has been verified. These virtual labs include 
experiments on speed and position control of dc motors followed by two controller 
design projects, the first involving control of a simple robotic system and the last one 
investigating the response of an active suspension system. In this chapter, the focus on dc 
motors in these experiments is intentional, because of their relative simplicity and wide 
usage in numerous industrial applications. 

The main objectives of this chapter are: 


1. To provide an in-depth description of dc motor speed response, speed control, and 
position control concepts. 
2. To provide preliminary instruction on how to identify the parameters of a system. 


3. To show how different parameters and nonlinear effects such as friction and 
saturation affect the response of the motor. 


4. To give a better feel for controller design through realistic examples. 
5. To get started using the SIMLab and Virtual Lab. 
6. To gain practical knowledge of the Quarter Car Sim software. 


Before starting the lab, you must have completed the relevant background preparation 
in Chapters 4 and 5. 
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6-2 DESCRIPTION OF THE VIRTUAL EXPERIMENTAL SYSTEM 


The experiments that you will perform are intended to give you hands-on (virtually!) 
experience in analyzing the system components and experimenting with various feedback 
control schemes. To study the speed and position response of a dc motor, a typical 
experimental test bed is shown in Fig, 6-1. 

The setup components are as follows: 


¢ A dc motor with a position sensor (usually an encoder with incremental rotation 
measurement) or a speed sensor (normally a tachometer or a differencing operation 
performed on encoder readings) 


¢ A power supply and amplifier to power the motor 


e Interface cards to monitor the sensor and provide a command voltage to the 
amplifier input and a PC running MATLAB and Simulink to contro] the system and 
to record the response (alternatively, the controller may be composed of an analog 
circuit system) 


A simple speed control system is composed of a sensor to measure motor shaft speed 
and an amplifier with gain K (proportional control) in the configuration shown in Fig. 6-1. 
The block diagram of the system is also shown in Fig. 6-2. 

To control the position of the motor shaft, the simplest strategy is to use a 
proportional controller with gain K. The block diagram of the closed-loop system is 
shown in Fig. 6-3. The system is composed of an angular position sensor (usually an 
encoder or a potentiometer for position applications), Note that for simplicity the input 
voltage can be scaled to a position input 7;,,(s) so that the input and output have the same 
units and scale. 

The components are described in the next sections. 


Feedback 


Figure 6-1 Feedback control of an armature-controlled de motor with load inertia. 


Ty(s) 


Figure 6-2 Block diagram of a speed-control, armature-controlled dc motor, 
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Figure 6-3 Block diagram of a position-control, armature-controlled dc motor. 


6-2-1 Motor 


Recall from Chapter 5 that for the armature-controlled dc motor shown in Fig. 5-24, the 
system parameters include 
R, = armature resistance, ohm 
Lg = armature inductance, henry 
y, = applied armature voltage, volt 
v, = back emf, volt 
7 
T = torque developed by the motor, N-m 
J;, = moment of inertia of the load, kg-m? 


i 


angular displacement of the motor shaft, radian 


T; = any external load torque considered as a disturbance, N-m 
Jn = Moment of inertia of the motor (motor shaft), kg-m? 


J = equivalent moment of inertia of the motor and load connected to the motor-shaft, 
J =J,/n* + Jm, kg-m? (refer to Chapters 4 and 5 for more details) 


nm == gear ratio 


B = equivalent viscous-friction coefficient of the motor and load referred to the 
motor shaft, N-m/rad/sec (in the presence of gear ratio, B must be scaled by 7; 
refer to Chapter 4 for more details) 


K, = speed sensor (usually a tachometer) gain 


The motor used in this experiment is a permanent magnet de motor with the following 
parameters (as given by the manufacturer): 


K,,= Motor (torque) constant 0.10 Nm/A 

Ky, = Speed Constant 0.10 V/rad/sec 

R, = Armature resistance 1.35 ohm 

LL, = Armature inductance 0.56 mH 

J», = Armature moment of inertia 0.0019 kg-m? 

Ty, = Motor mechanical time constant 2.3172 E-005 sec 


A reduction gear head may be attached to the output disk of the motor shaft. If the motor 
shaft’s angular rotation is considered the output, the gear head will scale the inertia of the 
load by 1/n? in the system model, where n is the gear ratio. 


6-2-2 Position Sensor or Speed Sensor 


For position-control applications, an incremental encoder or a potentiometer may be 
attached directly to the motor shaft to measure the rotation of the armature. In speed 
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6-2-3. Power Amplifier 


6-2-4 


interface 


control, it is customary to connect a tachometer to the motor shaft. Sensor-shaft inertia and 
damping are normally too small to be included in the system model. The output from each 
sensor is proportional to the variable it is measuring. We will assume a proportionality gain 
of 1; that is, K, = 1 (speed control), and K, = 1 (position control). 


The purpose of the amplifier is to increase the current capacity of the voltage signal from 
the analog output interface card. The output current from the interface should normally be 
limited, whereas the motor can draw many times this current. The details of the amplifier 
design are somewhat complex and will not be discussed here. But we should note two 
important points regarding the amplifier: 


1. The maximum voltage that can be output by the amplifier is effectively limited to 
20 V. 


2 The maximum current that the amplifier can provide to the motor is limited to 8 A. 
Therefore, 
Amp gain 2 V/V 
Amplifier input saturation limits +10 V 
Current saturation limits +4 A 


In a real-world scenario, interfacing is an important issue. You would be required to attach 
all the experimental components and to connect the motor sensor and the amplifier to a 
computer equipped with MATLAB and Simulink (or some other real-time interface 
software). Simulink would then provide a voltage output function that would be passed 
on to the amplifier via a digital-to-analog (D/A) interface card. The sensor output would 
also have to go through an analog-to-digital (A/D) card to reach the computer. Alterna- 
tively, you could avoid using a computer and an A/D or D/A card by using an analog circuit 
for control, 


> 6-3 DESCRIPTION OF SIMLAB AND VIRTUAL LAB SOFTWARE 


As shown in Fig. 6-4, SIMLab and Virtual Lab are series of MATLAB and Simulink files 
within the Automatic Control Systems (ACSYS) applet that makes up an educational tool 
for students learning about dc motors and control systems. SIMLab was created to allow 
students to understand the basic simulation model of a dc motor. The parameters of the 
motor can be adjusted to see how they affect the system. The Virtual Lab was designed to 
exhibit some of the key behaviors of real dc motor systems. Real motors have issues such as 
gear backlash and saturation, which may cause the motor response to deviate from 
expected behavior. Users should be able to cope with these problems. The motor 
parameters cannot be modified in the Virtual Lab because, in a realistic scenario, a motor 
may not be modified but must be replaced by a new one! 

In both the SIMLab and the Virtual Lab, there are five experiments. In the first two 
experiments, feedback speed control and position control are explored. Open-loop step 
response of the motor appears in the third experiment. In the fourth experiment, the 
frequency response of the open-loop system can be examined by applying a sinusoidal 
input. A controller design project is the last experiment. 
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Automatic Control S¥Stems (ACSYS) on j ah } J 
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Quarter Car Sim 


Figure 6-4 The Automatic Control Systems (ACSYS) applet. 


To launch the ACSYS applet, navigate to the appropriate directory in the MATLAB 
command window, and type Acsys at the command prompt. The SIMLab or Virtual Lab 
experiment windows can be called from the ACSYS applet by clicking on the appropriate 
button. Alternatively, you may directly call SIMLab or Virtual Lab from the MATLAB 
command window by navigating to the VirtualLab subdirectory and typing simélab or 
virtuallab, respectively. 

When SIMLab or Virtual Lab is opened, the experiment contro] window will be 
displayed. The Experiment menu can be used to switch between different control expert- 
ments, as in Fig. 6-5. The grey control panel on the left contains the control buttons for the 
experiment. Every experiment has a button to enter model parameters, a field to enter 
simulation time, and additional experiment-specific plot controls. The plots or animations 
that the experiment supports appear in the display panel on the right. Fig. 6-6 shows a 
typical experiment control window in SIMLab. The time-response plot is displayed, and 
plot control buttons appear below the axes. Zoom control buttons allow you to view the 
response at greater detail, and the data cursor gives precise point values for graphed data. 
SIMLab allows you to display the motor transfer functions in various formats and to access 
other custom tools from the SIMLab Tools dropdown menu. For step-by-step instructions 
on using the experiment window, click on the Help Me button in the menu bar, The standard 
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Figure 6-6 Typical SIMLab experiment control window. 
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Figure 6-7 SIMLab Speed Control Simulink model. 


Microsoft Windows calculator and a unit conversion tool can be accessed from the top 
menu. 

The model parameters must be set first in any experiment. By selecting the Enter 
Model Parameters button, a Simulink (.mdl) window contaming the model for the 
experiment will be launched. The model, shown in Fig. 6-7, contains a simple closed- 
loop system using PID speed control, with a reference step input and multiple outputs. 

All the simulation parameters for the Simulink model are pre-set. Selecting Simulation 
from the Simulink menu and next choosing Configuration Parameters allows access to 
these settings, shown in Fig, 6-8. The Start Time and Stop Time settings in the Solver 
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Figure 6-8 Configuration Parameters: Solver properties. 
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Figure 6-9 Adjustable parameters for the SIMLab motor blocks. 


options are most important as far as SIMLab and Virtual Lab examples are concerned, and 
they can be manipulated in Configuration Parameters, or on the left panel in the SIMLab/ 
Virtual Lab interface. They allow you to modify the simulation running time. Other options 
in Configuration Parameters should not be modified, as they may cause errors in the 
SIMLab and Virtual Lab software. 

When the Simulink model is opened, double-click on the appropriate model block to 
modify model parameters such as the PID values. For SIMLab, double-clicking on 
the motor block brings up a window containing a list of adjustable motor parameters 
(see Fig. 6-9), All motor parameters, such as the resistance, back-emf constant, load inertia, 
and damping coefficient, may be modified. Right-clicking on a SI[MLab motor block and 
selecting Look under Mask makes the de motor model available. However, the Virtual Lab 
motor blocks are completely opaque to the user since they model actual dc motors. One 
other feature that SIMLab has, which Virtual Lab does not, 1s a torque-disturbance input 
into the motor. This can be used to investigate the stall torque and the effect of an integral 
controller. 

To run the simulation, close the Simulink model and click the button labeled Run 
Simulation. For more detail, click the zoom button and select the area of the time-response 
plot to view it closer. The data cursor button allows the graphed values to be displayed as 
the cursor dot is moved around on the graph using the mouse or arrow keys. The Print to 
Figure button allows the current response plot to be sent to a separate MATLAB figure. 
Selecting the Reuse Axes checkbox prints all plots to the same set of axes in an external 
figure, which is useful for comparing the system response after changing a parameter in the 
Simulink model. This figure can also be saved as a . fig or image file for future reference and 
analysis. Again, in the Virtual Lab, you cannot change the system parameters, but PID 
values are available for modification. 

Some of the experiments have additional features, such as animation and calculation 
tools, These are discussed in the following sections. Selecting Close Experiment in the 
control window exits the program. 
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~ 6-4 SIMULATION AND VIRTUAL EXPERIMENTS 


It is desired to design and test a controller offline by evaluating the system performance in the 
safety of the simulation environment. The simulation model can be based on available system 
parameters, or they may be identified experimentally. Because most of the system parameters 
are available (see motor specifications in Section 6-2-1), it will be useful to build a model using 
these values and to simulate the dynamic response for a step input. The response of the actual 
system (in this case, the virtual system) to the same test input will then verify the validity of the 
model. Should the actual response to the test input be significantly different from the predicted 
response, certain model parameter values would have to be revised or the model structure 
refined to reflect more closely the observed system behavior. Once satisfactory model 
performance has been achieved, various control schemes can be implemented. 

In this chapter, SIMLab represents the simulation model with adjustable parameters, 
and Virtual Lab represents the actual (virtual) system. Once the model of the Virtual Lab 
system is identified and confirmed, the controller that was originally designed using 
SIMLab should be tested on the Virtual Lab model. 


6-4-1 Open-Loop Speed 


The first step is to model the motor. Using the parameter values in Section 6-2-1 for the 
model of the motor in Fig. 5-24, simulate the open-loop velocity response of the motor to a 
step voltage applied to the armature. Start up SIMLab, select 3: Open Loop Speed from the 
Experiment menu, and perform the following tests: 


I. Apply step inputs of +5 V, +15 V, and -10 V. Note that the steady-state speed 
should be approximately the applied armature voltage divided by K; as in Eq. 
(5-118)! (try de motor alone with no gear head or load applied in this case). 


2. Study the effect of viscous friction on the steady-state motor speed. First set B = 0 
in the Simulink motor parameter window. Then gradually increase its value and 
check the speed response. 


3. Repeat Step 2 and connect the gear head with a gear ratio of 5.2:1, using additional 
load inertia at the output shaft of the gear head of 0.05 kg-m* (requires 
modification of J in the Simulink motor parameters). Try using the gear head 
calculator in the SIMLab Tools dropdown menu. 


4. Determine the viscous friction required at output shaft to reduce the motor speed 
by 50% from the speed it would rotate at if there were no viscous friction. 


5. Derive and calculate the disturbance torque steady-state gain. Introduce an 
appropriate step-disturbance input 7; and study its effect on the system in 
Step 3. 


6. Assuming that you do not know the overall inertia J for the system in Step 3, can 
you use the speed-response plot to estimate its value? If so, confirm the values of 
motor and load inertia, How about the viscous-damping coefficient? Can you use 
the time response to find other system parameters? 


In this experiment, we use the open-loop model represented in Experiment 3: Open Loop 
Speed. The Simulink system model is shown in Fig. 6-10, representing a simple open-loop 
model with a motor speed output. 


| _A oe —t/tm 
oot) = (1 etm) (5-118) 
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Figure 6-11 DC motor model including voltage and current saturation, 


In a realistic scenario, the motor is connected to an amplifier that can output a voltage 
only in a certain range. Outside of this range, the voltage saturates. The current within the 
motor may also be saturated. To create these effects in software, right-click the dc motor 
block and select Look under Mask to obtain the motor model shown in Fig. 6-11. Double- 
click both the voltage and current blocks and adjust their values (default valucs of 10 
volts and +4 amps have already been set). If you do not wish to include saturation, you can 
set the limits very large (or delete these blocks altogether). Run the above experiments 
again and compare the results. 

Assuming a small electric-time constant, we may model the de motor as a first-order 
system. As a result, the motor inertia and the viscous-damping friction could be calculated 
with measurements of the mechanical-time constant using different input magnitudes. For 
a unit-step input, the open-loop speed response is shown in Fig, 6-12. After measuring the 
mechanical-time constant of the system t,,,, you can find the inertia J, assuming all other 
parameters are known. Recall that, for a first-order system, the time constant is the time to 
reach (1-¢') x 100, or 63.2% of the final value for a step input [verify using Eq. (5-118) or 
(5-119)]. A typical open-loop speed response is shown in Fig, 6-12. The steady-state 
velocity and the time constant t,,, can be found from the time-response plot by using the 
cursor. 

In SIMLab, the disturbance torque default value is set to zero. To change an input 
value, simply change its final value. 
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Figure 6-12 Speed response of the open-loop system (SIMLab). 


Now that you have gained insight into the motor speed response, it is time to apply 
your knowledge to test the virtual experiment. Here you have no access to the system 
parameter values. Use the Virtual Lab to test the following: 


7. Apply step inputs of +5 V, +15 V, and -10 V. How different are the results from 
Step 1? 

8. From the transient and steady-state responses, identify the system model as 
closely as possible. 


Recall that the motor and amplifier have built-in nonlinear effects due to noise, friction, and 
saturation. So, in Step 8, your model may vary for different input values. Distorted values may 
be obtained if the input to the motor is excessive and saturates. Caution must be taken to 
ensure that the motor input is low enough such that this does not happen. Use the mechanical 
time constant and final value of the response in this case to confirm the system parameters 
defined in Section 6-2-1. These parameters are needed to conduct the speed- and position- 
control tasks. Fig. 6-13 shows the Virtual Lab motor speed response to a small step input. The 
frictton effect is observed when the motor starts. The noise at steady state may also be 
observed. For higher input magnitudes, the response will saturate. 


6-4-2 Open-Loop Sine Input 


The objective of using open-loop sine input is to investigate the frequency response of the 
motor using both SIMLab and Virtual Lab, 


9. For both SIMLab and Virtual Lab, apply a sine wave with a frequency of 1 rad/sec 
and amplitude of 1 V to the amplifier input, and record both the motor velocity and 
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Figure 6-13 Speed response of the open-loop system (Virtual Lab). 


sine wave input signals. Repeat this experiment for frequencies of 0.2, 0.5, 2.0, 
5.0, 10.0, and 50.0 rad/sec (keeping the sine wave amplitude at 1 V). 


10. Change the input magnitude to 20 V and repeat Step 9. 


Open Experiment 4: Open Loop Sine Input from the SIMLab or Virtual Lab Experiment 
menu. The input and disturbance blocks and the motor parameters are adjustable in the 
SIMLab model. For the Virtual Lab version, the amplitude should be low to avoid amplifier or 
armature current saturation. The Simulink model is shown in Fig. 6-14, Double-click on the 
Sine Wave block to modify the properties of the input wave. Amplitude of | is a low enough 
value to avoid saturation in this example. In the SIMLab version, the saturation values are 
adjustable to allow you practice with their effect. The SIMLab response for sine input with 
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Figure 6-14 Experiment 4: Simulink model. 
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magnitude and frequency of | is shown in Fig, 6-15. You may also try adding dead zone and 
backlash to your motor block to test their effects (these functions are available in the Simulink 


Library Browser, briefly discussed at the end of Section 6-5). For a sine input of magnitude 
20 VY, the Virtual Lab system exhibits saturation as shown in Fig. 6-16. 
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Figure 6-16 Virtual Lab time response and gain and phase calculation for input = 20 sin(t). 
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6-4-3 Speed Control 


The frequency of the sine wave will dictate the gain and phase of the response curve. 
There is a Gain and Phase Calculator in the Experiment 4 control window. To measure 
the magnitude and phase of the steady-state response, enter a frequency of 1 rad/sec 
in the edit block. Entering the input frequency and clicking on Calculate displays the 
gain and phase of the system (see Fig. 6-15). Using the Gain and Phase Calculator, you 


can record the gain and phase of the response. Repeat with other input frequencies, and 
discuss any trends. 


Having simulated the open-loop motor characteristics in previous sections, we can 
now extend the model to include velocity feedback from the motor and use a pro- 
portional controller. Assume that the motor velocity is measured using a sensor 
that provides 1 V/rad/sec. The block diagram that you should be modeling is shown 


in Fig. 6-2. For proportional gains of 1, 10, and 100, perform the following tests using 
SIMLab: 


11. Apply step inputs of +5 V, +15 V, and -10 V (try de motor alone; no gear head or 
load applied in this case). 


12. Repeat Step 11 using additional load inertia at the output shaft of the gear head 
(gear ratio 5.2:1) of 0.05 kg-m* (requires adjustment of the J value in SIMLab 
motor parameter block). 


13. Apply the same viscous friction to the output shaft as obtained in Step 4 in Section 
6-4-1, and observe the effect of the closed-loop control. By how much does the 
speed change? 

14. Repeat Step 5 in Section 6-4-1, and compare the results. 


Open Experiment 1: Speed Control from the SIMLab menu window. A screen similar to 
Fig. 6-5 will be displayed. Next, select the Enter Model Parameters button to get the 
system Simulink model, as shown in Fig. 6-17. This figure is a simple PID speed-control 
model, Double-clicking on the PID block displays the editable PID values. The values of 
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Figure 6-17 Experiment 1: Simulink model. 
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Figure 6-18 Speed-control response in the SIMLab control window. 


the step-input and the disturbance-torgue blocks may also be adjusted, The disturbance- 
torque default value is set to zero. To change an input value, simply change the number in 
the final value field. 

Increasing the proportional gain in the PID block will decrease the rise time. For an 
unsaturated model, the SIMLab version of this experiment could exhibit extremely fast rise 
times at very high proportional gains, because the de motor can utilize unlimited voltage 
and current levels. To create this effect in software, right-click the de motor block, and 
select Look under Mask to obtain the motor model] similar to Fig. 6-11. Double-click both 
the voltage and current blocks and adjust their values to very large (or delete their blocks). 
Recall from Section 6-4-1 that the default saturation limits are 410 V and +4 A, 
respectively, Fig. 6-18 displays a typical speed response from the SIMLab. 

For a given input to change the proportional gain values, enter the following sets of 
PID values and print all three plots on the same figure (use the Print to Figure button and the 
Reuse Axes checkbox in the experiment control panel). 


r= | I[=9Q D=0 
P = 10  F— D=0 
P = 100 i= 0 D=0 


The input units used in these simulations are specified in volts, while the feedback units 
at the motor are in radians per second. This was done intentionally to illustrate the scaling 
(or conversion) that is performed by the sensor, Had the velocity been specified in volts 
per radians per second, a different response would have been obtained. To check the effect 
of the velocity feedback scaling, repeat the preceding experiments using a proportional 
gain of 10, but assume that the velocity feedback signal is a voltage generated by a sensor 
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with a conversion factor of 0.2 V/rad/sec. (Note: in commonly used industry standards, the 
tachometer gain is in volts per RPM.) 
Next, for the Virtual Lab, test the following: 


15, 


Apply step inputs of +5 V, +15 V, and -10 V. How different are the results from 
the SIMLab? 


You may again confirm the system parameters obtained in Section 6-4-1. 


6-4-4 Position Control 


Next, investigate the closed-loop position response; choose Experiment 2: Position Control 
from the Experiment menu. For proportional gains of 1, 10, and 100 (requires modification 
of PID block parameters), perform the following tests using SIMLab: 


16. 


17. 


18. 


19. 


20. 


21. 


22. 


23. 


For the motor alone, apply a 160° step input. How large is the error when the 
system reaches steady state? 


Apply a step disturbance torque (—0.1) and repeat Step 16. Estimate the distur- 
bance-torque gain based on your observations. 


Eliminate the disturbance torque and repeat Step 16, using additional load inertia 
at the output shaft of 0.05 kg-m? and the gear ratio 5.2:1 (requires modification of 
J,, and B in the motor parameters). What can be said about the effect of the 
increased load on the system performance? 


Using the disturbance torque in Step 17, examine the effect of integral contro] by 
modifying the Simulink PID block. Choose several different integral gain values, 
and compare the time response for a constant proportional gain. Select the Reuse 
Axes checkbox, and plot the different simulation results in an external figure for 
comparison. 


How does an increase in J affect the system with a PI controller? Compare the 
transient and steady-state response. 


Examine the effect of voltage and current saturation blocks (requires modification 
of the saturation blocks in the motor model). 

Design a PI controller that will give a 30% overshoot and a rise time of 0.1 
seconds. What is the maximum step input amplitude that will meet these 
calculated requirements (i.e., not cause the amplifier to saturate), given the default 
current and voltage saturation limits of +4 A and +10 V, respectively. 


In all previous cases, comment on the validity of Eq. (5-126).” 


Open Experiment 2: Position Control from the SIMLab Experiment menu. A screen 
similar to Fig. 6-5 will be displayed. Next, select Enter Model Parameters to get the 
system Simulink model, as shown in Fig. 6-19. This model represents a simple PID 
position-contro]l system. Double-clicking on the PID block allows you to edit the PID 
gain values. The Deg to Rad and Rad to Deg gain blocks convert the input and the output 


i oa z (& + ay a KKK; 


KKy:K, 
gd (5-126) 


Radin Rodin 
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Figure 6-19 Experiment 2: Position Control Simulink model. 


such that the user enters inputs and receives outputs in degrees only. The values of the 
step-input and the disturbance-torque blocks are also adjustable. The disturbance-torque 
default value is set to zero. To change an input value, double-click on the relevant block 
and change the number in the final value field. Fig. 6-20 displays a typical position 
response from the SIMLab. 
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Figure 6-20 Position response in the Experiment 2 control window. 
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The position time response is also animated when the simulation is run. This is a useful 
tool that gives the user a physical sense of how a real motor turns. The time, input-angle, 
and output-angle values are displayed on the animation field, as shown in Fig. 6-20. 

The nonlinearities due to voltage and current limits cause the time response to saturate 
at a high enough proportional gain. The maximum speed and acceleration of the dc motor 
are dictated by the voltage and current saturation limits. 


24. For proportional gains of 1, 10, and 100 (requires modification of PID block 
parameters), repeat Steps 16 and 19 using Virtual Lab. 


6-5 DESIGN PROJECT 1—ROBOTIC ARM 


The primary goal of this section is to help you gain experience in applying your control 
knowledge to a practical problem. You are encouraged to apply the methods that you have 
learned throughout this book, particularly in Chapter 5 and later on in Chapter 9, to designa 
controller for your system. The animation tools provided make this experience more 
realistic. The project may be more exciting if it is conducted by teams on a competitive 
basis, The SIMLab and Virtual Lab software are designed to provide enough flexibility to 
test various scenarios. The SIMLab, in particular, allows introduction of a disturbance 
function or changes of the system parameters if necessary. 

Description of the Project: Consider the system in Fig. 6-21. The system is composed of 
the dc motor used throughout this chapter. We connect a rigid beam to the motor shaft to 
create a simple robotic system conducting a pick-and-place operation. A solid disk is 
attached to the end of the beam through a magnetic device (e.g., a solenoid). If the magnet 
is on, the disk will stick to the beam, and when the magnet is turned off, the disk is released. 
Objective: The objective is to drop the disk into a hole as fast as possible. The hole is 1 in. 
(25.4 mm) below the disk (see Fig. 6-22). 

Design Criteria: The arm is required to move in only one direction from the initial 
position. The hole location may be anywhere within an angular range of 20° to 180° from 
the initial position. The arm may not overshoot the desired position by more than 5°. 


Drop off target 


Figure 6-21 Control of a simple robotic arm and a payload. 
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Figure 6-22 Side view of the robot arm. 


A tolerance of 42% is acceptable (settling time). These criteria may easily be altered to 
create a new scenario. 

The objective may be met by looking at the settling time as a Key design criterion. 
However, you may make the design challenge more interesting by introducing other design 
constraints such as the percent overshoot and rise time. In SIMLab, you can also introduce 
a disturbance torque to alter the final value properties of the system. The Virtual Lab system 
contains nonlinear effects that make the controller design more challenging. You may try to 
confirm the system model parameters first, from earlier experiments. It is highly recom- 
mended that you do the design project only after fully appreciating the earlier experiments 
in this chapter and after understanding Chapter 5. Have fun! 

This experiment is similar to the position-control experiment in some respects. The 
idea of this experiment is to get a metal object attached to a robot arm by an electromagnet 
from position 0° to a specified angular position with a specified overshoot and minimum 
overall time. 

Select Experiment 3: Control System Design from the SIMLab Experiment menu. A 
screen similar to Fig, 6-5 will be displayed. Next, select Enter Model Parameters to get the 
system Simulink model, as shown in Fig. 6-23. As in Section 6-4-1, this figure represents a 
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Figure 6-23 Experiment 5: Simulink model. 
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Figure 6-24 Parameter window for the electromagnet control. 


simple PID position-control model with the same functionalities. The added feature in this 
model is the electromagnetic control. By double-clicking the Electromagnet Control block, 
a parameter window pops up, as in Fig. 6-24, which allows the user to adjust the drop-off 
payload location and the time delay (in seconds) to turn the magnet off after reaching the 
target. This feature is particularly useful if the response overshoots and passes through 
the target more than once. So, in Fig. 6-24, the “‘Drop position angle”’ is the angle where the 
electromagnet turns off, dropping the payload. “Start to wait for drop position at time” 
refers to the time where the position trigger starts to wait for the position specified by 
“Drop position angle.” 

An important note to remember is that in the Virtual Lab the electromagnet will never 
drop the object exactly where it is specified. Because any electromagnet has residual 
magnetism even after the current stops flowing, the magnet holds on for a short time after 
the trigger is tripped, A time response of the system for proportional gain and derivative 
gain of 3 and 0.05, respectively, is shown in Fig. 6-25. 
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Figure 6-25 Position response for Experiment 5. 
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The model response is also animated. This feature makes the problem more realistic. 
The puck has overshot the hole in this case. The drop angle and drop time are displayed on 
the time-response plot. Note that, in this case, the magnet drop-off takes place prematurely. 
As a result, the payload has been released earlier and is not on target! In SIMLab, it is 
possible to change the dimensions of the experiment setup. Choose Modify Puck Drop 
Setup from the SIMLab Tools menu to adjust the height of the drop and the length of the 
arm, and change your controller design accordingly. 


® 6-6 DESIGN PROJECT 2—QUARTER-CAR MODEL 
6-6-1 Introduction to the Quarter-Car Model 


After studying position and velocity control of the de motor in the preceding sections of 
this chapter, you are now well acquainted with the use of the ACSYS tools and Simulink 
and their applications in the study of controls. 

In this section a simple one degree of freedom quarter-car model, as shown in Fig. 6-26 
(c) is presented for studying base excitation response (i.e., road transmitted effects). The 
objective here is to control the resulting displacement or acceleration of the mass of 
the system—which is reflective of the chassis of the car. This study follows the modeling 
exercise that was discussed tn Example 4-11-3. 

As discussed in Chapter 4, there are various representations of a quarter-car system, 
as illustrated in Fig. 6-26, where a two degree of freedom (2-DoF) system in Fig. 6-26(b) 
takes into account the damping and elastic properties of the tire, shown in Fig. 6-26(a). 
However, for simplicity, it is customary to ignore tire dynamics and assume a 1-DoF model 
as shown in Fig, 6-26(c). Hence, for the duration of this design project, we will assume a 
rigid wheel. 

We further assume hereafter the following parameter values for the system illustrated 
in Fig, 6-26(c): 


HI Effective 1/4 car mass 10 kg 

k Effective stiffness 2,7135 N/m 

c Effective damping 0.9135 N-m/s” 
x(t) Absolute displacement of the mass 71 m 

B69) Absolute displacement of the base m 

2(t) Relative displacement (x(t}—y(2)) m 

a(t) Base acceleration ¥(%) m/s” 


Recall from Eq. (4-324) that the open loop response of the system to a base acceleration 
a(¢) has a transfer function: 


Alsy_ (6-1) 

A(s) 5% + 2605 + 7 

where the base acceleration A(s) is the input and relative displacement, Z(s), is the output. 
Let us next consider the active control suspension system and use the same dc motor 

described in Section 6-2 used in conjunction with a rack as shown in Fig. 6-27. In this case, 

T is the torque produced by the motor with shaft position 9, and r is the radius of the motor 

drive gear. 
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Figure 6-27 Active control of the 1-DOF model via a dc motor and rack. 


Recall from Example 4-11-3 that the block diagram in Fig. 6-28 represents the open 
loop system with no base excitation, where J = mr* +J»,, B = cr* +B, and K = ker. 
Using superposition, this system is rearranged to the following form: 


Km? 


Z(s) = oS Vals) 
(Zs + 1) us + Bs+K)+ —s 


Ra a 
(Zs + 1) r 


——————e— rr A(5) 
L Km K, 
(Fes 1) Ue + Bs 4K) + as 


(6-2) 


a 


Fr 
| 


Figure 6-28 Block diagram of an armature-controlled de motor. 
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Vinl5 ) 


Figure 6-29 Block diagram of a position-control, armature-controlled de motor. 


Again, as in previous sections, we assume the motor electric-time constant is insignificant 
relative to the mechanical-time constant, Eq. 6-2 and is reduced to 


Kmr mr 
Red va 
Z(s) = ——_—_—__—_—_ + — J,,(s) - A 6-3 
s) BRa t+ KmK,p 9 K a(s) BRa + KmK,  K s) oo) 
57 + st 57 p—S st 
Rad J Rad a) 


For simplicity, Eq. (6-3) is written as Z(s) = Geg(s)V,{s) — Gega(S)A(s). The position control 
block diagram in Fig. 6-29 illustrates the feedback of relative position, Z(s), where K, is the 
sensor gain, with units V/m. In this application, the sensor is a linear variable differential 
transformer (LVDT), which transforms the displacement z(t) between the base y(7) and 
mass x(t) to voltage. The goal of position control in this scenario is not to create offset as in 
the previous lab, where a robot arm is given the command signal to displace a metal puck, 
but rather to reject the so-called disturbance input. Hence the command voltage, or set 
point, V;,(s) = 0 V. 

Setting E(s) = O-K, Z(s), the block diagram represented in Fig. 6-29 can be reduced to 
an input-output relation of ¥(s) and Z(s), where the simplified closed-loop system is 
represented in Fig. 6-30: 


mr* 
2(s) _ j 
—A(s) BRa + KmKp 
x” oe RF Ss 


(6-4) 


K KmKampKsr 
a. oe —_—~_——- & 
J Rad 


6-5-2 Closed-Loop Acceleration Control 


Relative position control is a familiar way to introduce the control of the quarter-car model; 
however, the vehicle operator cannot really sense displacement except perhaps by 
comparing their height to fixed objects. If you have ever driven a car too quickly over 


Figure 6-30 Simplified block diagram of the quarter-car dc motor position control. 
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Figure 6-31 Simplified block 
diagram of the quarter-car relative 
acceleration control. 


a sharp rise and fall of the road, you can feel the effect of acceleration in your stomach. 
Thus, it is more desirable to control the acceleration because the ultimate goal of 
the suspension system is to improve ride and driving performance. The block diagram 
in Fig, 6-30 can be modified to control the relative acceleration of the system. 

The second derivative of the forward-path transfer function yields the acceleration 
control system in Fig. 6-31. The input-output relation is as follows: 


: mr 
As) = $e (6-5) 
—A(s) 2 , BRa + KnKy K miamphsl 2 
K) aca ae ae a a Ges 


As described above, the position control system used an LVDT to provide the feedback. 
Just as the LVDT measures relative displacement, two accelerometers can be used to 
measure both x(f) and }(f), where z(t) = X(r) — j(t). Thus, to control the relative 
acceleration of the mass, two accelerometers with gain K, are fixed to the mass and 
base to provide the relative acceleration feedback. 

It is also of interest to control the absolute acceleration of the mass . The closed-loop 
system is determined by reconfiguring Fig. 6-29 to yield absolute acceleration from the 
relation X(s) = Z(s) + A(s) where Z(s) and X(s) are the Laplace transforms of Z(t) and 
¥(t), respectively. 

The block diagram in Fig. 6-32(a) is simplified to the closed-loop form in Fig. 6-32(b) 
to obtain the input—output relation 


, j — mr) 2, BRa + Kooks g 4 K 
a 2 ; = d (6-6) 


Rad J Rat 


Note that, in the case of the systems represented by Eq. (6-5) and Eq. (6-6), implementing a 
compensator will lead to a higher-order transfer function. [n this case, designing in the time 
domain may require that the systems be approximated by lower-order systems, as 
demonstrated in Chapter 5. Also see Chapter 9, where the controller design topics are 
studied in more detail. 


6-6-3 Description of Quarter Car Modeling Tool 


The Quarter Car Modeling Tool allows the students to tmplement the familiar dc motor and 
amplifier described in Section 6-2-1 and conduct experiments to observe its effect on a new, 
slightly more complex system. Designing a controller for a vehicle suspension system 
requires studying its performance under the influence of different inputs, such as driving 
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Figure 6-32 Block diagram of the absolute acceleration control system. 


over a curb or speed bump. This tool also incorporates nonlinear effects, such as backlash 
and saturation in the Virtual Lab component. Al] of these features are available in one 
simple window, which automatically controls the Simulink model. 

To start the program, click on Quarter Car Sim on the ACSYS applet. This launches 
both a Simulink model file (Fig. 6-33) and MATLAB graphical user interface, to be used as 


Set Point 


Figure 6-33 Quarter Car Modeling Tool top-level Simulink model. 
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Figure 6-34 Quarter Car Modeling Tool control window. 


the control panel (Fig. 6-34). There is very little need to access the Simulink model, other 
than to reference the model or to modify the simulation parameters. 

From the control window, clicking on Model Parameters brings up a window (Fig. 6-35) 
from which you can modify the parameters of the dc motor, amplifier, sensor gains, and of 
course the quarter-car model. Parameters from the workspace or a .mat file may be selected in 
the left IMPORT frame and then assigned to the selected model parameters in the right 
MODEL frame. Model settings may be saved to, or loaded from, .mat files. Clicking on 
Defaults assigns the default values to the parameters. Click Apply to implement your changes 
or Close to cancel, 

Selecting Control Parameters calls a window (Fig. 6-36) used to configure the 
compensator command signal in the left frame and the compensator in the right pane. 
There are a number of inputs to select from: step, impulse, sin, rounded pulse, rounded step, 
and random. The compensator frame allows the user to select the sensor output to be used 
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Figure 6-35 Model Parameters window. 
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Figure 6-36 Control Parameters window. 


as feedback. Also, PID gains are specified in array format, and any existing transfer 
function object may be selected from the workspace for use as a controller via the 
dropdown menu. The MATLAB SISO Design Tool may be activated, with the appropriate 
system transfer functions automatically loaded, using the SISOTool button. Click Apply to 
implement your changes or Close to cancel. 

The closed-loop transfer functions of the system are displayed in the top nght corner. 
The various transfer functions of the form displayed in Fig. 6-37 can be selected from the 
popup menu. 

Once the model and controller parameters are specified, the system is ready for 
simulation, Click on Simulate Response to begin the simulation, This will start the 
animation and plot the data on the upper and lower graphs. At the top right corner of 
both the upper and lower axes, pressing the Setup Axes button will display a small control 
menu that is used to select which data are to be displayed on the graph. Note that the control 
menus may be dragged off the axes by clicking and dragging the top bar or closed by 
clicking the X in the top right corner. Click on Stop Simulation to stop the animation and 
simulation. Below the progress bar is a popup menu, which allows the user to toggle to 
different experiment modes. The active suspension system is the dc motor-controlled 
system from Fig. 6-27. The passive suspension system operates as a spring and damper, 
without the added control of the dc motor. 

To store the input/output plots on a new figure, click Print to Figure. The zoom control 
and cursor buttons appear at the bottom right corner of the display panel, as seen in Fig. 6-38. 


A(s) Zs), Zs), X(s) | 


Figure 6-37 Closed-loop transfer functions. 
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Figure 6-38 A view of the axes controls. 


6-6-4 Passive Suspension 


The following experiments explore the response of the open-loop quarter-car model. 
Studying the response of the passive system ts essential to understanding the effect of 
various inputs on the quality of the vehicle’s ride and is necessary for appreciating the 
effect of adding compensators to actively control the suspension system. Run the following 
tests in order: 


ie 


Set the simulation mode to Passive Suspension and set up the top axes to display 
y(t). To accomplish this, click on Setup Axes, choose Acceleration from the 
dropdown menu, and click the checkbox labeled “y.” Using the same method, 
configure the bottom axes to display z(¢). Click on Control Parameters, and select 
a step input with amplitude 0.01 m/s* and step time 0 seconds. There is no need to 
configure the compensator since it is not used in a passive system. Click Simulate 
Response. When finished, the result will appear similar to the window displayed in 
Fig. 6-39. Note the shape of the road profile y(t} as well as 7(t) and X(t). This data 
can be accessed in the Setup Axes menu for either axis. Repeat this procedure for 
0.1 and 1 m/s” input. 


Experiment with the stiffness and damping of the system by clicking Model 
Parameters and changing the stiffness, k, from the default 2.17 N/m to 10 N/m. 
With a step input of 0.01 m/s”, and the lower axes configured to display #(), what 
is the frequency of the oscillatory response? This is the damped frequency of the 
system using default parameters (q,;). How does the period of oscillation compare 
to the value that was observed in Step 1? Open the Setup Axes menu for the lower 
axes and click the Print to Figure button. This will plot the data on the axes to an 
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Figure 6-39 Passive system response to a step input. 


external figure. Repeat the simulation several more times, gradually reducing the 
damping (variable c in the Model Parameters control window). The frequency of 
the oscillation when c is reduced to 0 is the natural frequency of the system (w,). 
Select the checkbox labcled Reuse Axes, and click Print to Figure to plot data 
from a new simulation in the same external figure. This is nseful for comparison. 


3. Set the system parameters to the default settings (click Model Parameters, then 
Defaults, then Apply). Study the effect of a sinusoidal input (washboard bumps) 
on the response of the system. Select an amplitude of 0.01 m/s* and vary the 
frequency from 5 rad/s to 0.1 rad/s, What happens to the amplitude of relative 
displacement at the damped natural frequency, wy, measured in Step 2? 


4. Now try using the rounded step input with amplitude 0.1 m and duration 0.01 
seconds. This input function simulates driving the quarter-car model over a curb. 
Calculate values of c such that the system is underdamped (f = 0.1), critically 
damped (¢ = 1), and overdamped (¢ = 1.5), and observe the response for each case. 


5. Repeat Step 4 using the unidirectional rounded pulse (URP) input (amplitude 
0.1 m, duration 0.01 seconds). This emulates driving over a pothole if given 
amplitude less than zero, or a speed bump if the amplitude is positive. 


6-6-5 Closed-Loop Relative Position Control 


Now set the simulation mode to active suspension by selecting Active Suspension from the 
control panel dropdown menu or from the Experiment menu. This activates the feedback 
control system as defined in the Control Parameters window, Relative position contro! 
is the control of z(t) = x() — y(t); thus, set the Feedback popup menu to z. The Set point is 
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Figure 6-40 Relative Position Time Response plot. 


V;,,(¢) = 0 V, where feedback gain is K, = 1 V/m. In this section, both a PD and phase-lag 
controller will be implemented. 


6. 


10. 


Click on Control Parameters and select a step disturbance 1 m/s” and step time 0 sec- 
onds; feedback z, PID = [1 0 0]. Simulate the response. What is the steady-state error? 
mr 

Apply the final value theorem to A) ra ; 

—A(s) ae BRa + Km Ka : K a Km Kamps? Ge 
Rat J RgJ 
Do the values correspond? Validate the observed overshoot and rise time using the 
time-domain analysis techniques introduced in Chapter 5. 


What value of K, (PID = [K, 0 0)) will yield a steady-state error less than 5 mm? 
This will require a gain much higher than 1, To reduce the need for trial and error, 
click SISOTool in the Control Parameters window and increase the gain while 
observing the LTI Viewer step response. What happens to the system overshoot at 
this gain? Does this match your calculations? 


Increase the derivative gain in steps from 0 to 22, keeping the proportional gain 
that was found in Step 7, and observe the effect of adding derivative gain. Again, 
validate these results using time-domain analysis techniques. Plot successive trials 
to an external figure for comparison, as in Fig. 6-40. 


Design four phase-lead compensators with sufficient gain K, to meet the steady- 
state error requirement as specified in Step 7 and with phase margins @,,, of 10, 30, 
40, and 60°. Compare the optimized response with the PD response. 


Test your controller’s response to the inputs applied in Steps 3, 4, and 5. 


6-6-6 Closed-Loop Acceleration Control 


As mentioned previously, it is preferable to control the acceleration of the mass m, because 
it is the acceleration of the vehicle that affects the comfort of the ride. Set the simulation 
mode to Active Suspension, and set the feedback to z in Control Parameters. This causes 
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Figure 6-41 The Controller Parameters window. 


the relative acceleration, 2(t), with gain K, = 1 V/m/s* to be compared with the set point 
Vial) = OV. 


11. In the Control Parameters window, change the PID gains to PID = [5 0 0], and 
click SISOTool to apply the changes and launch the SISO Design Tool. Use the 
LT] Viewer to monitor the step response while tweaking the gain. What gain 
achieves the smallest rise time? Test this gain on the actual controller, clicking on 
Print to Figure in the Setup Axes menu to save the results for comparison. 


12. Design a phase-lag compensator, with gain K = 5 and a, = 0.1 rad/s. Once the 
compensator is designed, implement it by using the following MATLAB script: 


K = 5, a = 0.1442, T = 231.1996 
PhaseLag = tf({a*T 1], [T 1] 


This creates a transfer function object in the workspace. Now click on Control Parameters 
and select PhaseLag as the compensator in the Compensator TF dropdown and enter K as 
the proportional gain (Fig. 6-41), Any transfer function object created in the MATLAB 
workspace is accessible in this menu and can be used in place of the PID controller G,(s). 
Compare the step response to the response in Step 11. Try designing various phase-lag 
controllers as per Section 9-6-2 and compare the results. 


13. Repeat Steps 11 and 12 using absolute acceleration as the feedback (Feedback = 
x). For the phase-lag compensator, try K = 5 and Oe — 0.) rad/s. 


14. Test the controllers designed in the last few steps with various inputs such as 
sinusoidal, rounded step, and rounded pulse. 


In this chapter, we described the SIMLab and Virtual Lab software to improve your understanding of 
control and to provide a better practical appreciation of the subject. We discussed that, in a realistic 
system including an actuator (e.g., a dc motor) and mechanical (gears) and electrical components 
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(amplifiers), issues such as saturation of the amplifier, friction in the motor, or backlash in gears will 
seriously affect the controller design. This chapter focused on problems involving dc motors 
including modeling, system identification, and controller design. We presented experiments on 
speed and position control of de motors, followed by two controller design projects involving control 
of a simple robotic system and contro! of a single degree of freedom quarter-car model. The focus on 
dc motors in these experiments was intentional, because of their simplicity and wide use in industrial 
applications. Note that, in the design projects, aside from the speed and position control topics, other 
controllers such as PID and lead/lag were also discussed. You may wish to visit Chapter 9 to become 
more acquainted with these topics. 


1. KF Golnaraghi, “TENSC 383 Laboratory Experiment,” Simon Fraser University, Mechatronic Systems 
Engineering Program, British Columbia, Canada, Lab Manual, 2008. 


6-1. Create a model of the motor shown in Fig. 5-25. Use the following parameter values: J,,, = 
0.0004 kg-m7; B = 0.001 Nm/rad/sec, R,, = 2 0, Lz = 0.008 H, K,, =0.1 N/A, and K, = 0.1 V/rad/ 
sec. Assume that the load torque 7; is zero. Apply a 5-V step input to the motor, and record the motor 
speed and the current drawn by the motor (requires modification of SIMLab blocks by making current 
the output) for 10 sec following the step input. 

(a) What is the steady-state speed? 


(b) How Jong does it take the motor to reach 63% of its steady-state speed? 

(c) How long does it take the motor to reach 75% of its steady-state speed? 

(d) What is the maximum current drawn by the motor? 

6-2. Set the viscous friction B to zero in Problem 6-1. Apply a 5-V step input to the motor, and 


record the motor speed and current for 10 sec following the step input. What is the steady-state speed? 
(a) How long does it take the motor to reach 63% of its steady-state speed? 


(b) How long does it take the motor to reach 75% of its steady-state speed? 

(c) What is the maximum current drawn by the motor? 

(d) What is the steady-state speed when the applied voltage is 10 V? 

6-3. Set the armature inductance L, to zero in Problem 6-2. Apply a 5-V step input to the motor, and 


record the motor speed and current drawn by the motor for 10 sec following the step input. 
(a) What is the steady-state speed? 


(b) How long does it take the motor to reach 63% of its steady-state speed? 
(c) How long does it take the motor to reach 75% of its steady-state speed? 
(d) What is the maximum current drawn by the motor? 


(e) If J,,, is increased by a factor of 2, how long does it take the motor to reach 63% of its steady-state 
speed following a 5-V step voltage input? 
(f) If J/,,, is increased by a factor of 2, how long does it take the motor to reach 75% of its steady-state 
speed following a 5-V step voltage input? 


6-4. Repeat Problems 6-1! through 6-3, and assume the load torque 7, = —0.1 N-m (don’t forget the 
minus sign) starting after 0.5 sec (requires change of the disturbance block parameters in SIMLab). 
(a) How does the steady-state speed change once 7; is added? 


(b) How long does it take the motor to reach 63% of its new steady-state speed? 
(c) How long does it take the motor to reach 75% of its new steady-state speed? 
(d) What is the maximum current drawn by the motor? 

(e) Increase 7; and further discuss its effect on the speed response. 
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6-5. Repeat Problems 6-1 through 6-3, and assume the load torque 7, = —0.2 N-m (don’t forget the 
minus sign) starting after | sec (requires change of the disturbance block parameters in SIMLab). 
(a) How does the steady-state speed change once 7; is added? 


(b) How long does it take the motor to reach 63% of its new steady-state speed? 

(c) How long does it take the motor to reach 75% of its new steady-state speed? 

(d) What is the maximum current drawn by the motor? 

(e) Increase 7, and further discuss its effect on the speed response. 

6-6. For the system in Fig. 6-1, use the parameters for Problem 6-1 (but set L, = 0) and an amplifier 


gain of 2 to drive the motor (ignore the amplifier voltage and current limitations for the time being). 
What is the steady-state speed when the amplifier input voltage is 5 V? 


6-7. Modify the model in Problem 6-6 by adding a proportional controller with a gain of K, = 0.1, 
apply a 10 rad/sec step input, and record the motor speed and current for 2 sec following the step 
input, 

(a) What is the steady-state speed? 

(b) How long does it take the motor to reach 63% of its steady-state speed? 

(c) How long does it take the motor to reach 75% of its steady-state specd? 

(d) What is the maximum current drawn by the motor? 

6-8. Change K, to 1.0 in Problem 6-7, apply a 10 rad/sec step input, and record the motor speed and 
current for 2 sec following the step input. 

(a) What is the steady-state speed? 

{b} How long does it take for the motor to reach 63% of its steady-state speed? 

(c) How long does it take for the motor to reach 75% of its steady-state speed? 

(d) What is the maximum current drawn by the motor? 

(e) How does increasing K, affect the response (with and without saturation effect in the SIMLab 
model)? 


6-9. Repeat Problem 6-7, and assume the load torque 7; = —0.1 N-m starting after 0.5 sec (requires 
change of the disturbance block parameters in SIMLab). 

(a) How does the steady-state speed change once T;, is added? 

(b) How long does it take the motor to reach 63% of its new steady-state speed? 

(c) How long does it take the motor to reach 75% of its new steady-state speed? 

6-10. Repeat Problem 6-7, and assume the load torque T, = —0.2 N-m starting after 1 sec (requires 
change of the disturbance block parameters in SIMLab). 

(a) How does the steady-state speed change once 7; is added? 

(b) How long does it take the motor to reach 63% of its new steady-state speed? 

(c) How long does it take the motor to reach 75% of its new steady-state speed? 

6-11. Insert a velocity sensor transfer function K, in the feedback loop, where K, = 0.2 V/rad/sec 
(requires adjustment of the SIMLab model). Apply a 2 rad/sec step input, and record the motor speed 


and current for 0.5 sec following the step input. Find the value of K, that gives the same result as in 
Problem 6-7. 


6-12. For the system in Fig. 6-3, select K, = 1.0, apply a 1 rad step input, and record the motor 
position for 1 sec. Use the same motor parameters as in Problem 6-1. 
(a) What is the steady-state position? 


{b) What is the maximum rotation? 
(c) At what time after the step does the maximum occur? 
6-13. Change K, to 2.0 in Problem 6-12, apply a 1 rad step input, and record the motor position for 


I sec. 
(a) At what time after the step does the maximum occur? 


(b) What is the maximum rotation? 
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6-14. Using the SIMLab, investigate the closed-loop position response using a proportional 
controller. For a position-control case, use proportional controller gains of 0.1, 0.2, 0.5, 1.0, and 
2.0; record the step response for a 1 rad change at the output shaft; and estimate what you consider to 
be the best value for the proportional gain. Use the same motor parameters as in Problem 6-1. 


6-15. Using the SIMLab, investigate the closed-loop position response using a PD controller. 
Modify the controller used in Problem 6-14 by adding derivative action to the proportional controller. 
Using the best value you obtained for K,, try various values for Kp, and record the step response in 
each case. 


6-16. Repeat Problem 6-15 and assume a disturbance torque 7, = —0.1 N-m in addition to the step 
input of 1 rad (requires change of the disturbance block parameters in SIMLab). 


6-17. Repeat Problem 6-15 and assume a disturbance torque Tp = —0.2 N-m in addition to the step 
input of | rad (requires change of the disturbance block parameters in SIMLab). 


6-18. Use the SIMLab and parameter values of Problem 6-1 to design a PID controller that 
eliminates the effect of the disturbance torque, with a percent overshoot of 4.3. 


6-19. Use the SIMLab and parameter values of Problem 6-1 to design a PID controller that 
eliminates the effect of the disturbance torque, with a percent overshoot of 2.8. 


6-20. Investigate the frequency response of the motor using the Virtual Lab Tool. Apply a sine wave 
with a frequency of 0.1 Hz (don’t forget: 1 Hz = 27 rad/sec) and amplitude of 1 V the amplifier input, 
and record both the motor velocity and sine wave input signals. Repeat this experiment for 
frequencies of 0.2, 0.5, 1.0, 2.0, 5.0, 10.0, and 50.0 Hz (keeping the sine wave amplitude at 1 V). 


6-21. Using the Virtual Lab Tool, investigate the closed-loop motor speed response using a 
proportional controller. Record the closed-loop response of the motor velocity to a step input of 
2 rad/sec for proportional gains of 0.1, 0.2, 0.4, and 0.8. What is the effect of the gain on the steady- 
state velocity? 


6-22. Using the Virtual Lab Tool, investigate the closed-loop position response using a proportional 
controller. For a position-control case, use proportional controller gains of 0,1, 0.2, 0.5, 1.0, and 2.0; 
record the step response for a 1 rad change at the output shaft; and estimate what you consider to be 
the best value for the proportional gain. 


6-23. Using the Virtual Lab Tool, investigate the closed-loop position response using a PD 
controller. Modify the controller used in Problem 6-15 by adding derivative action to the proportional 
controller. Using the best value you obtained for X,,, try various values for Kp, and record the step 
response in each case. 


6-24. In Design Project 2 in Section 6-7, use the CarSim tool to investigate the effects of controlling 
acceleration X on relative motion (or bounce) Z and vice versa. 
(a) Use a PD controller in your investigation. 


(b) Use a PI controller in your investigation. 
(c) Use a PID controller in your investigation. 


6-25. Using the Quarter Car Modeling Tool controlling, 

(a) Set the simulation mode to “Passive Suspension” and set up the top axes to display y(¢). Select a 
step input with amplitude 0.02 m/s” and step time 0 seconds. Plot the response. Repeat this procedure 
for 0.2 and 0.5 m/s” inputs. Compare the results. 


(b) Change the stiffness, &, to 15 N/m. With a step input of 0.02 m/s” and the lower axes configured to 
display z(t), what is the frequency of the oscillatory response? This is the damped frequency of the 
system using default parameters (j@,). How does the period of oscillation compare to the value that 
was observed in part (a)? Repeat the simulation several more times, gradually reducing the damping 
(variable c in the Model Parameters contro] window) to find the natural frequency of the system («,,). 
(c) Obtain the effect of washboard bumps with an amplitude of 0.02 m/s” on the response of the 


system. Vary the frequency from LO rad/s to 0.1 rad/s. What happens to the amplitude of relative 
displacement at the damped natural frequency, w,, measured in part (b)? 
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(d) Simulate driving the quarter-car model over a curb by using the rounded step input with 
amplitude 0.2 m and duration 0.02 seconds. Calculate values of ¢ such that the system is under- 
damped (f = 0.25), critically damped (¢ = 1), and overdamped (¢ = 2.5) and observe the response for 
each case. 

{e) Repeat part (d) using the unidirectional rounded pulse (URP) input (amplitude 0.2 m, duration 
0.02 seconds). 

(f) Add a step disturbance of 2 m/s* and step time of 0 seconds; feedback z, PID = [1 0 0]. Simulate 
the response. Find the steady-state error by simulation and by applying the final-value theorem. 
Compare the results. Validate the observed overshoot and rise time using the time domain analysis. 
(g) What value of K, (PID = [K, 00]) will yield a steady-state error less than 4 mm? What happens to 
the system overshoot at this gain? Does this match your calculations? 

(h) Increase the derivative gain in steps from 0 to 50, keeping the proportional gain that was found in 
part (g), and observe the effect of adding derivative gain. Again, validate these results using time 
domain analysis techniques. Plot successive trials to an external figure for comparison. 

(i) Design four phase-lead compensators with sufficient gain K, to meet the steady-state error 
requirement as specified in part (g) and with phase margins, ¢,,, of 15, 20, 25, and 50°. Compare the 
optimized response with the PD response. 

(j) Test your controller’s response to the inputs applied in parts (c), (d), and (e). 

(k) Change the PID gains to P/D = [5 J 0] and click SISO Tool to apply the changes and launch the 
SISO Design Tool. Explain what happens. 

(1) What value of K; (PID = [5 K, 0]) will yield a steady-state error less than 4 mm? What happens to 
the system overshoot and rise time at this gain? Does this match your calculations? 

(m) Test the controllers designed in the last few parts with sinusoidal, raunded-step, and rounded- 
pulse input. 


CHAPTER 7 


Root Locus Analysis 


7-1 INTRODUCTION 
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In the preceding chapters, we have demonstrated the importance of the poles and zeros 
of the closed-loop transfer function of a linear control system on the dynamic 
performance of the system. The roots of the characteristic equation, which are the 
poles of the closed-loop transfer function, determine the absolute and the relative 
stability of linear SISO systems, Keep in mind that the transient properties of the system 
also depend on the zeros of the closed-loop transfer function. 

An important study in linear control systems is the investigation of the trajectories of 
the roots of the characteristic equation—or, simply, the root loci—when a certain system 
parameter varies. In Chapter 5, several examples already illustrated the usefulness of the 
root loci of the characteristic equation in the study of linear control systems. The basic 
properties and the systematic construction of the root loci are first due to W. R. Evans [1, 3}. 
In general, root loci may be sketched by following some simple rules and properties. 

For plotting the root loci accurately, the MATLAB root-locus tool in the Control 
Systems Toolbox component of ACSYS can be used. See Chapter 9 for examples. As a 
design engineer, it may be sufficient for us to learn how to use these computer tools to 
generate the root loci for design purposes. However, it is important to learn the basics of the 
root loci and their properties, as well as how to interpret the data provided by the root loci for 
analysis and design purposes. The material in this text is prepared with these objectives in 
mind; details on the properties and construction of the root loci are presented in Appendix E. 

The root-locus technique is not confined only to the study of control systems. In 
general, the method can be applied to study the behavior of roots of any algebraic equation 
with one or more variable paramctcrs. The gencral root-locus problem can be formulated 
by referring to the following algebraic equation of the complex variable, say, s: 


F(s) = P(s) + KQ(s) =0 (7-1) 
where P(s) is an nth-order polynomial of s, 
P(s) = 5s" tay_18" | + -+- bays tag (7-2) 
and Q(s) is an mth-order polynomial of s; # and m1 are positive integers. 
O(s) = s™ + Dy 19?! + --- + By + bo (7-3) 


For the present, we do not place any limitations on the relative magnitudes between 7 and 
m. K is a real constant that can vary from —oo to +c00. 
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The coefficients @), a2, ..-, Gn, 6), bo, ..., Bm are considered to be real and fixed. 

Root loct of multiple variable parameters can be treated by varying one parameter 
at atime. The resultant loci are called the root contours, and the subject is treated in Section 
7-5. By replacing s with z in Eq. (7-1) through (7-3), the root loci of the characteristic equa- 
tion of a linear discrete-data system can be constructed in a similar fashion (Appendix E). 

For the purpose of identification in this text, we define the following categories of root 
loci based on the values of K: 


I. Root loci (RL). Refers to the entire root loci for —co < K < oo. 
2. Root contours (RC). Contour of roots when more than one parameter varies. 


In general, for most control-system applications, the values of K are positive. Under unusual 
conditions, when a system has positive feedback or the loop gain is negative, then we have the 
situation that K is negative. Although we should be aware of this possibility, we need to place 
the emphasis only on positive values of K in developing the root-locus techniques. 


7-2 BASIC PROPERTIES OF THE ROOT LOCI (RL) 


Because our main interest is control systems, let us consider the closed-loop transfer 
function of a single-loop control system: 


¥(s)_ Gs) 
R(s) 14 G(s)H(s) ae 


keeping in mind that the transfer function of multiple-loop SISO systems can also be 
expressed in a similar form. The characteristic equation of the closed-loop system is 


obtained by setting the denominator polynomial of Y(s)/R(s) to zero. Thus, the roots of the 
characteristic equation must satisfy 


1+ G(s)H(s) =0 (7-5) 


Suppose that G(s)H(s) contains a real variable parameter K as a multiplymg factor, such 
that the rational function can be written as 


G(s)H(s) = ae (7-6) 


where P(s) and Q(s) are polynomials as defined in Kq. (7-2) and (7-3), respectively. 
Eg. (7-5) 1s written 


KQ(s) _ P(s) +KQ(s) _ 
P(s) P(s) 


1+ 0 (7-7) 


The numerator polynomial of Hq. (7-7) is identical to Eq. (7-1). Thus, by considering that 
the loop transfer function G(s)H(s) can be written in the form of Eg. (7-6), we have 
identified the RL of a control system with the general root-locus problem. 

When the variable parameter K does not appear as a multiplying factor of G(s)H(s), we 
can always condition the functions mn the form of Eq. (7-1). As an illustrative example, 
consider that the characteristic equation of a control system is 


s(s + 1)(s +2) +5° +(34+2K)s+5=0 (7-8) 
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{ 
To express the last equation in the form of Eq. (7-7), we divide both sides of the equation by 
the terms that do not contain K, and we get 


2Ks 
—— —————— é 
Tee 14 oe eases : Ona 
Comparing the last equation with Eq. (7-7), we get 
2 
Os) _ : (7-10) 


P(s) s34+4524+55+5 


Now K is isolated as a multiplying factor to the function Q(s)/P(s). 

We shall show that the RL of Kq. (7-5) can be constructed based on the properties of 
QO(s)/P(s). In the case where G(s)H(s) = KQ(s)/P(s), the root-locus problem is another 
example in which the characteristics of the closed-loop system, in this case represented by 
the roots of the characteristic equation, are determined from the knowledge of the loop 
transfer function G(s)H(s). 

Now we are ready to investigate the conditions under which Eq. (7-5) or Eq. (7-7) is 
satisfied. 

Let us express G(s)H(s) as 


G(s)H{s) = KG (s)H(s) (7-11) 


where G)(s)H(s} does not contain the variable parameter K. Then, Eq. (7-5) is written 
I 
Gi (s)Hi{s) = -k (7-12) 


To satisfy Eq. (7-12), the following conditions must be satisfied simultaneously: 
Condition on magnitude 


1 
|Gy(s)Aj (s)| = ral —-~<K<0o (7-13) 


Condition on angles 


{G,(s)Hi(s) = (2i+1)x K>0 (7-14) 
= odd multiples of z radians or 180° 
/G\(s)H\(s) = 2in K <0 
; P (7-15) 

= even multiples of z radians or 180 
where 2 = 0, +1, +2,... (any integer). 

In practice, the conditions stated in Eq. (7-13) through (7-15) play different roles in the 
construction of the root loci. 


e The conditions on angles in Eg. (7-14) or Eg. (7-15) are used to determine the 
trajectories of the root loci in the s-plane. 


© Once the root loci are drawn, the values of K on the loci are determined by using the 
condition on magnitude in Eq. (7-13). 
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The construction of the root loci is basically a graphical problem, although some of the 
properties are derived analytically. The graphical construction of the RL is based on the 
knowledge of the poles and zeros of the function G(s)H(s). In other words, G(s)H(s) must 
first be written as 


K(s + 21)(s + 22) -++ (8 + 2m) 


G(s)H(s) = KGj(s)#1(s) = (s + pi}(s + p2)+++(s+ Pn) 


(7-16) 


where the zeros and poles of G(s)A(s) are real or in complex-conjugate pairs. 
Applying the conditions in Eqs. (7-13), (7-14), and (7-15) to Eq. (7-16), we have 


TI Js + Z| 


[Gi (s)Ai (s)| = = = im °< K <0 (7-17) 
[Is + px 
k=I 


For 0 < K <a: 
im nt 
£G,(s)H(s) = Sods +z) — Sou(s+ pj) = (2i+ 1) x 180° (7-18) 
k=l j=l 
For —co < K < 0: 


is h 
£G,(s)Hy(s) =) “(s+z)— VAs + p;) = 2i x 180° (7-19) 
k=1 j=l 


where i= 0,+1,+2, .... 
The graphical interpretation of Eq. (7-18) is that any point s, on the RL that 
corresponds to a positive value of K must satisfy the following condition: 
The difference between the sums of the angles of the vectors drawn from the zeros 
and those from the poles of G(s)H(s) to s; is an odd multiple of 180 degrees. 
For negative values of K, any point s; on the RL must satisfy the following condition: 
The difference between the sums of the angles of the vectors drawn from the zeros 
and those from the poles of G(s)H(s) to s, is an even multiple of 180 degrees, 
including zero degrees. 
Once the root loci are constructed, the values of K along the loci can be determined by 
writing Eq. (7-17) as 


rt 


[is + ai 


j=l 
|K| == (7-20) 


Ills + z;| 


i=} 


The value of K at any point s; on the RL 1s obtained from Eq. (7-20) by substituting the value 
of s; into the equation. Graphically, the numerator of Eq. (7-20) represents the product of the 
lengths of the vectors drawn from the poles of G(s)H(s) to 5}, and the denominator 
represents the product of lengths of the vectors drawn from the zeros of G(s)H(s) to 5}. 


376 ® Chapter 7. Root Locus Analysis 


Figure 7-1 Pole-zero configuration of 
G(s)H(s) = K(s + 21)/[s(s + p2)x 
(s+ p3)]. 


To illustrate the use of Eqs. (7-18) to (7-20) for the construction of the root loci, let us 
consider the function 


K(s + z1) 
G(s)H(s) = ————_——!__ 7-21 
(VHS) = SEF pallet pa) iia 
The location of the poles and zero of G(s)H(s) are arbitrarily assigned, as shown in Fig. 7-1. 
Let us select an arbitrary trial point s; in the s-plane and draw vectors directing from the 
poles and zeros of G(s)H(s) to the point. If s, is indeed a point on the RL for positive K, it 
must satisfy Eq. (7-18); that is, the angles of the vectors shown in Fig. 7-1 must satisfy 


Z(sj +2) — 4s) — 4s) + po) — (si + ps) 


: 3 (7-22) 
= 44 - On) == 8 2 —83 = (2i+ 1) x 180 
where i = 0,+1,142, ....As shown in Fig. 7-1, the angles of the vectors are measured 
with the positive real axis as reference. Similarly, if s; is a point on the RL for negative 
values of K, it must satisfy Eq. (7-19); that is, 


d(s1 +21) — 45) — L{s1 + p2) — 2(s1 + ps) 


(7-23) 
= O21 — Ani — Ong — p3 = 21 X 180° 
where i = 0,+1,+42,.... 
If s, is found to satisfy either Eq. (7-22) or Eq. (7-23), Eq. (7-20) is used to find the 
magnitude of K at the point. As shown in Fig. 7-1, the lengths of the vectors are represented 
by A, B, C, and D, The magnitude of K is 


__ sills: + pallsi + ps] _ BCD 


K ony 
IK [51 + z1| A 


(7-24) 
The sign of K depends on whether s; satisfies Eq. (7-22) (K > O}or Eq. (7-23)(K < 0). Thus, 


given the function G(s)H(s) with K as a multiplying factor and the poles and zeros are known, 
the construction of the RL of the zeros of 1 + G(s)H(s) involves the following two steps: 


1. Asearch for all the s; points in the s-plane that satisfy Eq. (7-18) for positive K. If 
the RL for negative values of K are desired, then Eq. (7-19) must be satisfied. 


2. Use Eq. (7-20) to find the magnitude of K on the RL. 
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We have established the basic conditions on the construction of the root-locus 
diagram. However, if we were to use the trial-and-error method just described, the 
search for all the root-locus points in the s-plane that satisfy Eq. (7-18) or Eq. (7-19) and 
Eg. (7-20) would be a very tedious task. Years ago, when Evans [1, 2] first invented the 
root-locus technique, digital computer technology was still at its infancy; he had to 
devise a special tool, called the Spirule, which can be used to assist in adding and 
subtracting angles of vectors quickly, according to Eq. (7-18) or Eq. (7-19). Even with 
the Spirule, for the device to be effective, the user still has to first know the general 
proximity of the roots in the s-plane. 

With the availability of digital computers and efficient root-finding subroutines, the 
Spirule and the trial-and-error method have long become obsolete. Nevertheless, even with 
a high-speed computer and an effective root-locus program, the analyst should still have an 
understanding of the properties of the root loci to be able to manually sketch the root loci of 
simple and moderately complex systems, if necessary, and interpret the computer results 
correctly, when applying the root loci for analysis and design of control systems. 


« 7-3 PROPERTIES OF THE ROOT LOCI 


7-3-1 


The following properties of the root loci are useful for the purpose of constructing the root 
loci manually and for the understanding of the root loci. The properties are developed 
based on the relation between the poles and zeros of G(s)H(s) and the zeros of 
1+ G(s)H(s), which are the roots of the characteristic equation. We shall limit the 
discussion only to the properties but leave the details of the proofs and the applications of 
the properties to the construction of the root loci in Appendix E. 


K = 0 and K = + co Points 


- EXAMPLE 7-3-1 


The K =0 points on the root loci are at the poles of G(s)H(s). 

The K= +co points on the root loci are at the zeros of G(s)H(s). 
The poles and zeros referred to here include those at infinity, if any. The reason for these 
properties are seen from the condition of the root loci given by Eq. (7-12), which is 


G,(s)H,(s) = -; (7-25) 


As the magnitude of K approaches zero, G(s)H\(s) approaches infinity, so. s must approach 


the poles of G,(s)#,(s) or of G(s)H(s). Similarly, as the magnitude of K approaches infinity, 
s must approach the zeros of G(s)H(s). 


Consider the equation 


s(s + 2)(s+3}+K(s+1) =0 (7-26) 
When K = 0, the three roots of the equation are at s = 0,—2, and —3, When the magnitude of K is 
infinite, the three roots of the equation are at 5 = —1, 00, and oo. It is useful to consider that infinity in 


the s-plane is a point concept. We can visualize that the finite s-plane is only a small portion of a 
sphere with an infinite radius. Then, infinity in the s-plane is a point on the opposite side of the sphere 
that we face. 
Dividing both sides of Eq. (7-26) by the terms that do not contain K, we get 
K(s+1) 


1+ G(s)H(s) =1+ s(s + 2)(s + 3) = 0 (7-27) 
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jo 
s-plane 


K=0 K=Q K=too K=0 


Figure 7-2 Points at which K = 0 and 
K = too on the RL of s(s + 2)(s + 3)+ 
K(s+1)=0. 


which gives 

Kis+ 1) 
s(s +2)(s +3) 
Thus, the three roots of Eq. (7-26) when K = 0 are the same as the poles of the function 
G(s)A(s). The three roots of Eq. (7-26) when K = -oo are at the three zeros of G(s)H(s), 


G(s)H(s) = (7-28) 


including those at infinity. In this case, one finite zero is at s = —1, but there are two zeros at 
infinity. The three points on the root loci at which K = 0 and those at which K = +oo are shown 
in Fig, 7-2. 


7-3-2. Number of Branches on the Root Loci 


A branch of the RL is the locus of one root when K varies between —oo and oo. The 
following property of the RL results, since the number of branches of the RL must equal the 
number of roots of the equation. 

The number of branches of the RL of Eq. (7-1) or Eq. (7-5) is equal to the order of 

the polynomial. 

For example, the number of branches of the root loci of Eq. (7-26) when K varies from 
—oc to oo is three, since the equation has three roots. 

Keeping track of the individual branches and the total number of branches of the 
root-locus diagram is important in making certain that the plot is done correctly. This 
is particularly true when the root-locus plot 1s done by a computer, because unless 
each root locus branch is coded by a different color, it is up to the user to make the 
distinctions. 


7-3-3 Symmetry of the RL 


The RL are symmetrical with respect to the real axis of the s-plane. In general, the 
RL are symmetrical with respect to the axes of symmetry of the pole-zero 
configuration of G(s)H(s). 
The reason behind this property is because for real coefficient, K, in Eq. (7-1), the roots 
must be real or in complex-conjugate pairs. 


7-3-4 Angles of Asymptotes of the RL: Behavior of the RL at |s|=co 


When #, the order of P(s), is not equal to m, the order of Q(s), some of the loci will 
approach infinity in the s-plane. The properties of the RL near infinity in the s-plane 
are described by the asymptotes of the loci when |s| — oo. In general when n 4 m, there 
will be 2|n — m| asymptotes that describe the behavior of the RL at |s| = oo. The angles 
of the asymptotes and their intersect with the real axis of the s-plane are described as 
follows, 
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For large values of s, the RL for K > 0 are asymptotic to asymptotes with angles 
given by 


x180° nA~m (7-29) 


where i = 0, 1, 2,..., |” — m| — 1; n and m are the number of finite poles and zeros 
of G(s)H(s), respectively. 

The asymptotes of the root loci for K >0 are simply the extensions of the 
asymptotes for K > 0. 


7-3-5 Intersect of the Asymptotes (Centroid) 


The intersect of the 2|n — m| asymptotes of the RL lies on the real axis of the s-plane, at 


- 5~ finite poles of G(s)H{s) — >> finite zeros of G(s)H(s) 
ooo Oe 


(7-30) 
n—m 


where n is the number of finite poles and mm is the number of finite zeros of G(s)A(s), 
respectively. The intersect of the asymptotes o 1 represents the center of gravity of the root 
loci and is always a real number, or 


- \ | real parts of poles of G(s)H(s) — }_ real parts of zeros of G(s)H(s) 
Sa 00000 oa 
n—-m 


(7-31) 


The root loci and their asymptotes for Eq. (7-26) for —co < K < oo are shown in Fig. 7-3. 
More examples on root-loci asymptotes and constructions are found in Appendix E. 
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Figure 7-3 Root loci and asymptotes of s(s + 2){s+3}+K(s+ 1) =0 for—s0 < K < ox. 
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7-3-6 Root Loci on the 


Real Axis 


The entire real axis of the s-plane is occupied by the RL for all values K. On a given section 
of the real axis, RL for K > 0 are found in the section only if the total number of poles and 
zeros of G(s)H(s) to the right of the section is odd. Note that the remaining sections of the 
real axis are occupied by the RL for K < 0, Complex poles and zeros of G(s)A(s) do not 
affect the type of RL found on the real axis. 


7-3-7 Angles of Departure and Angles of Arrival of the RL 


The angle of departure or arrival of a root locus at a pole or zero, respectively, of G(s)H(s) 
denotes the angle of the tangent to the locus near the point. 


7-3-8 intersection of the RL with the Imaginary Axis 


The points where the RL intersect the imaginary axis of the s-plane and the corresponding 
values of K may be determined by means of the Routh-Hurwitz criterion. For complex 
situations, when the RL have multiple numbers of intersections on the imaginary axis, the 
intersects and the critical values of K can be determined with the help of the root-locus 
computer program. The Bode diagram method in Chapters 2 and 8, associated with the 
frequency response, can also be used for this purpose. 


7-3-9 Breakaway Points (Saddle Points) on the RL 


Toolbox 7-3-1 


Breakaway points on the RL of an equation correspond to multiple-order roots of the 
equation. 
The breakaway points on the RL of 1 + KG,(s)H\(s) = 0 must satisfy 


dGi(s)Hils) _ 4 (7-32) 

ds 

It is important to point out that the condition for the breakaway point given in 

Eg. (7-32) is necessary but not sufficient. In other words, all breakaway points on the root 

loci must satisfy Eq. (7-32), but not all solutions of Eq. (7-32) are breakaway points. To be a 

breakaway point, the solution of Eq. (7-32) must also satisfy Eq. (7-5), that is, must also be 
a point on the root loci for some real K, 


MATLAB statements for Fig. 7-3 


num=[11]; 
den=conv([10], [1 
den=conv(den, [13 


2)); 
1); 


mysys=tf(num, den) ; 
rlocus(mysys); 
title c ‘Root loci for equation 7.27’); 
axis([-3 0 -8 8]) | 
[k,poles] =rlocfind(mysys) %rlocfind command in MATLAB can choose the 
desired poles onthe locus 
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If we take the derivatives on both sides of Eq. (7-12) with respect to s, we get 
dK _ dG,(s)H\(s)/ds 


sensed ara ot Ba (7-33) 
ds [G,(s)Hi(s)}* 
Thus, the condition in Eq. (7-32) is equivalent to 
6 (7-34) 
ds 


Tn summary, except for extremely complex cases, the properties on the root loci just 
presented should be adequate for making a reasonably accurate sketch of the root-locus 
diagram short of plotting it point by point. The computer program can be used to solve 
for the exact root locations, the breakaway points, and some of the other specific details 
of the root loci, including the plotting of the final loci. However, one cannot rely on the 
computer solution completely, since the user still has to decide on the range and 
resolution of K so that the root-locus plot has a reasonable appearance. For quick 
reference, the important properties described are summarized in Table 7-1, and the 
details are given in Appendix E. 


TABLE 7-1 Properties of the Root Loci of 1+ XG, (s) #, =0 


1. K = 0 points The K = Q points are at the poles of G(s)H(s), including those 
at 5 = 00. 

2. K = +00 points The K = oo points are at the zeros of G(s)H{(s), including 
those at s = co. 

3. Number of separate root loci The total number of root loci is equal to the order of the 
equation 1 + KG {s)H,{s) =0. 

4, Symmetry of root loci The root loci are symmetrical about the axes of symmetry the 
of pole-zero configuration of G(s)H(s). 

5. Asymptotes of root loci as For large values of s, the RL (K > Q) are asymptotic to 

s— OO asymptotes with angles given by 

6, = PEEL x 180° 


For K<0, the RL are asymptotic to 
6; = 4 x 180° 


where i=0,1,2, ...,|n—m|—-—1, 


n = number of finite poles of G(s)H(s), and 


m = number of finite zeros of G(s)H(s). 
6. Intersection of the asymptotes (a) The intersection of the asymptotes lies only on the real axis 
in the s-plane. 


(b) The point of intersection of the asymptotes is given by 


- > real parts of poles of G(s)H(s)— ) real parts of zeros of G(s)H(s) 
= : 


n-Ht 


7. Root loci on the real axis. RL for K > 0 are found in a section of the real axis only if the 
total number of real poles and zeros of G(s)H(s) to the right 
of the section is odd. If the total number of real poles and 
zeros to the right of a given section is even, RL for K < O are 
found. 


(Continued ) 
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TABLE 7-1 (Continued) 


8. Angles of departure The angle of departure or arrival of the RL from a pole ora 
zero of G(s)H(s) can be determined by assuming a point s; that 


is very close to the pole, or zero, and applying the equation 
it iil 


/G(s\)H(s1) = S~ 4s) —x) — ) >A - P3) 
k=! 


j=l 
=2(i+1)180 K>0 
=2ix 180° K<90 
where i= 0,+1,242,.... 
9. Intersection of the root loci with The crossing points of the root loci on the imaginary axis and 


the imaginary axis the corresponding values of K may be found by use of the 
Routh-Hurwitz criterion. 
10, Breakaway points The breakaway points on the root loci are determined by 


finding the roots of dK/ds = 0, or dG(s)H(s)/ds = 0. These 
are necessary conditions only. 

11, Calculation of the values of K The absolute value of K at any point s; on the root loci is on 
the root loci determined from the equation 


| 
le G1 (81) Ay (1) 


7-3-10 The Root Sensitivity 


» EXAMPLE 7-3-2 


The condition on the breakaway points on the RL in Eq. (7-34) leads to the root sensitivity 
[17, 18, 19] of the characteristic equation. The sensitivity of the roots of the characteristic 
equation when K varies is defined as the root sensitivity and is given by 


ds/s K ds 
2 7-3 
SK = OKIK ~ "5 dK ee 


Thus, Eq. (7-34) shows that the root sensitivity at the breakaway points is infinite. From the 
root-sensitivity standpoint, we should avoid selecting the value of K to operate at the 
breakaway points, which correspond to multiple-order roots of the characteristic equation. 
In the design of control systems, not only it is important to arrive at a system that has the 
desired characteristics, but, just as important, the system should be insensitive to parameter 
variations. For instance, a system may perform satisfactorily at a certain K, but if it is very 
sensitive to the variation of K, it may get into the undesirable performance region or become 
unstable if K varies by only a small amount. In formal control-system terminology, a system 
that is insensitive to parameter variations is called a robust system. Thus, the root-locus 
study of control systems must involve not only the shape of the root loci with respect to the 
variable parameter K but also how the roots along the loci vary with the variation of K. 


Fig. 7-4 shows the root locus diagram of 

s(is+1)+K =0 (7-36) 
with K incremented uniformly over 100 values from —20 to 20. The RL are computed and plotted 
digitally. Each dot on the root-locus plot represents one root for a distinct value of K. Thus, we see that 
the root sensitivity is low when the magnitude of K is large. As the magnitude of K decreases, the 
movements of the roots become larger for the same incremental change in K. At the breakaway point, 
s = —().5, the root sensitivity is infinite. 
Fig. 7-5 shows the RL of 


s?(s + 1)?+K(s +2) =0 (7-37) 
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with K incremented uniformly over 200 values from —40 to 50. Again, the loci show that the root 
sensitivity increases as the roots approach the breakaway points at s = 0, —0.543, —1.0, and —2.457. 
We can investigate the root sensitivity further by using the expression in Eq. (7-34). For the second- 
order equation in Eq. (7-36), 


ad = —25 — ] (7-38) 
ds 


Toolbox 7-3-2 
MATLAB statements for Eqs. 7-36 and 7-37 


numi=£1); 

deni=conv([1 0],[1 1]); 

mysysl=tf(numl,dent1); 

subplot (2,1,1); 

rlocus(mysys1); 

titlec ‘Root loci for equation 7.36’); 

[k, poles] =rlocfind(mysys1) %rlocfind command in MATLAB can choose the 
desired poles on the locus. 


num2=[1 2]; 

den2=conv([1 0 0j,[1 1]}; 
den2=conv(den2,[1 1]); 
subplot(2,1,2) 

mysys2=tf(num2 ,den2); 
rlocus(mysys2); 

title (‘Root loci for equation 7-37’); 
axis([-3 0 -8 8]) 

[k, poles] = rlocfind(mysys2) 


From Eq. (7-36), K = —s{s +1); the root sensitivity becomes 


ds K s+1 
SK = Fe 5 2s41 


where s = o + jo, and s must take on the values of the roots of Eq. (7-39). For the roots on 
the real axis, @ = 0. Thus, Eq. (7-39) leads to 


o+1 
Sx|,-0 = TT 7-40 
Sk lo=0 | ee 
When the two roots are complex, s = —0.5 for all values of w; Eq. (7-39) gives 
0.25 + w\ 1? 
ISklo=-0.5= (43 *) (7-41) 


From Eq. (7-41), it is apparent that the sensitivities of the pair of complex-conjugate roots 
are the same, since @ appears only as w” in the equation. Eq. (7-40) indicates that the 
sensitivities of the two real roots are different for a given value of K. Table 7-2 gives the 
magnitudes of the scnsitivities of the two roots of Eq. (7-36) for several values of K, where 
|Sx1] denotes the root sensitivity of the first root, and |Sx2| denotes that of the second root. 
These values indicate that, although the two real roots reach o = —0.5 for the same value of 
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TABLE 7-2 Root Sensitivity 


K ROOT 1 ISxi| ROOT 2 [Sxa| 
0 0 1.000 — 1.000 0 
0.04 —0.042 1.045 —0,958 0.454 
0.16 —0.200 1.333 —0.800 0.333 
0.24 —0.400 3.000 —0.600 2.600 
0.25 —0.500 ore) —0).500 oe) 
0.28 —0.5 + 70.173 1.527 —0.5 — 70.173 1.527 
0.40 —0,5 + j0.387 0.817 —0.5 — /0.387 0.817 
1.20 —0.5 + 70.975 0.562 —0.5 — 70.975 0.562 
4.00 ~0.5 + 1.937 0.516 ~0.5 — j1.937 0.516 
00 —0.5 + foo 0.500 ~0.5 — joo 0.500 
K = 0.25, and each root travels the same distance from o = 0 ands = —1, respectively, the 


sensitivities of the two real roots are not the same. 


s- 7-4 DESIGN ASPECTS OF THE ROOT LOCI 


One of the important aspects of the root-locus technique is that, for most control systems 
with moderate complexity, the analyst or designer can obtain vital information on the 
performance of the system by making a quick sketch of the RL using some or all of the 
properties of the root loci. It is of importance to understand all the properties of the RL 
even when the diagram is to be plotted with the help of a digital computer program. 
From the design standpoint, it is useful to learn the effects on the RL when poles and zeros 
of G(s)H(s) are added or moved around in the s-plane. Some of these properties are helpful 
in the construction of the root-locus diagram. The design of the PI, PID, phase-lead, phase- 
lag, and the lead-lag controllers discussed in Chapter 9 all have implications of adding 
poles and zeros to the loop transfer function in the s-plane. 


7-4-1 Effects of Adding Poles and Zeros to G(s) H(s) 


The general problem of controller design in control systems may be treated as an 
investigation of the effects to the root loci when poles and zeros are added to the loop 
transfer function G(s)H(s). 


Addition of Poles to G (s) H (s) 

Adding a pole ta G(s)H(s) has the effect of pushing the root loci toward the right- 
half s-plane. The effect of adding a zero to G(s)H(s) can be illustrated with several 
examples. 


.- EXAMPLE 7-4-1 Consider the function 


G(s)H(s) = 0 (7-42) 


——~ a> 
s(s + a) 
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s-plane 


(c) (d) 
Figure 7-6 Root-locus diagrams that show the effects of adding poles to G(s)H(s). 


The RL of 1 + G(s)H(s) = 0 are shown in Fig. 7-6(a). These RL are constructed based on the poles of 
G(s)H(s), which are at s = 0 and—a. Now let us introduce a pole ats = ~b, with 6 > a. The function 
G(s)H(s) now becomes 


G(s)H(s) = (7-43) 


K 
s(s +a)(s +b) 


Fig. 7-6(b) shows that the pole at s = —b causes the complex part of the root loci to bend toward the 
right-half s-plane. The angles of the asymptotes for the complex roots are changed from +90° to 
+60°. The intersect of the asymptotes is also moved from —a/2 to —(a + b)/2 on the real axis. 
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Toolbox 7-4-1 
MATLAB Statements for Fig. 7-3 


The results for Fig. 7-6 can be obtained by the following Matlab statements: 


a=2; 
b=3; 
c=5; 


num4=[1]; 
den4=conv([10],[1a]); 
subplot(2,2,1) 
mysys4=tf(numé4 ,den4) ; 
rlocus(mysys4) ; 
axis([~3 0 -8 8]) 


num3=(1]; 
den3=conv([10],convC[1aj],[1a/2])); 
subpLlot(2,2,2) 

mysys3=tf(Cnum3 ,den3); 
rlocus(mysys3); 

axis([-3 0-8 8])} 


num2=[1]; 
den2=conv([10],conv([1a],[1b])); 
subplot (2,2,3) 

mysys2=tf(Cnum2 ,den2); 
rlocus(mysys2) ; 

axis([-3 0-8 8]) 


mumi=[1); 
denl=conv([10],convC€{1la],[1b])); 
denl=conv(denl1, [1c]); 
mysysl=tf(numl1 ,dentl) ; 
subplot(2,2,4); 

rlocus(mysys1); 


If G(s)H(s) represents the loop transfer function of a control system, the system with the root loci in 
Fig. 7-6(b) may become unstable if the value of K exceeds the critical value for stability, whereas the 
system represented by the root loci in Fig. 7-6(a) is always stable for K > 0. Fig. 7-6(c) shows the root 
loci when another pole is added to G(s)H(s) at s = —c, c > b. The system is now of the fourth order, 
and the two complex root loci are bent farther to the right. The angles of asymptotes of these two 
complex loci are now +45”. The stability condition of the fourth-order system is even more acute 
than that of the third-order system. Fig. 7-6(d) illustrates that the addition of a pair of complex- 
conjugate poles to the transfer function of Eq. (7-42) will result in a similar effect. Therefore, we may 
draw a general conclusion that the addition of poles to G(s)H(s) has the effect of moving the dominant 
portion of the root loci toward the right-half s-plane. 


Addition of Zeros to G(s)H(s) 
Adding left-half plane zeros to the function G(s)H(s) generally has the effect of 
moving and bending the root loci toward the left-half s-plane. 
The following example illustrates the effect of adding a zero and zeros to G(s)H(s) on 
the RL, 
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~- EXAMPLE 7-4-2 Fig. 7-7(a) shows the RL of the G(s)H(s) in Eq. (7-42) with a zero added at s = —b(b >a). The 
complex-conjugate part of the RL of the original system is bent toward the left and forms a circle. 
Thus, if G(s)H(s) is the loop transfer function of a control system, the relative stability of the system is 
improved by the addition of the zero. Fig. 7-7(b) shows that a similar effect will result if a pair of 
complex-conjugate zeros is added to the function of Eq. (7-42). Fig. 7-7(c) shows the RL when a zero 
at s = —e is added to the transfer function of Eq. (7-43). 


{c) 
Figure 7-7 Root-locus diagrams that show the effects of adding zeros to G(s)H(s). 
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Toolbox 7-4-2 

MATLAB statements for Fig. 7-7 
amdZ ; 

b=3; 

d=6; 

c=20; 


num4=[1d]; 
den4=conv([10],[1la]); 
subplot(2,2,1) 
mysys4=tf(num4 ,den4) ; 
rlocus(mysys4); 


num3=[1e]: 
den3=conv([10],[1al]); 
subplot(2,2,2) 
mysys3=tf(num3 ,den3) ; 
rlocus(mysys3) ; 
axis([-6 0-8 8]) 


num2=[1d]; 
den2=conv([10],conv([1la],[1b])); 
subpLlot(2,2,3) 

mysys2=tfCnum2 ,den2); 
rlocus(mysys2); 

axisC[-60-8 8]) 


* EXAMPLE 7-4-3 Consider the equation 


e(sta)+K(st+h)=0 (7-44) 
Dividing both sides of Eq. (7-44) by the terms that do not contain K, we have the loop transfer function 
K(s +5) 
s)\H(s) =~—— 7-45 

G(s) (s) s*(s af a) ( ) 

It can be shown that the nonzero breakaway points depend on the value of a and are 
a+3 1 
=— —~V/a* — 7-46 
5 ri + a a* —10a+9 ( ) 


Fig. 7-8 shows the RL of Eq. (7-44) with b =. 1 and several values of a. The results are summarized as 
follows: 
Fig. 7-8(a): a = 10. Breakaway points: s = —2.5and — 4.0. 
Fig. 7-8(b): a = 9. The two breakaway points given by Eq. (7-46) converge to one point at 
s = —3. Note the change in the RL when the pole at —a is moved from —10to — 9. 


For values of @ less than 9, the values of s as given by Eq. (7-46) no longer satisfy Eq. (7-44), 
which means that there are no finite, nonzero, breakaway points. 


Fig. 7-8(c): a = 8. No breakaway point on RL. 

As the pole at s = —a@is moved farther to the right along the real axis, the complex portion of the 
RL is pushed farther toward the right-half plane. 

Fig. 7-8(d): a = 3. 


Fig. 7-8(e): a = b = 1. The pole at s = —a and the zero at —b cancel each other out, and the RL 
degenerate into a second-order case and lie entirely on the ja-axis. 
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Figure 7-8 Root-locus diagrams that show the effects of moving a pole of G(s)H(s). G(s)H(s) = K(s + 1)/ [s2(s + a)] 
(Continued). 
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Toolbox 7-4-3 
MATLAB statements for Fig. 7-8 


al=10; a2=9; a3=8;a4=3;b=1; 
numl=[1b]; 
denl=conv({100],[1a1]); 
subplot (2,2,1) 
mysysl=tfCnumi,dent1); 
rlocus(mysys1); 


num2=[1b]; 
den2=conv([100],[1a2]); 
subplot(2,2,2) 
mysys2=tf(num2,den2); 


rlocus(mysys2); 


num3=[1b]; 
den3=conv([100],[1a3]); 
subplot(2,2,3) 
mysys3=tf(num3 ,den3); 
rlocus(mysys3}); 


num4=[1b]; 
den4=conv([100],{1a4]); 
subplot(2,2,4) 
mysys4=tf(num4 ,den4); 
rlocus(mysys4); 
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‘» EXAMPLE 7-4-4 Consider the equation 


s(s? +2s+a)+K(s+2)=0 (7-47) 
which leads to the equivalent G(s)H(s) as 
_ _K(s +2) 
G(s)H(s) = s(s? + 25+) (7-48) 


The objective is to study the RL for various values of a{ > 0). The breakaway point equation of the RL 
is determined as 


si+4s?+4s+a=0 (7-49) 


Fig. 7-9 shows the RL of Eq. (7-47) under the following conditions. 


Fig. 7-9{a): a = 1. Breakaway points: 5 = —0.38, —1.0, and — 2.618, with the last point being 
on the RL for K > 0. As the value of a is increased from unity, the two double poles of G(s)(s) 
at s = —1 will move vertically up and down with the real parts equal to—1. The breakaway 
points at s = —0.38 ands = —2.618 will move to the left, whereas the breakaway point at 
s = —I| will move to the right. 


Fig. 7-9(b): a = 1.12. Breakaway points: s = —0.493, —0.857, and—2.65. Because the real 
parts of the poles and zeros of G(s)H(s) are not affected by the value of a, the intersect of the 
asymptotes is always at s = 0. 


Fig. 7-9(c): a = 1.185. Breakaway points: s = —0.667, —0.667, and — 2.667. The two break- 
away points of the RL that lie between s = Oand — | converge to a point. 


Fig. 7-9(d): a = 3. Breakaway point: 5s = —3. When a is greater than 1.185, Eq. (7-49) yields 
only one solution for the breakaway point. 


The reader may investigate the difference between the RL in Figs. 7-9(c) and 7-9(d) and 
fill in the evolution of the loci when the value of a is gradually changed from 1.185 to 3 and beyond. 
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Figure 7-9 Root-locus diagrams that show the effects of moving a pole of 
G(s)H(s) = K(s + 2)/|s(s? + 2s +a)] (Continued). 
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Figure 7-9 (Continued) 


7-5 ROOT CONTOURS (RC): MULTIPLE-PARAMETER VARIATION 


The root-locus technique discussed thus far is limited to only one variable parameter in K. In 
many control-systems problems, the effects of varying several parameters should be 
investigated. For example, when designing a controller that is represented by a transfer 
function with poles and zeros, it would be useful to investigate the effects on the characteristic 
equation roots when these poles and zeros take on various values. In Section 7-4, the root loci 
of equations with two variable parameters are studied by fixing one parameter and assigning 
different values to the other. In this section, the multiparameter problem is investigated 
through a more systematic method of embedding. When more than one parameter varies 
continuously from—oo to 00, the root loci are referred to as the root contours (RC). It will be 
shown that the root contours still possess the same properties as the single-parameter root 
loci, so that the methods of construction discussed thus far are all applicable. 
The principle of root contour can be described by considering the equation 


P(s) + Ki Qi(s) + K2Q2(s) = 0 (7-50) 


where K, and K2 are the variable parameters and P(s), Q)(s), and Q2(s) are polynomials 
of s. The first step involves setting the value of one of the parameters to zero. Let us set K2 
to zero. Then, Eq. (7-50) becomes 


P(s) + KiQi(s) =0 (7-51) 


394 # Chapter 7. Root Locus Analysis 


~ EXAMPLE 7-5-1 


which now has only one variable parameter in K,. The root loci of Eq. (7-51) may be 
determined by dividing both sides of the equation by P(s). Thus, 


—— = 0 (7-52) 


Eq. (7-52) is of the form of 1 + K,G)(s)H(s) = 0, so we can construct the RL of the 
equation based on the pole—zero configuration of G (s)H,(s)}. Next, we restore the value of 
K>, while considering the value of K, fixed, and divide both sides of Eq. (7—50) by the 
terms that do not contain K>. We have 


K2027(s) | 
PS) +KiQi(s) 


which is of the form of 1 + K2G2(s)H2(s) = 0. The root contours of Eq. (7-50) when K2 
varies (while K, is fixed) are constructed based on the pole-zero configuration of 


Q2(s) 

G2(s)H2(s) P(s) + K1Q1(s) 
It is important to note that the poles of G2{s)H2(s) are identical to the roots of Eq. (7-51). 
Thus, the root contours of Eq. (7-50) when K2 varies must all start (K2 = 0) at the points 
that lie on the root loci of Eq.(7-51). This is the reason why one root-contour problem is 
considered to be embedded in another. The same procedure may be extended to more than 
two variable parameters. The following examples illustrate the construction of RCs when 
multiparameter-variation situations exist. 


(7-53) 


(7-54) 


Consider the equation 
s° + Kys* + Kis+K, =0 (7-55) 


where K, and K> are the variable parameters, which vary from 0 to oo. 
As the first step, we let K2 = 0, and Eq. (7-55) becomes 


si+Kis+ Ki; =0 (7-56) 
Dividing both sides of the last equation by s*, which is the term that does not contain K,, we have 
I 
1 AF =o (7-57) 
The root contours of Eq. (7-56) are drawn bused on the pole—zero configuration of 
s+1 i 
G1 (s)Hi(s) = —z (7-58) 


as shown in Fig. 7-10(a). Next, we let K2 vary between 0 and co while holding K; at a constant 
nonzero value. Dividing both sides of Eq. (7-55) by the terms that do not contain K2, we have 


Ks” 
+ -~_—_———_ = 0 7-59 
si+K\s+ Ki ( ) 
Thus, the root contours of Eq. (7-55) when K> varies may be drawn from the pole—zero configuration 
of 
<2 


G2(s)H2(s) = Sa Ks ik 


(7-60) 


The zeros of G3 (s)#H2(s) are at s = 0, 0, but the poles are at the zeros of 1 + K,;G)(s)A\(s), which are 
found on the RL of Fig. 7-10(a). Thus, for fixed K, the RC when K> varies must al] emanate from the 
root contours of Eg. 7-10(a). Figure 7-10(b) shows the root contours of Eq. (7-55) when K> varies 
from 0 to oo, for Ky = 0.0184, 0.25, and 2.56. 
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Figure 7-10 Root contours of s* + Kos? + Kis + K, = 0. (a) Kz = 0. (b) K> varies and 


K is a constant. 


& EXAMPLE 7-5-2 Consider the loop transfer function 
G(s)H(s) = 


K 
s(1 + Ts)(s? + 2s + 2) 


(7-61) 


of a closed-loop control system. It is desired to construct the root contours of the characteristic 
equation with K and 7 as variable parameters. The characteristic equation of the system is 


s(1 +Ts)(s? +2s-+2)+K=0 


(7-62) 


First, we set the value of T to zero, The characteristic equation becomes 
s(s* + 2s +2) +kK=0 


Toolbox 7-5-1 
MATLAB siatements for Fig. 7-10 


for k1=[0.0184 0.25 2.56]; 


num=[1 0 0O]; 
den=[1 0 kil ki]; 
mysys=tf£(num,den); 
rlocus(mysys); 
hold on; 

end; 


(7-63) 
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Jo 


y-plane 


(b) 


Figure 7-11 (a) RL for s(s* + 2s 4+ 2)+K = 0. (b) Pole-zero configuration of 
Go(s)Ho({s) = Ts*(s* + 2s + 2)/[s(s* + 2s +2) + K]. 


The root contours of this equation when K varies are drawn based on the pole—zero configuration of 
GN) = ay (7-64) 
as shown in Fig. 7-11(a). Next, we let K be fixed and consider that 7 is the variable parameter. 
Dividing both sides of Eq. (7-62) by the terms that do not contain 7, we get 
Ts?*(s*+25+2) _ 
s(st +2s+2)4+K — 


The root contours when 7 varies are constructed based on the pole-zero configuration of 
G2(s)H2(s). When T = 0, the points on the root contours are at the poles of G2(s)H2(s), which are 
on the root contours of Eq. (7-63). When T = ox, the roots of Eq. (7-62) are at the zeros of 
G2(s)H2(s), which are at s=0, 0, —1 +/, and —1 —j. Figure 7-11(b) shows the pole-—zero 
configuration of G2(s)H2(s} for K = 10. Notice that G2(s)H(s) has three finite poles and four 
finite zeros. The root contours for Eq. (7-62) when 7 varies are shown in Figs. 7-12, 7-13, and 
7-14 for three different values of K. 


1 + 7G2(s)Ho(s) = 1+ 0 (7-65) 


Figure 7-12 Root contours for s(1 + 7s)(s? + 2s+2)+K =0. K>4. 
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Figure 7-13 Root contours for 
s(1 + Ts)(s? + 2s +2)+ K =0. 
K=0.5. 


s-plane 


Figure 7-14 Root contours for 
s(1 + 7s)(s? +25+2)+K =0.K<0.5. 


The root contours in Fig. 7-13 show that when K = 0.5 and T = 0.5, the characteristic equation in 
Fq. (7-62) has a quadruple root at s = —1. 


Toolbox 7-3-2 


MATLAB statements for Example 7-5-2 


%T = 0 
num=[1];den=conv([1 O],conv({O 1],{1 2 2])): 
mysys=tfCnum,den); 
subplot(2,2,1);rlocus(mysys); 
%k>4 
For k=4:10; 
num=conv({[1 0 QOJ,[1 2 2]);den=conv([1 0],[1 2 2]); 
den=den+k; 
mysys=tfCnum,den); 
subplot (2,2,2);rlocus(mysys) ; 
end; 
k=0.5; 
num=conv([1 0 0],[1 2 2]};den=conv([1 0],[1 2 2]); 
den=den+k; 
mysys=tf(Cnum,den); 
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subplot(2,2,3) 
rlocus(mysys); 
%k<0.5 

for k=-100:0.5,; 


num=conv([1 0 0],[1 2 2]):den=conv([1 0],[1 2 2]); 


den=den+k; 


mysys—tfCnum,den) ; 
subplot(2,2,4);rlocus(mysys); 


end; 


>» EXAMPLE 7-5-3 As an example to illustrate the effect of the variation of a zero of G(s)H(s), consider the function 


K(1 + Ts) 


G(s)H(s} = ss+1)642) (7-66) 
The characteristic equation is 
s(s + 1)(s + 2) + K(1 + Ts) =0 (7-67) 
Let us first set 7 to zero and consider the effect of varying K. Eq. (7-67) becomes 
s(s+ 1}(s+2)+K =90 (7-68) 
This leads to ' 
Gi(s)Hi(s) = (7-69) 


s(s + 1)(s +2) 


The root contours of Eq. (7-68) are drawn based on the pole-zero configuration of Eq. (7-69), and are 
shown in Fig, 7-15. 

When the K is fixed and nonzero, we divide both sides of Eq. (7-67) by the terms that do not 
contain 7, and we get 

TKs = 

s(stI)(s+2)+K — 
The points that correspond to T = 0 on the root contours are at the poles of G2(s}Ho(s) or the zeras 
of s(s + 1)(s -+ 2) + K, whose root contours are sketched as shown in Fig. 7-15 when K varies. 
If we choose K = 20 just as an illustration, the pole—zero configuration of G2(s)/72(s) is shown in 
Fig. 7-16. The root contours of Eq. (7-67) for 0 < T < oo are shown in Fig. 7-17 for three different 
values of K. 


1 + 7G2(s)Ho{s) = 1+ 0 (7-70) 


s-plane 


Figure 7-15 Root loci for 
s(s+ I}(s+2)4+K =0. 
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Figure 7-17 Root contours of s(s+1)(s +2) -+K +KTs = 0. 
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Toolbox 7-5-3 


MATLAB statements for Fig. 7-17 


Same results as Fig. 7-17 can be obtained by using the following MATLAB statements: 


fork=[3 6 20]; 
num=[k 0]; 


den=conv([1 0Oj],conv([1 1],[1 2])); 


den=dentk; 


mysys=tf(num,den);: 


rlocusCnysys); 


axis([-4 4 -10 10]); 


hold on 
end; 


Because G2(s)H2(s) has three poles and one zero, the angles of the asymptotes of the root contours 
when 7 varies are at 90° and —90°. We can show that the intersection of the asymptotes is always at 
s = 1.5, This is because the sum of the poles of G2(s)H2(s), which is given by the negative of the 
coefficient of the s* term in the denominator polynomial of Eq. (7-70), is 3; the sum of the zeros of 
G2(s)H2(s) is 0; and n—m in Eq. (7-30) is 2. 

The root contours in Fig. 7-17 show that adding a zero to the loop transfer function generally 
improves the relative stability of the closed-loop system by moving the characteristic equation roots 
toward the left in the s-plane. As shown in Fig. 7-17, for K = 20, the system is stabilized for all values 
of T greater than 0.2333. However, the largest relative damping ratio that the system can have by 


increasing T is only approximately 30 percent. 


7-6 MATLAB TOOLS AND CASE STUDIES 


7-7 SUMMARY 


Apart from the MATLAB toolboxes appearing in this chapter, this chapter does not 
contain any software because of its focus on theoretical development. In Chapter 9, 
when we address more complex control system modeling and analysis, we will 
introduce the Automatic Control Systems MATLAB tools. The Automatic Control 
Systems software (ACSYS) consists of a number of m-files and GUIs (graphical user 
interface) for the analysis of simple control engineering transfer functions. It can be 
invoked from the MATLAB command line by simply typing Aesys and then by clicking 
on the appropriate pushbutton. A specific MATLAB tool has been developed for most 
chapters of this textbook. Throughout this chapter, we have identified subjects that 
may be solved using ACSYS, with a box in the left margin of the text titled 
“MATLAB TOOL.” 


In this chapters, we introduced the root-locus technique for linear continuous data control systems. 
The technique represents a graphical method of investigating the roots of the characteristic 
equation of a linear time-invariant system when one or more parameters vary. In Chapter 9 the 
root-locus method will be used heavily for the design of control systems. However, keep in mind 
that, although the characteristic equation roots give exact indications on the absolute stability of 
linear SISO systems, they give only qualitative information on the relative stability, since the zeros 
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of the closed-loop transfer function, if any, play an important role in the dynamic performance of 
the system, 

The root-locus technique can also be applied to discrete-data systems with the characteristic 
equation expressed in the z-transform. As will be shown in Appendix H, the properties and 
construction of the root loci in the z-plane are essentially the same as those of the continuous- 
data systems in the s-plane, except that the interpretation of the root location to system per- 
formance must be made with respect to the unit circle |z| = 1 and the significance of the regions in 
the z-plane, 

The majority of the material in this chapter is designed to provide the basics of constructing 
the root loci. Computer programs, such as the MATLAB Toolboxes used throughout this chapter, 
can be used to plot the root loci and provide details of the plot. The final section of Chapter 9 deals 
with the root-locus tools of MATLAB. However, the authors believe that a computer program can be 
used only as a tool, and the intelligent investigator should have a thorough understanding of the 
fundamentals of the subject. 

The root-locus technique can also be applied to linear systems with pure time delay in the system 
loop. The subject is not treated here, since systems with pure time delays are more easily treated with 
the frequency-domain methods discussed in Chapter 8. 


REVIEW QUESTIONS 

The following questions and true-and-false problems all refer to the equation P(s) + KQ(s) = 0, 
where P(s) and Q(s) are polynomials of s with constant coefficients. 

1. Give the condition from which the root loci are constructed. 

2. Determine the points on the complete root loci at which K = Q, with reference to the poles and 
zeros of O{s)/P(s). 

3. Determine the points on the root loci at which K = -too, with reference to the poles and zeros of 
Q(s)/P(s). 

4, Give the significance of the breakaway points with respect to the roots of P(s) + KQ(s} = 0. 

5. Give the equation of intersect of the asymptotes. 

6. The asymptotes of the root loci refer to the angles of the root loci 


when K = -too. (TD) (® 
7. There is only one intersect of the asymptotes of the complete root loci. (T) (F) 
8. The intersect of the asymptotes must always be on the real axis. (T) (F) 
9. The breakaway points of the root loct must always be on the real axis. (T) (*) 


10. Given the equation | + KG (s)H\(s) = 0, where G;(s)H)(s) is a rational function 
of s and does not contain K, the roots of dG, (s)H,(s)/ds are all breakaway points 
on the root foci (—0oo < K < 00). (T) (F) 


i. At the breakaway points on the root loci, the root sensitivity is infinite. (Tt) (BF 


12. Without modification, all the rules and properties for the construction of root loci in the s-plane 
can be applied to the construction of root loci of discrete-data systems in the z-plane. {T) (F) 


13, The determination of the intersections of the root loci in the s-plane with the jw-axis can be 


made by solving the auxiliary equation of Routh’s tabulation of the equation. (T) (F) 
14. Adding a pole to Q(s)/P(s) has the general effect of pushing the root loci to the right, whereas 
adding a zero pushes the loci to the left. (T) (F) 


Answers to these true-and-false questions can be found on this book’s companion Web site: 
www.wiley.com/college/golnaraghi. 
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7-1. Find the angles of the asymptotes and the intersect of the asymptotes of the root loci of the 
following equations when K varies from —oc to oo. 

(a) s* +459 +. 4s* + (K+ 8)s+ K =0 (b) s° +587 +(K+1)s4+K =0 

(c) s° + K(s* + 3s? +2548) =0 (d) s* +257 + 35+ K(s? — 1)(s +3) =0 
(e) s° + 251 + 35° + K{(s? +3545) =0 (f) st +257 4+ 104+ K{s+5)=0 


Problems 403 


7-2, Use MATLAB to solve Problem 7-1. 


7-3. Show that the asymptotes angles are 


a Et ig0° K>0 
[az — m| 
o, - 2) x 180° K<0 


— fa-—ml 


7-4. Prove that the asymptotes center is 


5 3- finite poles of G(s)H(s) — S— finite zeros of G(s) H(s) 
SS SSS SS SSS OOOO 
n—m 


7-5. Plot the asymptotes for K > 0 and K < 0 for 


K 


il ~ s(s + 2)(s2 + 2s +2) 


7-6, For the loop transfer functions that follow, find the angle of departure or arrival of the root loci 
at the designated pole or zero. 
Ks 
G ‘ H SS See 
eyrOis ts) (s+ 1)(s* + 1) 
Angle of arrival (K <0) and angle of departure (K >0) at s = j. 
Ks 
(s — 1)(s? + 1) 
Angle of arrival (K <0) and angle of departure (K > 0) at s =j. 
K 
G(s) = —————_________- 
Cn s(s + 2)(s¢ + 2s + 2) 
Angle of departure (K >0) at s = —1 +/. 
K 
d) G(s)H(s) = => 
ewe ts) s*(s* + 2s + 2) 
Angle of departure (K > 0) at s = -—1 +j. 
K(s? + 2s +2) 
e) G(s)H(s) = ——_—_~ 
OSES) a6 GS) 
Angle of arrival (K > 0) at s= —-1 +/. 


(b) G(s)H(s) = 


7-7. Prove that: 

(a) the departure angle of the root locus from a complex pole is 9p = 180° — argGH? where argGH" 
is the phase angle of GH at the complex pole, ignoring the effect of that pole. 

(b) the arrival angle of the root locus at the complex zero is @p = 180° — argGH") where 
areGH” is the phase angle of GH at the complex zero, ignoring the contribution of that 
particular zero. 

7-8. Find the angles of departure and arrival for all complex poles and zeros of the open-loop 
transfer function of 


K(s* + 25+ 2) 


s{s* +4) Rot 


G(s)H(s) = 


7-9, Mark the KX =0Oand K = +c points and the RL and complementory root Joci (CRL) on the 
real axis for the pole—zero configurations shown in Fig. 7P-9. Add arrows on the root loci on the real 
axis in the direction of increasing K. 
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s-plane 


Figure 7P-9 


7-10. Prove that a breakaway c satisfies the following: 


n 1 1 
pe 


i 


fri 
i=1 =] 
7-11. Find all the breakaway points of the root loci of the systems described by the pole—zero 
configurations shown in Fig. 7P-9. 

7-12. Construct the root-locus diagram for each of the following control systems for which the poles 
and zeros of G(s)H(s) are given. The characteristic equation is obtained by equating the numerator of 
1+ G(s)H(s) to zero. 

(a) Poles at 0, —5, -6; zero at —8 

(b) Poles at 0, -1, -3, —4; no finite zeros 

(c) Poles at O, 0, -2, -2; zero at -4 

(d) Poles at 0, -1 +, -1 —j; zero at —2 

(e) Poles at O, -1 + j, -1 —/; zero at -5 

(f} Poles at O, -1 + j, -1 —,; no finite zeros 

(g) Poles at O, 0, -8, -8; zeros at -4, -4 

(h) Poles at O, 0, -8, -8; no finite zeros 

(i) Poles at O, 0, -8, -8; zeros at 4 + 72, -4 — j2 

(j) Poles at —2, 2; zeros at 0, 0 

(k) Poles at 7, -/, j2, —/2; zeros at —2, 2 

(I) Poles at 7, -j, /2, -j2; zeros at -1, 1 

(m) Poles at 0, 0, 0, 1; zeros at -1, -2, -3 

(n) Poles at O, 0, 0, -100, —200; zeros at -5, -40 

(0) Poles at O, -1, -2; zero at 1 

7-13. Use MATLAB to solve Problem 7-12. 

7-14. The characteristic equations of linear control systems are given as follows. Construct the root 
loci tor K > O. 

(a) s' +35? + (K +2)s+5K =0 

(b) s° +574 (K+2)s+3K =0 
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(c) 5° + 5Ks? +10=0 

(d) s1 + (K +3)s? + (K + 1)s* + (2K +5)+10=0 
(e) 5° + 2s? + 254+ K(s? — 1)(s +2) =0 

(f) 5? — 25+ K(s+4)(s+1)=0 

(g) s* + 6s? + 95? + K{s*+4s+5) =0 

(h) s? + 2s? + 25 + K(s? — 2)(s +4) =0 

(i) s(s* — 1) + K(s +2)(s +.0.5) =0 

(j) s* + 2s? + 257 + 2Ks +5K =0 

({k) 5 + 2st +353 +257 454 K =0 

7-15. Use MATLAB to solve Problem 7-14. 


7-16. The forward-path transfer functions of a unity-feedback control system are given in the following: 
K(s + 3) 


(a) Gls) = Toa aG Fs s 6) ) lS) = Ga HG + e+ 10) 
(c) G(s) = Mee (d) G(s) = aerate 
O 6S) = a TD 06) = ras 
(g) G(s) = GTiye eT (h) G(s) = ee 

@ Gs) =—— 


s(s* + 4s + 5) 

Construct the root loci for K > 0. Find the value of K that makes the relative damping ratio of the 
closed-loop system (measured by the dominant complex characteristic equation roots) equal to 
0.707, if such a solution exists. 

7-17, Use MATLAB to verify your answer to Problem 7-16. 

7-18. A unity-feedback control system has the forward-path transfer functions given in the 
following. Construct the root locus diagram for K > 0. Find the values of K at all the breakaway 
points. 


K K 
(a) G(s) = s(s + 10)(s + 20) EGG) s(s+ I)(s+3)(s +5) 
__ K(s— 0.5) ee 
{e) G(s) Ae a (s + 0.5)(s — 1.5) 
1 K 
iin 0.) SEF 645) 


I 
s(s+ 5i(s — 1) 
7-19. Use MATLAB to verify your answer to Problem 7-18. 


7-20, The forward-path transfer function of a unity-feedback control system is 
K 

C= ay 
Construct the root loci of the characteristic equation of the closed-loop system for K > oo, with 
(a}n= 1, (b) nr = 2, (ce) n = 3, (d) » = 4, and (e) 2 — 5. 
7-21. Use MATLAB to solve Problem 7-20. 
7-22. The characteristic equation of the control system shown in Fig. SP-16 when K = 100 is 

s° + 25s” + (100K; + 2)s + 100 = 0 

Construct the root loci of the equation for K; > 0. 
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7-23. Use MATLAB to verify your answer to Problem 7-22. 


7-24. The block diagram of a control system with tachometer feedback is shown in Fig. 7P-24. 
(a) Construct the root loci of the characteristic equation for K >0 when K; = 0. 


(b) Set K = 10. Construct the root loci of the characteristic equation for K; > 0, 


Figure 7P-24 


7-25. Use MATLAB to solve Problem 7-24. 
7-26. The characteristic equation of the dc-motor control system described in Problems 4-49 and 
5-40 can be approximated as 

2.05Jrs° + (1 + 10.25J,)s* + 116.845 + 1843 = 0 


when Ky = 00 and the load inertia J, is considered as a variable parameter. Construct the root loci 
of the characteristic equation for J; > 0. 


— 


7-27, Use MATLAB to verify your answer to Problem 7-26. 
7-28. The forward-path transfer function of the control system shown in Fig. 7P-24 is 
K(s + a)(s + 3) 
ie s(s* — 1) 
(a) Construct the root loci for K >0 with a = 5. 
(b) Construct the root loci for aw >0 with K = 10. 
7-29, Use MATLAB to solve Problem 7-28. 
7-30. The forward-path transfer function of a control system is 
K(s + 0.4) 
a s*(s + 3.6) 
(a) Construct the root loci for K > 0. 
(b) Use MATLAB to verify your answer to part (a). 


7-31. The characteristic equation of the liquid-level control system described in Problem 5-42 is 
written 


0.06s(s5 + 12.5)(As + Kp) + 250N =0 


(a) For A = K, = 50, construct the root loci of the characteristic equation as N varies from 0 to oc. 
(b) For VN = 10 and K, = 50, construct the root loci of the characteristic equation for A > 0. 

(c) For A = 50 and N = 20, construct the root loci for Ky > 0. 

7-32. Use MATLAB to solve Problem 7-31. 

7-33. Repeat Problem 7-31 for the following cases. 

(a) A = Ky = 100 (b) N = 20 and K, = 50 (c) A = 100 and N = 20 

7-34. Use MATLAB to verify your answer to Problem 7-33. 
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7-35. The forward-path transfer function of a unity-feedback system is 


2 
0) ea ae 
(s* + 4)(s +5) 
(a) Construct the root loci for K = 25. 
(b) Find the range of K value for which the system is stable. 
(c) Use MATLAB to verify your answer to part (a). 
7-36. The transfer functions of a single-feedback-loop control system are 


= H(s) = 


Oe) =F ess) 


(a} Construct the loci of the zeros of 1 + G(s) for K > 0. 

(b) Repeat part (a) when A(s) = | + 5s. 

7-37. Use MATLAB to solve Problem 7-36. 

7-38. The forward-path transfer function of a unity-feedback system ts 
Ke7"5 


G(s) aaa 


(a) Construct the root loci for T = 1 sec and K > 0. 

(b) Find the values of K where the system is stable. 

(c) Use MATLAB to verify your answer to part (a). 

7-39. The transfer functions of a single-feedback-loop control system are 
_ 10 

~ g2(s + Ls +5) 
(a) Construct the root loci of the characteristic equation for 7; > 0, 
(b) Use MATLAB to verify your answer to part (a). 


7-40. For the dc-motor control system described in Problems 4-49 and 5-40, it is of interest to study 
the effects of the motor-shaft compliance K; on the system performance. 


G(s) A(s) = 14+ Tys 


(a) Let K = 1, with the other system parameters as given in Problems 4-49 and 5-40. Find an 
equivalent G(s)H(s) with X; as the gain factor. Construct the root loci of the characteristic equation 
for K,; > 0. The system can be approximated as a fourth-order system by canceling the large negative 
pole and zero of G(s)H(s) that are very close to each other. 

(b) Repeat part (a} with K = 1000. 

7-41. Use MATLAB to verify your answer to Problem 7-40. 

7-42, The characteristic equation of the de-motor control system described in Problems 4-49 and 
5-40 is given in the following when the motor shaft is considered to be rigid (Kz = 00). Let K = I, 
Jin = 0.001, Lg = 0.001, n = 0.1,R, = 5,K; = 9,K, = 0.0636, B,, = 0, and Ks = 1. 


La (Jin + n?dz)s* + (Radm + 0?Rodt + Bulag)s? + (RaBm + KiKp)s + nK;KiK =0 


(a) Construct the root loci for J; > 0 to show the effects of variation of the load inertia on system 
performance. 

(b) Use MATLAB to verify your answer to part (a). 

7-43. Given the equation s* + as* + Ks-+K =, it is desired to investigate the root loci of this 
equation for —oo < K < oo and for various values of a. 

(a) Construct the root loci for ~co < K < oc when @ = 12. 

(b) Repeat part (a) when o = 4. 

(c) Determine the value of « so that there is only one nonzero breakaway point on the entire root loci 
for ~90 < K < oo. Construct the root loci. 
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7-44, Use MATLAB to solve Problem 7-43. 
7-45. The forward-path transfer function of a unity-feedback control system is 
K(s + a) 

G(s) = = 

) = Se +3) 

Determine the values of « so that the root loci (-oo < K <a) will have zero, one, and two 
breakaway points, respectively, not including the one at s= 0. Construct the root loci for 
-—0 <A < co for all three cases. 


7-46. Fig, 7P-46 shows the block diagram of a unity-feedback control system. 
Design a proper controller H(s) for the system. 


Figure 7P-46 


7-47, The pole-zero configuration of G(s)H(s) of a single-feedback-loop control system is shown 
in Fig. 7P-47(a). Without actually plotting, apply the angle-of-departure (and -arrival) property of the 
root loci to determine which root-locus diagram shown ts the correct one. 


s-plane J@ 
q12 
fla 
ll 
0 o 
10 
=fl2 
(a) Pole-zero configuration (b) 


s-plane 


Cd) 
Figure 7P-47 


CHAPTER | oS 


Frequency-Domain Analysis 


8-1 INTRODUCTION 


The basic concepts and background material for this subject appear in Chapter 2. In practice, the 
performance of a control system is more realistically measured by its tume-domain character- 
istics. The reason is that the performance of most control systems is judged based on the time 
responses due to certain test signals. This is in contrast to the analysis and design of 
communication systems for which the frequency response is of more importance, since 
most of the signals to be processed are either sinusoidal or composed of sinusoidal components. 
We learned in Chapter 5 that the time response of a control system is usually more difficult to 
determine analytically, especially for high-order systems. In design problems, there are no 
unified methods of arriving at a designed system that meets the time-domain performance 
specifications, such as maximum overshoot, rise time, delay time, settling time, and so on. On 
the other hand, in the frequency domain, there is a wealih of graphical methods available that are 
not limited to low-order systems. It is important to realize that there are correlating relations 
between the frequency-domain and the time-domain performances in a linear system, so the 
time-domain properties of the system can be predicted based on the frequency-domain 
characteristics. The frequency domain is also more convenient for measurements of system 
sensitivity to noise and parameter variations. With these concepts in mind, we consider the 
primary motivation for conducting control systems analysis and design in the frequency domain 
to be convenience and the availability of the existing analytical tools. Another reason is that it 
presents an altemmative point of view to control-system problems, which often provides valuable 
or crucial information in the complex analysis and design of control systems. Therefore, to 
conduct a frequency-domain analysis of a linear control system does not imply that the system 
will only be subject to a sinusoidal input. It may never be. Rather, from the frequency-response 
studies, we will be able to project the time-domain performance of the system. 

The starting point for frequency-domain analysis of a linear system is its transfer 
function. It is well known from linear system theory that when the input to a linear time- 
invariant System is sinusoidal with amplitude R and frequency wo, 


r(t} = Rsinwot (8-1) 


the steady-state output of the system, y(¢), will be a sinusoid with the same frequency wy 
but possibly with different amplitude and phase; that is, 


y(t) = Ysin(wot + 9) (8-2) 


where Y is the amplitude of the output sine wave and @ is the phase shift in degrees or 
radians. Let the transfer function of a linear SISO system be M(s); then the Laplace 
transforms of the input and the output are related through 


Y(s) = M(s)R(s) (8-3) 
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For sinusoidal steady-state analysis, we replace s by jw, and the last equation becomes 
Y(jw) = M(jw)R(jo) (8-4) 
By writing the function ¥( jw) as 
Y (jo) = |¥(jo)|2¥ (jo) (8-5) 


with similar definitions for M( jw) and R( jw), Eq. (8-4) leads to the magnitude relation 
between the input and the output: 


|¥Cjw)| = |M(jo)|[RGo)| (8-6) 
and the phase relation: 
LY( jw) = LM( ja) + LR(jo) (8-7) 


Thus, for the input and output signals described by Eqs. (8-i) and (8-2), respectively, the 
amplitude of the output sinusoid is 


Y = R|M(joo)| (8-8) 
and the phase of the output is 
¢ = LM( joo) (8-9) 


Thus, by knowing the transfer function M(s) of a linear system, the magnitude character- 
istic, |M(jw)|, and the phase characteristic, /M(jw), completely describe the steady-state 
performance when the input is a sinusoid. The crux of frequency-domain analysis is that the 
amplitude and phase characteristics of a closed-loop system can be used to predict both 
time-domain transient and steady-state system performances. 


Frequency Response of Closed-Loop Systems 


For the single-loop control-system configuration studied in the preceding chapters, the 
closed-loop transfer function is 


M(s) = ——= = ——+__ (8-10) 


Under the sinusoidal steady state, s = jw, Eq. (8-10) becomes 


») 2a) ____ Ge) 
MU) ~ RG) ~ T+ Ga HU) ai 


The sinusoidal steady-state transfer function M( jw) may be expressed in terms of its 
magnitude and phase; that is, 


M(jo) = |M(ja)|/M (jor) (8-12) 
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[MC jo)| 
I 
a. w 
w 
ye ‘ Figure 8-1 Gain-phase characteristics of 
| 


an ideal low-pass filter. 
Or M( jw) can be expressed in terms of its rcal and imaginary parts: 
M (jo) = Re[M(jo)] + jlm[M (je) (8-13) 


The magnitude of M(jw) is 


(a (| 
ial = Fe atjah aay Gea es 
and the phase of M( jw) is 
IM (joo) = by ( jo) = LG(jo) ~ dl + G(jo)H(jo)] (8-15) 


If M(s) represents the input-output transfer function of an electric filter, then the 
magnitude and phase of M( jw) indicate the filtering characteristics on the input signal. 
Fig. 8-1 shows the gain and phase characteristics of an ideal low-pass filter that has a 
sharp cutoff frequency at w,. It is well known that an ideal filter characteristic is 
physically unrealizable. In many ways, the design of control systems is quite similar to 
filter design, and the control system is regarded as a signal processor. In fact, if the ideal 
low-pass-filter characteristics shown in Fig. 8-1 were physically realizable, they would 
be highly desirable for a control system, since all signals would be passed without 
distortion below the frequency w,, and completely eliminated at frequencies above w, 
where noise may hie. 

If w, is increased indefinitely, the output Y(jw@) would be identical to the input R( ja) 
for all frequencies. Such a system would follow a step-function input in the time domain 
exactly. From Eq. (8-14), we see that, for |M(jw)| to be unity at all frequencies, the 
magnitude of G(j@) must be infinite. An infinite magnitude of G(jw) is, of course, 
impossible to achieve in practice, nor would it be desirable, since most control systems may 
become unstable when their loop gains become very high. Furthermore, all control systems 
are subject to noise during operation. Thus, in addition to responding to the input signal, the 
system should be able to reject and suppress noise and unwanted signals. For control 
systems with high-frequency noise, such as air-frame vibration of an aircraft, the frequency 
response should have a finite cutoff frequency w, 

The phase characteristics of the frequency response of a control system are also of 
importance, as we shall see that they affect the stability of the system. 
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|M(ja)| 
Mp Ss 
i Cutoff rate 
0 beaten eae 
0 a, BW a 
0 @ 
Figure 8-2 Typical gain-phase 

Gulia) characteristics of a feedback 
(deg) control system. 


Fig. 8-2 illustrates typical gain and phase characteristics of a control system. As 
shown by Eqs. (8-14) and (8-15), the gain and phase of a closed-loop system can be 
determined from the forward-path and loop transfer functions. In practice, the frequency 
responses of G(s) and H(s) can often be determined by applying sine-wave inputs to the 
system and sweeping the frequency from 0 to a value beyond the frequency range of the 
system. 


8-1-2 Frequency-Domain Specifications 


e M,. indicates the relative 
stability of a stable closed- 
loop system. 


« BW gives an indication of 
the transient response 
properties of a control 
system. 


« BW gives an indication of 
the noise-filtering 
characteristics and 
robustness of the system. 


In the design of linear control systems using the frequency-domain methods, it is necessary 
to define a set of specifications so that the performance of the system can be identified. 
Specifications such as the maximum overshoot, damping ratio, and the like used in the time 
domain can no longer be used directly in the frequency domain. The following frequency- 
domain specifications are often used in practice. 


Resonant Peak M, 

The resonant peak M, is the maximum value of |M(jo)|. 

In general, the magnitude of M, gives indication on the relative stability of a stable 
closed-loop system. Normally, a large M, corresponds to a large maximum overshoot of the 
step response. For most control systems, it is generally accepted in practice that the 
desirable value of M, should be between 1.1 and 1.5. 


Resonant Frequency @, 
The resonant frequency w, is the frequency at which the peak resonance M, occurs. 


Bandwidth BW 
The bandwidth BW is the frequency at which |M(jw)| drops to 70.7% of, or 3 dB 
down from, its zero-frequency value. 
In general, the bandwidth of a control system gives indication on the transient- 
response properties in the time domain. A large bandwidth corresponds to a faster rise time, 
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since higher-frequency signals are more easily passed through the system. Conversely, if 
the bandwidth is small, only signals of relatively low frequencies are passed, and the time 
response will be slow and sluggish. Bandwidth also indicates the noise-filtering character- 
istics and the robustness of the system. The robustness represents a measure of the 
sensitivity of a system to parameter variations. A robust system is one that is insensitive to 
parameter variations. 


Cutoff Rate 
Often, bandwidth alone is inadequate to indicate the ability of a system tn distinguishing 
signals from noise. Sometimes it may be necessary to look at the slope of |M(jw)|, which is 
called the cutoff rate of the frequency response, at high frequencies. Apparently, two 
systems can have the same bandwidth, but the cutoff rates may be different. 

The performance criteria for the frequency-domain defined above are illustrated in 
Fig. 8-2. Other tmportant criteria for the frequency domain will be defined in later sections 
of this chapter. 


'- 8-2 M,, @,, AND BANDWIDTH OF THE PROTOTYPE SECOND-OQRDER SYSTEM 
8-2-1 Resonant Peak and Resonant Frequency 


For the prototype second-order system defined in Section 5-6, the resonant peak M,, the 
resonant frequency w,, and the bandwidth BW are all uniquely related to the damping ratio 
¢ and the natural undamped frequency w,, of the system. 

Consider the closed-loop transfer function of the prototype second-order system 


Y(s) _ Or 


Ms) = —— = =", 8-16 
‘s) R(s)  s* + 2fa5 + we een®) 
At sinusoidal steady state, s = jw, Eq. (8-16) becomes 
_.  ¥Ue@) ed 
M(jo) = of) Se ea 
R(j@) (jo) +2¢0n( jw) + we 
; (8-17) 
1+ j2(e/on)E — (o/ on)? 
We can simplify Eq. (8-17) by letting u = w/@,. Then, Eq. (8-17) becomes 
M( ju) =—— (8-18) 
ae oe et jut — ue : 
The magnitude and phase of M(ju) are 
; 1 
\M( ju)| = ——_——__, (8-19) 
(a = w2)?+(2¢u)?| 
and 
. ‘ = Cu 
/M( ju) = dy( ju) = —tan” *° ——; (8-20) 


* 
1— ue 
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« For the prototype second- 
order system, Mp is a 
function of ¢ only. 


« For the prototype second- 
order system, M, = 1 and w, 
= () when £ > 0.707. 


respectively. The resonant frequency is determined by setting the derivative of |M( ju)| 
with respect to u to zero. Thus, 


d|M(ju)|_— 2 -3/2 
a = 5 [(1- PY + (26)? | (au — 4 + But?) = 0 (8-21) 


from which we get 
4u3 — 4u + Sut? = 4u(u? — 1 + 2¢*) =0 (8-22) 


In normalized frequency, the roots of Eq. (8-22) are u, = 0 and 


up = J/1— 202 (8-23) 


The solution of u, = 0 merely indicates that the slope of the |A4(_ju)|-versus-w curve is zero 
at w = Q; it is not a true maximum if ¢ is less than 0.707. Eq. (8-23) gives the resonant 
frequency 


Wr = On 1 — 2¢7 (8-24) 


Because frequency is a real quantity, Eq. (8-24) is meaningful only for 2t* <1, or 
¢ < 0.707. This means simply that, for all valucs of ¢ greater than 0.707, the resonant 
frequency is w, = 0 and M, = 1. 

Substituting Eq. (8-23) into Eq. (8-20) for uw and simplifying, we get 


] 
—= 1 ¢€< 0.707 : 
yi- ” _ 


It is important to note that, for the prototype second-order system, M, is a function of the 
damping ratio ¢ only, and w, is a function of both ¢ and @,, Furthermore, although taking 
the derivative of |M( ju)| with respect to u is a valid method of determining M, and ,, for 
higher-order systems, this analytical method is quite tedious and is not recommended. 
Graphical methods to be discussed and computer methods are much more efficient for 
high-order systems. 


M, = 


Toolbox 8-2-1 


MATLAB statements for Fig. 8-3 


i=1; 


zeta=[00.10.20.40.60.70711.5 2.0] 


for u=0:0.001:3 
z=1; 


M(z,i)= abs(1/(1+(j*2*zeta(z) *u)-(u*2)));z=z+1; 
M(z,i)=abs(1/(1+(j*2*zeta(z) *u)-(u*2)));z=Z+1; 
M(z,i)= abs(1/(1+(Cj *2*zeta(z)*u)-(u2))) 3 z=Z4+1; 
M(z,i)= abs(1/(1+(7*2*zeta(z)*u)-(u*2))) 3; z=Z4+1: 
M(z,i)= abs(1/(1+(j*2*zeta(z)*u)-(u°2)))32z=z4+1; 
M(z,i)= abs(1/(1+(j*2*zeta(z)*u)-(u*2)));z=z4+1; 
M(z,i)=abs(1/(1+(j*2*zeta(z)*u)-(u%2)));z=Zz4+1; 
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M(z,1)= abs(1/(1+(j*2* zeta(z) *u)~(u*2)));z=z4+1; 
M(z,i)= abs(1/(14+(j*2*zeta(z)*u)-(u*2)));z=z4+1; 
i=i+1; 

end 


u=0:0.001:3; 


for i=i1:length(zeta) 
plotCu,M(i,:))}; 
hold on; 
end 
xlabel( ‘\mu = \omega/\omega_n’); 
ylabel(‘ |MCj\omega)|’); 
axis(([0306]); 
grid 


Fig. 8-3 illustrates the plots of |M( ju)| of Eq. (8-19) versus uw for various values of ¢. 
Notice that, if the frequency scale were unnormalized, the value of w, = u;@, would 
increase when ¢ decreases, as indicated by Eq. (8-24). When ¢ = 0, w, = w,. Figs. 8-4 and 
8-5 illustrate the relationship between M, and ¢, and u,{= w;/w@,) and ¢, respectively. 


|M(jayl 


u= 0), 


Figure 8-3 Magnification versus normalized frequency of the prototype second-order control 
system. 
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8-2-2 Bandwidth 


0 0.5 0.707 1.0, I.5 2.0) 
Damping ratio ¢ 
Figure 8-4 4, versus damping ratio for the prototype second-order system. 


In accordance with the definition of bandwidth, we set the value of |M(ju)j to 
1/2 20.707. 


1 l 
|M( ju)| = ——————_,,, == (8-26) 
(1 - w)?-+(2¢u)?| eo v2 
Thus, 
42 9) 1/2 
(1 —)+(2u)"] = v2 (8-27) 


u,= 0,10, 


Figure 8-5 Normalized resonant frequency versus 


damping ratio for the prototype second-order 
Damping ratio ¢ system. u, = v/1 — 2¢?. 
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* BWiw,, decreases which jeads to 

monotonically as the 

damping rati: Jecreases. 7 | | 
amping ratio ¢ decreases = (1 _ 2¢7) 7 lad _ Ar2 42 (8-28) 


Toolbox 8-2-2 
MATLAB Statements for Fig. 8-6 


clear all 

1=1; 

for zetai=0:sqrt(1/2)/100:1.2 
MCi) = sqrt (1-2*zetai.*2}+sqrt(4*zetai .*4-4* zetai .%2+2)); 
zetaCi)=zetai 
i=it+1; 

end 


TMP_COLOR = 1; 
plot(zeta,M); 
xlabel(‘\zeta’); 
ylabel (‘BW/\omega_n’); 
axis([01.202]); 

grid 


The plus sign should be chosen in the last equation, since u must be a positive real quantity 
for any ¢. Therefore, the bandwidth of the prototype second-order system is determined 
from Eq. (8-28) as 


| 1/2 
BW = on | (1-267) + Veh — 422 +2} (8-29) 
= BW is directly Fig. 8-6 shows a plot of BW/w,, as a function of ¢. Notice that, as Z increases, BW/a,, 
proportional to «,. decreases monotonically. Even more important, Eq. (8-29) shows that BW is directly 


proportional to @,,. 

We have established some simple relationships between the time-domain response and 
the frequency-domain characteristics of the prototype second-order system. The summary 
of these relationships is as follows, 


° When a system is 1, The resonant peak M, of the closed-loop frequency response depends on ¢ only 

unstable, M, no longer has [Rq. (8-25)}. When ¢ is zero, M, is infinite. When ¢ is negative, the system is 

any meaning. unstable, and the value of M, ceases to have any meaning. As ¢ increases, M, 
decreases. 


2. For ¢>0.707, M- = 1 (see Fig. 8-4), and a, = 0 (see Fig. 8-5). In comparison 
with the unit-step time response, the maximum overshoot in Eq. (5-103) also 
depends only on ¢. However, the maximum overshoot is zero when ¢ > 1. 


3. Bandwidth is directly proportional to w,, [Eq. (8-29)]; that is, BW increases and 
decreases linearly with w,. BW also decreases with an increase in ¢ for a fixed w,, 
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BW/a,, 


Damping ratio ¢ 


Figure 8-6 Bandwidth/w, versus damping ratio for the prototype second-order system. 


¢ Bandwidth and rise time (see Fig. 8-6). For the unit-step response, rise time increases as w,, decreases, as 
are inversely proportional to demonstrated in Eq. (5-108) and Fig. 5-21. Therefore, BW and rise time are 
each other. inversely proportional to each other. 


4. Bandwidth and M, are proportional to each other for 0 < ¢ < 0.707. 


The correlations among pole locations, unit-step response, and the magnitude of the 
frequency response for the prototype second-order system are summarized in Fig. 8-7. 


> 8-3 EFFECTS OF ADDING A ZERO TO THE FORWARD-PATH TRANSFER FUNCTION 


The relationships between the time-domain and the frequency-domain responses arrived at 
in the preceding section apply only to the prototype second-order system described by Eq. 
(8-16). When other second-order or higher-order systems are involved, the relationships 
are different and may be more complex. It is of interest to consider the effects on the 
frequency-domain response when poles and zeros are added to the prototype second-order 
transfer function. It is simpler to study the effects of adding poles and zeros to the closed- 
loop transfer function; however, it is more realistic from a design standpoint to modify the 
forward-path transfer function. 

The closed-loop transfer function of Eq. (8-16) may be considered as that of a unity- 
feedback control system with the prototype second-order forward-path transfer function 
Op 


HAS) = 55 dan) 


(8-30) 
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Pole locations 


As @, gets larger, 
pole distance from 


Prototype origin gets larger. oe 
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0 re) 
~ 0.41676 + 2.91707 | 
1/2 
, BW = Pale = 20) 4+ Vat 4? + 2| 
AS @, gets larger, #, gets smaller and the system 
responds faster, As @, gets larger, BW gets larger. 
AS q get FY ge. . kak ets 
Bandwidth and rise time are inversely proportional. 
Therefore, the larger the bandwidth is, the faster the system will respond. 
Increasing @, increases BW and decreases f,. 
Increasing C decreases BW and increases f... 
Figure 8-7 Correlation among pole locations, unit-step response, and the magnitude 
of frequency response of the prototype second-order system. 
Let us add a zero at s = —1/T to the transfer function so that Eq. (8-30) becomes 
2 
wr{1 + 7s 
G(s) = CAG (8-31) 
5(5 + 2f@,) 
The closed-loop transfer function is 
2 
weil + Ts 
n\ (8-32) 


MM). =] 
(9) = Sy (Son + To)s +o? 


420 » Chapter 8. Frequency-Domain Analysis 


* The general effect of 


In principle, M,, w,, and BW of the system can all be derived using the same steps used 


adding a zero to the forward- in the previous section. However, because there are now three parameters in €, @,,, and T, 


path transfer function is to 
increase the BW of the 
closed-loop system. 


the exact expression for M,, w,, and BW are difficult to obtain analytically even though the 
system is still second order. After a length derivation, the bandwidth of the system is found 
to be 


1/2 
BW = (-» + 44/62 + aot (8-33) 


where 
b = 40? w? + 4ta3T — 2w? — wT? (8-34) 


While it is difficult to see how each of the parameters in Eq. (8-33) affects the 
bandwidth, Fig. 8-8 shows the relationship between BW and 7 for ¢ = 0.707 and w, = 1. 
Notice that the general effect of adding a zero to the forward-path transfer function is to 
increase the bandwidth of the closed-loop system. 

However, as shown in Fig, 8-8, over a range of small values of 7, the bandwidth 
is actually decreased. Figs. 8-9(a) and 8-9(b) give the plots of |M(jw)| of the closed- 
loop system that has the G(s) of Eq. (8-31) as its forward-path transfer function: 
®, = 1; = 0.707 and 0.2, respectively; and 7 takes on various values. These curves 
verify that the bandwidth generally increases with the increase of 7 by the addition of a 
zero to G(s), except for a range of small values of T, for which BW is actually 
decreased. 


Figure 8-8 Bandwidth of a second-order system with open-loop transfer function 
G(s) = (1 + Ts) /[s(s + 1.414)]. 
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_  14+Ts 
~ s(s + 1.414) 


IM( ja)! 


IM( jal 


@ (rad/sec) 
(b) 


Figure 8-9 Magnification curves for the second-order system with the forward-path transfer 
function G(s) in Eq. (8-32). (a) @, = 1, ¢ = 0.707 (b) w, = 1, f= 0.2. 


422 Chapter 8. Frequency-Domain Analysis 


MATLAB statements for Fig. 8-9(a) 


clear all 

i=1;T=[5 1.414 10.10];zeta=0. 707; 

for w=0:0.01:4 
t=1; s=j*w; 
M(t,i) = abs((1+(T(t)*8s))/(s°2+(2* zetat+T(t))*st+1));t=t+1; 
M(t,i) = abs(€(€1+(T(t)*s))/Cs*2+(2* zeta+T(t))*s4+1)):t=t+1: 
M(t,i) = abs((1+(T(t)*s))/(s°24+(2* zeta+T(t))*s4+1));t=t41; 
M(t,i) = abs((€1+(T(t)*8))/(Cs°2+(2* zetat+T(t) )*s4+1));t=t+1; 
M(t,i) = abs((14+(T(t)*s))/(s*%2+(2* zeta+T(t))*s+1)):t=t4+1; 
i=i+41; 

end 

w=0:0.01:4; 

for 1=1:length(T) 
plot(w,M(i,:)); 
hold on; 

end 

xlabel(‘\omega (rad/sec)’);ylabel(‘ |MCj\omega) |’); 

axis({[0401.2]); 

grid 


Toolbox 8-3-1 


MATLAB statements for Fig. 8-9(b) 


clear all 

i=]; 

T=(00.25210.5]; 

zeta=-0.2; 

for w=0:0.001:4 
t=1; 
s=j*w; 
M(t,i) = abs((1+(T(t) *s))/(s°2+(2* zetatT(t))*s+1));t=t4+1; 
MC(t,i) = abs((1+(T(t)*s))/(Cs*%24+(2* zeta+T(t) )*s4+1)) 3 t=t+1; 

} M(t,i) = abs((1+(T(t)*s))/(s°2+(2* zetatT(t))*s+1)) 5 t=tt+1; 

M(t,i) = abs((1+(T(t)*s))/(s*2+(2* zetatT(t))*s4+1));t=tt+1; 
M(t,i) = abs((1+(T(t)*s))/(s*°2+(2* zetat+T(t))*s4+1));t=t4+1; 
M(t, i) = abs((1+CT(t)*s))/Cs*°24+(2*zeta+T(t))*s4+1)) ;t=t4+1; 
L=i+1; 

end 

w=0:0.001:4; TMP_COLOR = 1; 

for i=1:length(T) 
plot(w,M(i,:)); 
hold on; 

end 

xlabel ( ‘\omega (rad/sec)’); 

ylabel(‘ |MCj\omega) |’); 

axis([0402.8]); 

grid 


Figs. 8-10 and 8-11 show the corresponding unit-step responses of the closed- 
loop system. These curves show that a high bandwidth corresponds to a faster rise 
time. However, as T become very large, the zero of the closed-loop transfer function, 
which is at s = —1/7, moves very close to the origin, causing the system to have a large 
time constant. Thus, Fig. 8-10 illustrates the situation that the rise time is fast, but the large 
time constant of the zero near the origin of the s-plane causes the time response to drag out 
in reaching the final steady state (i.e., the settling time will be longer). 


8-3 Effects of Adding a Zero to the Forward-Path Transfer Function <4 423 


yi) 


_ _1+Ts 
OS) = 41414) 


Time (sec} 
Figure 8-10 Unit-step responses of a second-order system with a forward-path transfer 
function G(s). 


y(t) 


+75 


l 
5(s + 0.4) 


Time (sec) 
Figure 8-11 Unit-step responses of a second-order system with a forward-path transfer 
function G(s). 
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Toolbox 8-3-2 
MATLAB statements for Fig. 8-10 — use clear all, close all, and elc if necessary 


T=(5 1.4140.10.0101; 
t=0:0.01:9; 
zeta=0.707; 
for i=1:length(T) 
num={TC1) 1]; 
den = [1 2*zeta+TC(i) 1]; 
M(Ci,:)=step(num,den,t); 
end 


TMP COLOR = 1; 

for i =1:length(T) 
plotc(t,M(i,:)); 
hold on; 

end 

xlabel( ‘Time’ ); 

ylabelC‘y(t)’); 

grid 


Toolbox 8-3-3 
MATLAB statements for Fig. 8-11 — use clear all, close all, and cic if necessary 


T=[150.2]; 

t=0:0.01:9; 

zeta=0.2; 

for i=1:lengthcT) 
num=(TCi) 1]; 
den = [1 2*zeta+T(i) 1]; 
M(i,:}=stepCnum,den,t): 

end 


for i =1:length(T) 
plotct,M(1,:)); 
hold on; 

end 

xlabel(‘Time’); 

ylabelC‘y(t)’); 

grid 


> 8-4 EFFECTS OF ADDING A POLE TO THE FORWARD-PATH TRANSFER FUNCTION 
Adding a pole at s = —1/7 to the forward-path transfer function of Eq. (8-30) leads to 


2 
a) 
G(s) = ——_41____— 8-35 
« Adding a pole to the (s) s(s + 2tw_,)(1 + Ts) ( ) 
forward-path transfer 
function makes the closed- The derivation of the bandwidth of the closed-loop system with G(s) given in Eq. 


loop system less stable and (8-35) is quite tedious. We can obtain a qualitative indication on the bandwidth properties 
decreases the bandwidth. _ by referring to Fig. 8-12, which shows the plots of |M(ja@)| versus w for w, = 1, ¢ = 0.707, 
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LM( ja)! 


Figure 8-12 Magnification 
curves for a third-order 

system with a forward-path 
transfer function G(s). @ (rad/sec) 


and various values of 7. Because the system is now of the third order, it can be unstable for a 
certain set of system parameters. It can be shown that, for w, = 1 and ¢ = 0.707, the 
system is stable for all positive values of T. The |M{ jw)|-versus-w curves of Fig. 8-12 show 
that, for small values of 7, the bandwidth of the system is slightly increased by the addition 
of the pole, but M, is also increased. When T becomes large, the pole added to G(s) has the 
effect of decreasing the bandwidth but increasing M,. Thus, we can conclude that, in 
general, the effect of adding a pole to the forward-path transfer function is to make the 
closed-loop system less stable while decreasing the bandwidth. 

The unit-step responses of Fig. 8-13 show that, for larger values of T, T = 1 and T = 5, 
the following relations are observed: 


j. The rise time increases with the decrease of the bandwidth. 


2. The larger values of M, also correspond to a larger maximum overshoot in the 
unit-step responses. 


x(t) 


Figure 8-13 Unit-step 
responses of a third-order 
system with a forward-path 2 : 6 8 lo 12 4 16 18 
transfer function G(s). Time (sec) 
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¢ When M, = oo, the The correlation between M, and the maximum overshoot of the step response is 
closed-loop system is meaningful only when the system is stable. When G( jw) = —1, |M(jw)| is infinite, and 
marginally stable. When the the closed-loop system is marginally stable. On the other hand, when the system 


system is unstable, M.no is unstable, the value of |M(jw)| is analytically finite, but it no longer has any 
longer has any meaning. significance 


Toolbox 8-4-1 
MATLAB statements for Fig. 8-12 — use clear all, close all, and cic if necessary 


wn=1 ; 

zZeta=0.707; 

for T=[00.515]; 

num=[wndA2 ] ; 

den=conv([10], [1 2*zeta*wn]); 
den=conv(den, [T1]); 

[nc ,dc]=feedback(num,den,1,1,-1); 
t=linspace(0,4,1001); %time vector 
y=step(nc,dc,t); %step response for basic system 
plot(t,y); 

hold on 

end 

xlabel(‘w (rad/s)'); 

ylabel( ‘Amplitude’ ); 

title(C ‘Step Response’); 


The objective of these last two sections is to demonstrate the simple relationships 
between BW, M,, and the time-domain response. Typical effects on BW of adding a pole 
and a zero to the forward-path transfer function are investigated. No attempt is made to 
include all general cases. 


8-5 NYQUIST STABILITY CRITERION: FUNDAMENTALS 


¢ The Nyquist plot of LGw#) Thus far we have presented two methods of determining the stability of linear SISO 
is done in polar coordinates systems: the Routh-Hurwitz criterion and the root-locus method of determining stability by 
as w varies from 0 toce. —_ locating the roots of the characteristic equation in the s-plane. Of course, if the coefficients 
of the characteristic equation are all known, we can solve for the roots of the equation by 
use of MATLAB. 

The Nyquist criterion is a semigraphical method that determines the stability of a closed- 
loop system by investigating the properties of the frequency-domain plot, the Nyquist plot, of 
the loop transfer function G(s)A(s), or L(s). Specifically, the Nyquist plot of L(s) is a plot of L 
(jw) in the polar coordinates of Im[L(jw)] versus Re[L(jw)] as w varies from 0 to oo. This is 
another example of using the properties of the loop transfer function to find the performance of 
the closed-loop system. The Nyquist criterion has the following features that make it an 
alternative method that is attractive for the analysis and design of control systems. 


« The Nyquist criterion also 
gives indication on relative 
stability. 


1. In addition to providing the absolute stability, like the Routh-Hurwitz criterion, 
the Nyquist criterion also gives information on the relative stability of a stable 
system and the degree of instability of an unstable system. It also gives an 
indication of how the system stability may be improved, if needed. 
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2. The Nyquist plot of G(s)H(s) or of Z(s) is very easy to obtain, especially with the 
aid of a computer. 


3. The Nyquist plot of G(s)H(s) gives information on the frequency-domain char- 
acteristics such as M,, w,, BW, and others with ease. 


4, The Nyquist plot is useful for systems with pure time delay that cannot be treated 
with the Routh-Hurwitz criterion and are difficult to analyze with the root-locus 
method. 


This subject is also treated in Appendix F for the general case where the loop transfer 
function 1s of nonminimum-phase type. 


8-5-1 Stability Problem 


The Nyquist criterion represents a method of determining the location of the characteristic 
equation roots with respect to the left half and the right half of the s-plane. Unlike the root- 
locus method, the Nyquist criterion does not give the exact location of the characteristic 
equation roots. 

Let us consider that the closed-loop transfer function of a SISO system is 


_ Gs) 
M\s) = TT G@H) ean 
where G(s)H(s) can assume the following form: 
l oe 
G(s)H(s) = K(1 +7 \s)(1 + Tos) --- (1 + Tims) o-tus (8-37) 


— sP(1+ Tgs)(1 + Tps) «++ (1 + Ts) 


where the T’s are real or complex-conjugate coefficients, and 7, is a real time delay. 

Because the characteristic equation is obtained by setting the denominator polynomial 
of M(s) to zero, the roots of the characteristic equation are also the zeros of 1 + G(s)H(s). 
Or, the characteristic equation roots must satisfy 


A(s) = 1+ G(s)A(s) =0 (8-38) 


In general, for a system with multiple number of loops, the denominator of M(s) can be 
written as 
A(s) =1+L(s) =0 (8-39) 
where L(s) is the loop transfer function and is of the form of Eq. (8-37). 


Before embarking on the details of the Nyquist criterion, it is useful to summarize the 
pole—zero relationships of the various system transfer functions. 


Identification of Poles and Zeros 


Loop transfer function zeros: zeros of L(s) 
Loop transfer function poles: poles of L(s) 


Closed-loop transfer function poles: zeros of 1 + L(s) = roots of the characteristic 
equation poles of 1 + Z(s) = poles of L(s). 


Stability Conditions 
We define two types of stability with respect to the system configuration. 


e QOpen-Loop Stability: A system is said to be open-loop stable if the poles of 
the loop transfer function L(s) are al] in the left-half s-plane. For a single-loop 
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system, this is equivalent to the system being stable when the loop is opened at 
any point. 


¢ Closed-Loop Stability: A system is said to be closed-loop stable, or simply 
stable, if the poles of the closed-loop transfer function or the zeros of 1 + L{s) are 
all in the left-half s-plane. Exceptions to the above definitions are systems with 
poles or zeros intentionally placed at s = 0. 


8-5-2 Definition of Encircled and Enclosed 


Because the Nyquist criterion is a graphical method, we need to establish the concepts of 
encircled and enclosed, which are used for the interpretation of the Nyquist plots for 
stability. 


Encircled 

A point or region in a complex function plane ts said to be encircled by a closed path 

if it is found inside the path. 

For example, point A in Fig. 8-14 is encircled by the closed path I’, because A is inside 
the closed path. Point B is not encircled by the closed path I’, because it is outside the path. 
Furthermore, when the closed path I has a direction assigned to it, the encirclement, if 
made, can be in the clockwise (CW) or the counterclockwise (CCW) direction. As shown 
in Fig. 8-14, point A is encircled by I’ in the CCW direction. We can say that the region 
inside the path is encircled in the prescribed direction, and the region outside the path is not 
encircled. 


Enclosed 

A point or region is said to be enclosed by a closed path if it is encircled in the CCW 

direction or the point or region lies to the left of the path when the path ts traversed 

in the prescribed direction. 

The concept of enclosure is particularly useful if only a portion of the closed path is 
shown. For example, the shaded regions in Figs. 8-15(a) and (b) are considered to be 
enclosed by the closed path [. In other words, point A in Fig. 8-15(a) is enclosed by I, but 
point A in Fig. 8-15(b) is not. However, point B and all the points in the shaded region 
outside I’ in Fig. 8-15(b) are enclosed. 


aes 
SL 


Figure 8-14 Definition of encirclement. 
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aie Figure 8-15 Definition of 


F T enclosed points and regions. (a) 
Point A is enclosed by I. (b) Point 
A is not enclosed, but B is 
(a) (b) enclosed by the locus [. 


8-5-3 Number of Encirclements and Enclosures 


When a point is encircled by a closed path I’, a number N can be assigned to the number of 
times it is encircled. The magnitude of N can be determined by drawing an arrow from the 
point to any arbitrary point s, on the closed path I and then letting s; follow the path in the 
prescribed direction until it returns to the starting point. The total met number of revolutions 
traversed by this arrow is N, or the net angle is 27N radians. For example, point A in Fig. 
8-16(a) is encircled once or 27 radians by I’, and point B is encircled twice or 4x radians, all 
in the CW direction. In Fig. 8-16(b), point A is enclosed once, and point B is enclosed nwice 
by I’. By definition, N is positive for CCW encirclement and negative for CW encirclement. 


8-5-4 Principles of the Argument 


The Nyquist criterion was originated as an engineering application of the well-known 
“principle of the argument” concept in complex-variable theory. The principle is stated in 
the following in a heuristic manner. 

Let A(s) be a single-valued function of the form of the right-hand side of Eq. (8-37), 
which has a finite number of poles in the s-plane. Single valued means that, for each point 
in the s-plane, there is one and only one corresponding point, including infinity, in the 
complex A(s)-plane. As defined in Chapter 7, infinity in the complex plane is interpreted as 
a point. 

Suppose that a continuous closed path I’, is arbitrarily chosen in the s-plane, as shown 
in Fig. 8-17(a). If ', does not go through any poles of A(s), then the trajectory [4 mapped 
by A(s) into the A(s)-plane is also a closed one, as shown in Fig. 8-17(b). Starting from a 
point s), the I’, locus is traversed in the arbitrarily chosen direction (CW in the illustrated 


Figure 8-16 Definition of the number of encirclements and enclosures. 
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¢ Do not attempt to relate 
A(s) with L(s). They are not 
the same. 


j@ 


s-plane 


Sy 54 


(a) (b) 


Figure 8-17 (a) Arbitrarily chosen closed path in the s-plane. (b) Corresponding locus I’, in the 
A(s)-plane. 


case), through the points s» and s3, and then returning to s, after going through all the points 
on the I’, locus, as shown in Fig. 8-17(a). The corresponding I’, locus will start from the 
point A(s;) and go through points A(s2) and A(s3}, corresponding to 5), 52, and $3, 
respectively, and finally return to the starting point, A(s;). The direction of traverse of I’, 
can be either CW or CCW, that is, in the same direction or the opposite direction as that of 
I’;, depending on the function A(s). In Fig. 8-17(b), the direction of I, is arbitrarily 
assigned, for illustration purposes, to be CCW. 

Although the mapping from the s-plane to the A(s)-plane is single-valued, the reverse 
process is not a single-valued mapping. For example, consider the function 


K 


a) = ee eo) 


(8-40) 


which has poles s = 0, —1, and —2 in the s-plane. For each point in the s-plane, there is 
only one corresponding point in the A(s)-plane. However, for each point in the A(s)-plane, 
the function maps into three corresponding points in the s-plane. The simplest way to 
illustrate this is to write Eq. (8-40) as 


s(s + 1)(s +2) - ne = 0 (8-41) 


If A(s) is a real constant, which represents a point on the real axis in the A(s)-plane, the 
third-order equation in Eq. (8-41) gives three roots in the s-plane. The reader should 
recognize the parallel of this situation to the root-locus diagram that essentially represents 
the mapping of A(s) = —1 + j0 onto the loci of roots of the characteristic equation in the s- 
plane, for a given value of K, Thus, the root loci of Eq. (8-40) have three individual 
branches in the s-plane. 

The principle of the argument can be stated: 

Let A(s) be a single-vaiued function that has a finite number of poles in the s-plane. 

Suppose that an arbitrary closed path |, is chosen in the s-plane so that the path does 

not go through any one of the poles or zeros of A(s); the corresponding V , locus mapped 

in the A(s)-plane will encircle the origin as many times as the difference between the 

number of zeros and poles of A(s) that are encircled by the s-plane locus I,,. 
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In equation form, the principle of the argument is stated as 
N=Z-—P (8-42) 


where 
N = number of encirclements of the origin made by the A(s)-plane locus I',. 


Z = number of zeros of A(s) encircled by the s-plane locus I’; in the s-plane. 
P = number of poles of A(s) encircled by the s-plane locus I’, in the s-plane. 


In general, N can be positive (Z > P), zero (Z = P), or negative (Z < P). These three 
situations are described in more detail as follows. 


Il. N>O(Z> P). If the s-plane locus encircles more zeros than poles of A(s) in a 
certain prescribed direction (CW or CCW), N is a positive integer. In this case, the 
A(s)-plane locus [', will encircle the origin of the A(s)-plane N times in the same 
direction as that of I. 


2. N= 0O(Z = P). If the s-plane locus encircles as many poles as zeros, or no poles and 
zeros, of A(s), the A(s)-plane locus I’, will not encircle the origin of the A(s)-plane. 
3. N<0O(Z <P). If the s-plane locus encircles more poles than zeros of A(s) ina 


certain direction, N is a negative integer. In this case, the A(s)-plane locus I’, will 
encircle the origin N times in the opposite direction as that of Is. 


A convenient way of determining N with respect to the origin (or any point) of the A(s)- 
plane is to draw a line from the point in any direction to a point as far as necessary; the number 
of net intersections of this line with the A(s) locus gives the magnitude of N. Fig. 8-18 gives 


jim A A(s)-plane 


N=0 


jim A A(s)-plane 
N=-3 


Figure 8-18 Examples of the 
determination of N in the 
A(s)-plane. 
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several examples of this method of determining N. In these illustrated cases, it is assumed that 
the I’; locus has a CCW sense. 


Critical Point 
For convenience, we shall designate the origin of the A(s)-plane as the critical point from 
which the value of N is determined. Later, we shall designate other points in the complex- 
function plane as critical points, dependent on the way the Nyquist criterion is applied. 
A rigorous proof of the principle of the argument is not given here. The following 
illustrative example may be considered a heuristic explanation of the principle. 
Let us consider the function A(s) is of the form 


K(s+ 21) 


Oe (eae a) 


{8-43) 


where K is a positive real number. The poles and zeros of A(s) are assumed to be as shown 
in Fig. 8-19(a). The function A(s) can be written as 


A(s) = |A(s)|2A(s) 


K|s + z3| (8-44) 
= ——__ ——— | /is+z)—“4(s+ —Z(s+ 


Fig. 8-19(a) shows an arbitrarily chosen trajectory I’, in the s-plane, with the arbitrary 
point s,; on the path, and [’; does not pass through any of the poles and the zeros of A(s). 
The function A(s) evaluated at s = s, is 


A(s}) = _ K(star) (8-45) 
(s1 + pi)(s+ pa) 
« Zand P refer to only 


the zeros and poles, 
respectively, of A(s) that 
are encircled by I’, 


The term (s} + z,) can be represented graphically by the vector drawn from —z; to 5}. 
Similar vectors can be drawn for (sj + p;) and (s+ p2). Thus, A(s;) is represented by 


jo s-plane jImA A(s)-plane 


(a) 


Figure 8-19 (a) Pole-zero configuration of A(s) in Eq. (8-44) and the s-plane trajectory I. 
(b) A(s)-plane locus "4, which corresponds to the I’, locus of (a) through the mapping of Eq. (8-44). 


8-5-5 Nyquist Path 
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TABLE 8-1 Summary of All Possible Outcomes of the Principle of the Argument 


oo. A(s)-Plane Locus 
Direction of 


N=Z-P Sense of the Number of Encirclements Direction 
Encirclement s-plane Locus of the Origin of Encirclement 
N>0O CW N CW 
CCW N CCW 
N<0 CW N CCW 
CCW N CW 
N=0 CW 0 No encirclement 
CCW 0 No encirclement 


the vectors drawn from the finite poles and zeros of A(s) to the point s,, as shown in 
Fig. 8-19(a). Now, if the point s, is moved along the locus I, in the prescribed CCW 
direction until it returns to the starting point, the angles generated by the vectors drawn 
from the two poles that are not encircled by I’; when s; completes one roundtrip are zero, 
whereas the vector (5; + Z;) drawn from the zero at —z;, which is encircled by I, 
generates a positive angle (CCW) of 27 radians, which means that the corresponding A(s) 
plot must go around the origin 27 radians, or one revolution, in the CCW direction, as 
shown in Fig, 8-19(b). This is why only the poles and zeros of A(s) that are inside the I, 
trajectory in the s-plane will contribute to the value of N of Eq. (8-42). Because the poles 
of A(s) contribute to a negative phase, and zeros contribute to a positive phase, the value 
of N depends only on the difference between Z and P. For the case illustrated in Fig. 8-19 
(a), Z=1 and P= 0. 
Thus, 


N=Z-—-P=1 (8-46) 


which means that the A(s)-plane locus I‘, should encircle the origin once in the same 
direction as that of the s-plane locus I’. It should be kept in mind that Z and P refer only to 
the zeros and poles, respectively, of A(s) that are encircled by I’; and not the total number of 
zeros and poles of A(s). 

In general, the net angle traversed by the A(s)-plane locus, as the s-plane locus is 
traversed once in any direction, is equal to 


2n(Z—P)=2xN radians (8-47) 


This equation implies that if there are N more zeros than poles of A(s), which are encircled 
by the s-plane locus Is, in a prescribed direction, the A(s)-plane locus will encircle the 
origin N times in the same direction as that of .,. Conversely, if N more poles than zeros are 
encircled by I’, in a given direction, N in Eq. (8-47) will be negative, and the A(s)-plane 
locus must encircle the origin N times in the opposite direction to that of Ts. 


A summary of all the possible outcomes of the principle of the argument is given in 
Table 8.1. 


Years ago when Nyquist was faced with solving the stability problem, which involves 
determining if the function A(s) = 1+ L(s) has zeros in the right-half s-plane, he 
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° The Nyquist path is 
defined to encircle the entire 
right-half s-plane. 


ja s-plane 


Figure 8-20 Nyquist path. 


apparently discovered that the principle of the argument could be applied to solve the 
stability problem if the s-plane locus I’, is taken to be one that encircles the entire right 
half of the s-plane. Of course, as an alternative, I’, can be chosen to encircle the entire 
left-half s-plane, as the solution is a relative one. Fig. 8-20 illustrates a [’; locus with a 
CCW sense that encircles the entire right half of the s-plane. This path is chosen to be the 
s-plane trajectory I’, for the Nyquist criterion, since in mathematics, CCW is tradition- 
ally defined to be the positive sense. The path I’, shown in Fig. 8-20 is defined to be the 
Nyquist path. Because the Nyquist path must not pass through any poles and zeros of 
A(s), the small semicircles shown along the jw-axis in Fig. 8-20 are used to indicate that 
the path should go around these poles and zeros if they fall on the jw-axis. It is apparent 
that, if any pole or zero of A(s) lies inside the right-half s-plane, it will be encircled by 
the Nyquist path T;. 


8-5-6 Nyquist Criterion and the L(s) or the G(s)A(s) Plot 


The Nyquist criterion is a direct application of the principle of the argument when the 
s-plane locus is the Nyquist path of Fig. 8-20. In principle, once the Nyquist path is specified, 
the stability ofa closed-loop system can be determined by plotting the A(s) = 1 + L(s) locus 
when s takes on values along the Nyquist path and investigating the behavior of the A(s) plot 
with respect to the critical point, which in this case is the origin of the A(s)-plane. 

Because the function L(s) is generally known, 

it would be simpler to construct the L(s) plot that corresponds to the Nyquist path, and the 

same conclusion on the stability of the closed-loop system can be obtained by observing 

the behavior of the L(s) plot with respect to the (—I, j0) point in the L(s)-plane. 
This 1s because the origin of the A(s) = 1 + L(s) plane corresponds to the (—1, j0) pointin 
the £(s)-plane. Thus the (—1, j0)} point in the Z(s)-plane becomes the critical point for the 
determination of closed-loop stability. 

For single-loop systems, L(s) = G(s)H(s), the previous development leads to the 
determination of the closed-loop stability by investigating the behavior of the G(s)H(s) plot 
with respect to the (—1, j0) point of the G(s)A(s)-plane. Thus, the Nyquist stability 
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Criterion is another example of using the loop transfer function properties to find the 
behavior of closed-loop systems. 

Thus, given a control system that has the characteristic equation given by equating 
the numerator polynomial of 1 + L(s) to zero, where L(s) is the loop transfer function, 
the application of the Nyquist criterion to the stability problem involves the following 
steps. 


1. The Nyquist path I’; is defined in the s-plane, as shown in Fig. 8-20. 


2. The L(s) plot corresponding to the Nyquist path is constructed in the L(s)-plane. 


3. The value of N, the number of encirclement of the (—1, j0) point made by the L(s) 
plot, is observed. 


4. The Nyquist criterion follows from Eq. (8-42), 


N=Z-P (8-48) 


= 
| 


= number of encirclements of the (—1, jO) point made by the L(s) plot. 


Z = number of zeros of 1 + L(s) that are inside the Nyquist path, that is, the right- 
half s-plane. 


P = number of poles of 1+ L(s) that are inside the Nyquist path, that is, the 
right-half s-plane. Notice that the poles of 1 + L{s) are the same as that of 
L{s). 


The stability requirements for the two types of stability defined earlier are interpreted 
in terms of Z and P. 

For closed-loop stability, Z must equal zero. 

For open-loop stability, P must equal zero. 
Thus, the condition of stability according to the Nyquist criterion is stated as 


N=-P (8-49) 


That 1s, 
for a closed-loop system to be stable, the L(s) plot must encircle the (—1, JO) point as 
many times as the number of poles of L(s) that are in the right-half s-plane, and the 


encirclement, if any, must be made in the clockwise direction (if I’, is defined in the 
CCW sense). 


~- 8-6 NYQUIST CRITERION FOR SYSTEMS WITH MINIMUM-PHASE TRANSFER FUNCTIONS 


We shall first apply the Nyquist criterion to systems with Z(s) that are minimum-phase 
transfer functions. The properties of the minimum-phase transfer functions are described 
in Chapter 2 and are summarized as follows: 


1. A minimum-phase transfer function does not have poles or zeros in the right-half 
s-plane or on the ja-axis, excluding the origin. 


2. Fora minimum-phase transfer function Z(s) with m zeros and nv poles, excluding 


the poles at s = 0, when s = jw and as w varies from co to 0, the total phase 
variation of L( jw) is (n — m)x/2 radians. 
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« A minimum-phase 
transfer function does not 
have poles or zeros in the 
tight-half s-plane or on the 
j@-axis, except at s = 0. 


* For L(s) that is minimum- 
phase type, Nyquist 
criterion can be checked 
by plotting the segment of 
LGjw) from @ = oo to 0. 


3. The value of a minimum-phase transfer function cannot become zero or infinity at 
any finite nonzero frequency. 


4. A nonminimum-phase transfer function will always have a more positive phase 
shift as w varies from oo to 0. Or, equally true, it will always have a more negative 
phase shift as w varies from 0 to oo. 


Because a majority of the loop transfer functions encountered in the real world satisfy 
condition 1 and are of the minimum-phase type, it would be prudent to investigate the 
application of the Nyquist criterion to this class of systems. As if turns out, this is quite 
simple. 

Because a minimum-phase Z{s) does not have any poles or zeros in the right-half s- 
plane or on the jw-axis (except at s = 0) P = 0, and the poles of A(s) = 1 + L(s) also have 
the same properties. Thus, the Nyquist criterion for a system with L(s) being a minimum- 
phase transfer function is simplified to 


N=0 (8-50) 


Thus, the Nyquist criterion can be stated: 

For a closed-loop system with loop transfer function L(s) that is of minimum-phase 

type, the system is closed-loop stable if the plot of L({s) that corresponds to the 

Nyquist path does not encircle the critical point (—I, j0) in the L(s)-plane. 

Furthermore, if the system is unstable, Z 0; N in Eq. (8-50) would be a positive 
integer, which means that the critical point (—1, j0) is enclosed WN times (correspond- 
ing to the direction of the Nyquist path defined here). Thus, the Nyquist criterion of 
stability for systems with minimum-phase loop transfer functions can be further 
simplified: 

For a closed-loop system with loop transfer function L(s) that is of minimum-phase 

type, the system is closed-loop stable if the L(s) plot that corresponds to the Nyquist 

path does not enclose the (—1, j0) point. If the (—1, j0) point is enclosed by the 

Nyquist plot, the system is unstable. 
Because the region that is enclosed by a trajectory is defined as the region that lies to the left 
when the trajectory is traversed in the prescribed direction, the Nyquist criterion can be 
checked simply by plotting the segment of L( jw) from wm = o& to OQ, or, points on the 
positive jw-axis. This simplifies the procedure considerably, since the plot can be made 
easily on a computer. The only drawback to this method is that the Nyquist plot that 
corresponds to the jw-axis tells only whether the critical point is enclosed or not and, if it is, 
not how many times. Thus, if the system is found to be unstable, the enclosure property 
does not give information on how many roots of the characteristic equation are in the right- 
half s-plane. However, in practice, this information is not vital, From this point on, we shall 
define the L( jw) plot that corresponds to the positive j@-axis of the s-plane as the Nyquist 
plot of L(s). 


8-6-1 Application of the Nyquist Criterion to Minimum-Phase Tranfer Functions 
That Are Not Strictly Proper 


Just as in the case of the root locus, it is often necessary in design to create an 
equivalent loop transfer function L,,(s) so that a variable parameter K will appear as a 
multiplying factor in L,,(s); that is, L(s) = KLeg(s). Because the equivalent loop 
transfer function does not correspond to any physical entity, it may not have more 
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poles than zeros, and the transfer function is not strictly proper, as defined in 
Chapter 2. In principle, there is no difficulty in constructing the Nyquist plot of a 
transfer function that is not strictly proper, and the Nyquist criterion can be applied for 
stability studies without any complications. However, some computer programs may 
not be prepared for handling improper transfer functions, and it may be necessary to 
reformulate the equation for compatibility with the computer program. To examine 
this case, consider that the characteristic equation of a system with a variable 
parameter K is conditioned to 


I -|- KLeg(s) = 0 (8-51) 
If L..(s) does not have more poles than zeros, we can rewrite Eq. (8-51) as 


1 
l+—— = 0 (8-52 
KLeq(s) 


by dividing both sides of the equation by KL,,(s). Now we can plot the Nyquist plot of 
1/L,,{s), and the critical point is still (—1, j0) for K >0, The variable parameter on 
the Nyquist plot is now 1/K. Thus, with this minor adjustment, the Nyquist criterion can 
still be applied. 

The Nyquist criterion presented here is cumbersome when the loop transfer function is 
of the nonminimum-phase type, for example, when L(s) has poles or/and zeros 1n the right- 
half s-plane. A generalized Nyquist criterion that will take care of transfer functions of all 
types is presented in Appendix F. 


» 8-7 RELATION BETWEEN THE ROOT LOC! AND THE NYQUIST PLOT 


Because both the root locus analysis and the Nyquist criterion deal with the location of the 
roots of the characteristic equation of a linear SISO system, the two analyses are closely 
related. Exploring the relationship between the two methods will enhance the under- 
standing of both methods. Given the characteristic equation 


1+ L{(s) =1+ KG,(s)Aj(s) =0 (8-53) 


the Nyquist plot of L(s) in the L(s)-plane is the mapping of the Nyquist path in the s-plane. 
Because the root loci of Eq. (8-53) must satisfy the conditions 


(KG (s)Ay(s) = (2j+))x K>0 (8-54) 
/KG,(s)Hi(s) =2jx K <0 (8-55) 


for j = 0, +1, +2, ..., the root loci simply represent a mapping of the real axis of the 
L{s)-plane or the G(s)H(s)-plane onto the s-plane. In fact, for the RL K > 0, the mapping 
points are on the negative real axis of the Z(s)-plane, and, for the RL K < 0, the mapping 
points are on the positive real axis of the Z(s)-plane. It was pointed out earlier that the 
mapping from the s-plane to the function plane for a rational function is single valued, but 
the reverse process is multivalued. As a simple illustration, the Nyquist plot of a type-1 
third-order transfer function G(s)H(s) that corresponds to points on the jw-axis of the 
s-plane is shown in Fig. 8-21. The root loci for the same system are shown in Fig. 8-22 as a 
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jim GH 


G(s)H(s)-plane 


IO 


Mapping from s to GH-plane 


Figure 8-21 Polar plot of G(s)H(s) = K/[s(s + a)(s + b)] interpreted as a mapping of the 
jw-axis of the s-plane onto the G(s)H(s)-plane. 


5-plane 


G(s)H(s)-plane 


-] 
/GH =(2j+1)x a 


Figure 8-22 Root-locus diagram of G(s)H(s) = K/|s(s + a)({s + 5)] interpreted as a mapping 
of the real axis of the G(s)H(s)-plane onto the s-plane. 


mapping of the real axis of the G(s)H(s)-plane onto the s-plane. Note that, in this case, each 
point of the G(s)H(s)-plane corresponds to three points in the s-plane. The (—1, j0) point of 
the G(s)H(s)-plane corresponds to the two points where the root loci intersect the jw-axis 
and a point on the real axis. 

The Nyquist plot and the root loci each represent the mapping of only a very limited 
portion of one domain to the other. In general, it would be useful to consider the mapping of 
points other than those on the jw-axis of the s-plane and on the real axis of the G(s)A(s)- 
plane. For instance, we may use the mapping of the constant-damping-ratio lines in the 
s-plane onto the G(s)H(s)-plane for the purpose of determining relative stability of the 
closed-loop system. Fig. 8-23 illustrates the G(s)H(s) plots that correspond to different 
constant-damping-ratio lines in the s-plane, As shown by curve (3) in Fig. 8-23, when the 
G(s)H(s) curve passes through the (—1, j0) point, it means that Eq. (8-52) is satisfied, and 
the corresponding trajectory in the s-plane passes through the root of the characteristic 
equation. Similarly, we can construct the root loci that correspond to the straight lines 
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jim GH 


G(s)fi(s)-plane $-plane 


A root of the 
characteristic equation 


Figure 8-23 G(s)Ai(s) plots that correspond to constant-damping-ratio lines in the s-plane. 


rotated at various angles from the real axis in the G(s)H(s)-plane, as shown in Fig. 8-24. 
Notice that these root loci now satisfy the condition of 


/KG\(s)H\(s) = (2j)+1)x-@ K>0 (8-56) 
Or the root loci of Fig. 8-24 must satisfy the equation 
1+ G(s)H(s)e”” = 0 (8-57) 


for the various values of @ indicated. 


jim GH 


G(s)A(s)-plane 


Figure 8-24 Root loci that correspond to different phase-angle loci in the G(s)H(s)-plane. 
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8-8 ILLUSTRATIVE EXAMPLES: NYQUIST CRITERION FOR MINIMUM-PHASE 
TRANSFER FUNCTIONS 


> EXAMPLE 8-8-1 


The following examples serve to illustrate the application of the Nyquist criterion to 
systems with minimum-phase loop transfer functions. All examples in this chapter may 
also be solved using the ACSYS (see Chapter 9) or MATLAB Toolboxes incorporated in 
this chapter. 


Consider that a single-loop feedback control system has the loop transfer function 


K 

ES OG) s(s+2)(s + 10) 
which is of minimum-phase type. The stability of the closed-loop system can be conducted by 
investigating whether the Nyquist plot of L( jw) /K for w = cc to 0 encloses the (—1, j0) point. The 
Nyquist plot of L(jw)/K may be plotted using freqtool. Fig. 8-25 shows the Nyquist plot of L(jw)/K 
for w = 00 ta 0, However, because we are interested only in whether the critical point is enclosed, in 
general, it is not necessary to produce an accurate Nyquist piot. Because the area that is enclosed by 
the Nyquist plot is to the left of the curve, traversed in the direction that corresponds to w = oo to0 on 
the Nyquist path, all that is necessary to determine stability is to find the point or points at which the 
Nyquist plot crosses the real axis in the L{jw)/K-plane. In many cases, information on the 
intersection on the real axis and the properties of Lijw)/K at w= oo and w =0 would allow 
the sketching of the Nyquist plot without actual plotting. We can use the following steps to obtain a 
sketch of the Nyquist plot of L(jw)/K. 


(8-58) 


1. Substitute s = jw in L(s). 
Setting s = jw in Eq. (8-58), we get 


L{ jw) /K = (8-59) 


I 
jot jo + 2)( jw + 10) 


2. Substituting w = 0 in the last equation, we get the zero-frequency property of L( jw), 


L{ j0)/K = oc/ — 90° (8-60) 
jImez 
£{ jo)-plane 
don j@)-p 
-0.004 167K 


Figure 8-25 Nyquist plot of 
L(s) /K = s(s + 2)(s + 10) for 


w=ootow— 0. 
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Toolbox 8-8-1 

MATLAB statements for Fig. 8-25 
w=0.1:0.1:1000; 

num = [1]; 

den = conv(conv({[110],[1,2]),£10]); 
[re,im,w] =nyquist(num,den,w); 
plot(re,im); 

axis¢([{-0.190.012 -0.60.01]) 

grid 


3. Substituting @ = oo in Eq. (8-59), the property of the Nyquist plot at infinite frequency is 
established. 


L( joo) /K = 04 — 270° (8-61) 


Apparently, these results are verified by the plot shown in Fig. 8-25. 


4, To find the intersect(s) of the Nyquist plot with the real axis, if any, we rationalize L( jw) /K 
by multiplying the numerator and the denominator of the equation by the complex 
conjugate of the denominator. Thus, Eq. (8-59) becomes 


[—12u* — jeo(20 — w*)| 
[-12e? + jo(20 — w*)\[-12@% — jw{20 — w*)| 


_ [-12e — j(20 - @)| 
~ @[144e? + (20 — w)] 


L{jo)/K = 
(8-62) 


5. To find the possible intersects on the real axis, we set the imaginary part of L( jw) /K to zero. 
The result is 


— (20 — w 
Im[L(jo)/K] = Ti em =0 (8-63) 


The solutions of the last equation are @ = oo, which is known to be a solution at L(jw)/K = 0, 
and 


w= +/20 rad/sec (8-64) 


Because w is positive, the correct answer is w = /20 rad/sec. Substituting this frequency into 
Eq. (8-62), we have the intersect on the real axis of the L( jw)-plane at 


L( iv2) /K=- 2 _ 6.004167 (8-65) 


The last five steps should lead to an adequate sketch of the Nyquist plot of L(jw)/K short of 
plotting it. Thus, we see that, if K is less than 240, the intersect of the L( jw) locus on the real axis 
would be to the right of the critical point (—1, j0); the latter is not enclosed, and the system is 
stable. If K = 240, the Nyquist plot of L( jw) would intersect the real axis at the —I point, and the 
system would be marginally stable. In this case, the characteristic equation would have two roots 
on the jw-axis in the s-plane at s = +j/20. If the gain is increased to a value beyond 240, the 
intersect would be to the left of the —1 point on the real axis, and the system would be unstable. 
When K is negative, we can use the (+1, j0) point in the L( jw)-plane as the critical point. Fig. 8-25 
shows that, under this condition, the +1 point on the real axis would be enclosed for all negative 
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$-plane 


Kynz= 9.00 
Kax = 300.00 


K 


Figure 8-26 RL of L{s) = 3(5 + 2)(s + 10) 


values of K, and the system would always be unstable. Thus, the Nyquist criterion leads to the 
conclusion that the system is stable in the range of 0 < K < 240, Note that application of the Routh- 
Hurwitz stability criterton leads to this same result. 

Fig, 8-26 shows the root loci of the characteristic equation of the system described by the loop 
transfer function in Eq. (8-58), The correlation between the Nyquist criterion and the root loci is 
easily observed. 


Toolbox 8-8-2 
MATLAB statements for Fig. 8-26 
den=conv([120],[110]); 


mysys=tf(.0001,den); 
rlocus(mysys); 
title( ‘Root loci of the system’); 


> EXAMPLE 8-8-2 Consider the characteristic equation 


Ks? + (2K + 1)s? + (2K +5)s+1=0 (8-66) 
Dividing both sides of the last equation by the terms that do not contain K, we have 
Ks(s? + 2s + 2) 
KL = 14+—+-___—- = 0 : 
EES) 7 aot s*+5s+1 oe 
Thus, 
s(s? +25+2 
Leg{s) = ( (8-68) 


se +541 


8-8 illustrative Examples: Nyquist Criterion for Minimum-Phase Transfer Functions < 443 


which is an improper function. We can obtain the information to manually sketch the Nyquist plot of 
L«fS) to determine the stability of the system. Setting s = jw in Eq. (8-68), we get 


Leq( jo) @[-2u + j(2 - o*) | 


: 8-69 
K (1 — w) + 5jw om) 

From the last equation, we obtain the two end points of the Nyquist plot: 
Leg( 0) =0290° and = Lyg{ joo) = 00 90° (8-70) 


Rationalizing Eq. (8-69) by multiplying its numerator and denominator by the complex conjugate of 
the denominator, we get 


Leg{ jo) _ w*[5(2 — @”) — 2(1 — o)] + jo[10w* + (2 - w”) (1 - w*)] 
K (1 — w2)? +250? 
To find the possible intersects of the Leg{ jw)/K plot on the real axis, we set the imaginary part of 
Eq. (8-71) to zero. We get w = 0 and 
wo + Tw +2=0 (8-72) 


(8-71) 


Toolbox 8-8-3 
MATLAB Statements for Fig. 8-27 


w=0.1:0.1:1000; 
num={1 220]; 


den=[151]; 

[re,im,w] =nyquist(num,den,w); 
plot (re,im); 

axis([-21-15]); 

grid 


We can show that all the four roots of Eq. (8-72) are imaginary, which indicates that the 
Leg{ jw) /K locus intersects the real axis only at # = 0. Using the information given by Eq. 
(8-70) and the fact that there are no other intersections on the real axis than at w = 0, the 
Nyquist plot of Leg{ jw)/K is sketched as shown in Fig. 8-27. Notice that this plot is 
sketched without any detailed data computed on Le,( jw)/K and, in fact, could be grossly 
inaccurate. However, the sketch is adequate to determine the stability of the system. 


L(jo)-plane 


Area enclosed 


: ; L 
Figure 8-27 Nyquist plot of =) = 


s(s* + 28 +- 2) 


forw =o tow=—O0. 
si +5s+ 1 
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Figure 8-28 Nyquist plot of K/Leg( jw) 
Leg(s) _ s{s” +25 +2) 
Ks? +5541 

w= 0. 


for for w = oto 


0 --@ 


jo 


5-plane 


Figure 8-29 RL of 
Ks(s* +2s+2 
Se a! 


Because the Nyquist plot in Fig. 8-27 does not enclose the (—1, j0) point as w varies from 
co to 0, the system is stable for all finite positive values of K. 

Fig. 8-28 shows the Nyquist plot of Eq. (8-66), based on the poles and zeros of L,,(s)/ 
K in Eq. (8-68). Notice that the RL stays in the left-half s-plane for all positive values of K, 
and the results confirm the Nyquist criterion results on system stability. 


K — (1-o*) + 5jo 


leq J) [20 + Jo - o)] ued 


for @ = 060 to 0. The plot again does not enclose the (— 1, jO) paint, and the system is again 
stable for all positive values of K by interpreting the Nyquist plot of K/Leg{ jo). 

Fig. 8-29 shows the RL of Eq. (8-67) for K > 0, using the pole—zero configuration of 
Leq(s) of Eq. (8-68). Because the RL stays in the left-half s-plane for all positive values of 
K, the system is stable for 0 < K < 00, which agrees with the conclusion obtained with the 
Nyquist criterion. 


> 8-9 EFFECTS OF ADDING POLES AND ZEROS TO L(s) ON THE SHAPE 
OF THE NYQUIST PLOT 


Because the performance of a control system is often affected by adding and moving poles 
and zeros of the loop transfer function, it is important to investigate how the Nyquist plot is 
affected when poles and zeros are added to L(s). 
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P= 0, P =0, ,, = 0° for stability. 
(Refer to Appendix F.) 
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Figure 8-30 Nyquist plot of 
Lis\)= 


Closed-loop unstable 


Closed-loop stable Closed-loop stable 


(14+ Tys) 


Let us begin with a first-order transfer function 


L(s) = (8-74) 


14+7\5 
where 7) is a positive real constant, The Nyquist plot of L{ jw) for O< @< oo is a 


semicircle, as shown in Fig. 8-30. The figure also shows the interpretation of the closed- 
loop stability with respect to the critical point for all values of K between —oo and oo. 


Addition of Poles at s = 0 
Consider that a pole at s = 0 is added to the transfer function of Eq. (8-74); then 


L{s) = : is (8-75) 


(1 + 7)5) 


Because adding a pole at s = 0 is equivalent to dividing L(s) by ja, the phase of L{ ja) is 
reduced by 90° at both zero and infinite frequencies. In addition, the magnitude of L{ jw) at 
w = 0 becomes infinite. Fig. 8-31 illustrates the Nyquist plot of L( ja) in Eq. (8-75) and the 
closed-loop stability interpretations with respect to the critical points for —co < K < oo. In 
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(Refer to Appendix F.) 
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general, adding a pole of multiplicity p at s = 0 to the transfer function of Eq. (8-74) will 
give the following properties to the Nyquist plot of L( ja): 


Jim AL{ jw) = —{ p + 1)90° (8-76) 
lim, iL( jw) = —p x 90° (8-77) 

Jim |LGo)| = 0 (8-78) 
lim |L(jw)| = 0c (8-79) 
w—rl} 


The following example illustrates the effects of adding multiple-order poles to L(s). 


EXAMPLE 8-9-1 Fig. 8-32 shows the Nyquist plot of 


K 
L(s) = =~ 8-80 
(s) s#(I + 7{s) 
and the critical points, with stability interpretations. Fig. 8-33 illustrates the same for 
K 
L(s} = =~ 8-81 
(s) s3(I + Ts) a 


* Adding poles at s = 0 toa The conclusion from these illustrations is that the addition of poles at s = 0 to a loop transfer 
loop transfer function will function will affect the stability of the closed-loop system adversely. A system that has a loop 


reduce stability of the transfer function with more than one pole at s = 0 (type 2 or higher) is likely to be unstable or 
closed-loop system. difficult to stabilize. 
jimL 
L(jo)-plane 
P= 2,P=0 
@;, = —180° for stability 


(Refer to Appendix F.} 


Enclosed Critical point Critical point 
aes o>K>0 K<0 
(enclosed) (enclosed) 
Closed-loop unstable Closed-loop unstable 
K 


Figure 8-32 Nyquist plot of L(s) = FL 4 Ts) 


Addition of Finite Nonzero Poles 
When a pole at s = —1/T(T > 0) is added to the function L(s) of Eq. (8-74), we have 


K 


US) (1 + 7,s)(1 + Tos) 


(8-82) 
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L( ja@)-plane 


P j= 3, P=0 
@, , = ~270° for stability 
(Refer to Appendix F.) 


Critical point 
x>K>D 
(enclosed) 

Closed-loop unstable 


Critical point : : 
. ey —" Figure 8-33 Nyquist plot of 


(enclosed) Ls) 2) 


Closed-loop unstable s (1 + Tis) 


The Nyquist plot of LUj@) at w = 0 is not affected by the addition of the pole, since 
jim L(jo) =K (8-83) 
The value of L( jw) at w = 00 Is 
Jim L(jo) = jim ae = 0/ —180° (8-84) 
Thus, the effect of adding a pole at s = —1/T> to the transfer function of Eq. (8-75) is 


to shift the phase of the Nyquist plot by —90° at @ = oo, as shown in Fig, 8-34. The figure 
also shows the Nyquist plot of 


K 
(1+7,s)Q + Tos)(1 + T35} 


¢ Adding nonzero poles to Where two nonzero poles have been added to the transfer function of Eq. (8-74) 

the loop transfer function (7), T2, T3, >0). In this case, the Nyquist plot at @ = co is rotated clockwise by another 

also reduces stability of the 90° from that of Eq. (8-82). These examples show the adverse effects on closed-loop 

closed-loop system. stability when poles are added to the loop transfer function. The closed-loop systems with 
the loop transfer functions of Eqs. (8-74) and (8-82) are all stable as long as K is positive, 
The system represented by Eq. (8-85) is unstable if the intersect of the Nyquist plot on the 
negative real axis is to the left of the (—1, j0} point when K is positive. 


L(s) = (8-85) 


jimk 


L( j@)-plane 


Figure 8-34 Nyquist plots. Curve (1): 


L(s} = (+s) + Tes) Curve 2): 


+ T2s}(1 + 735). 


LG et), 
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Toolbox 8-9-1 
MATLAB statements for Fig, 8-34 


w=0:0.01:100; 
num= [1]; 


den = conv({11],[11]) 
[re,im,w] =nyquist(num,den,w); 
plot(re,im, ‘b’); 


hold on 


den = conv(conv([11],[11]),[11]) 
[re,im,w] =nyquist(¢(num,den,w); 
plot (re,im, ‘r’); 


axis¢[-12-11]) 
grid 


Addition of Zeros 

It was demonstrated in Chapter 5 that adding zeros to the loop transfer function has the effect of 
reducing the overshoot and the general effect of stabilization. In terms of the Nyquist criterion, 
this stabilization effect is easily demonstrated, since the multiplication of the term (1 + 75} to 
the loop transfer function increases the phase of L(s) by 90° at @ = cc. The following example 
illustrates the effect on stability of adding a zero at —1/7, to a loop transfer function. 


EXAMPLE 8-9-2 Consider that the loop transfer function of a closed-loop control system is 
K 


L(s) = ——————_— > + 8-86 
(s) s(1 + Tys)(1 + T2s) ce s0) 
It can be shown that the closed-loop system is stable for 
7, + To 
<K< ——— 8-8 
O<K< TT (8-87) 
Suppose that a zero at s = —1/Ty(Tg > 0) is added to the transfer function of Eq. (8-86); then, 
T, 
* Adding zeros to the loop Es) = BS) (8-83) 


transfer function has the s(1 + Tis)(1 + Tas) 
effect of stabilizing the The Nyquist plots of the two transfer functions of Eqs. (8-86) and (8-88) are shown in Fig. 8-35. The 
closed-loop system. effect of the zero in Eq. (8-88) is to add 90° to the phase of the L( je») in Eq. (8-86) at « = co while not 


jimZL 4 


L{ j(a)-plane 


Figure 8-35 Nyquist plots. Curve (1): 


— KU+Tas) 
Ms) =r, Hsia ee 
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affecting the value at w = 0. The intersect on the negative real axis of the L(_ jw)-plane is moved from 
—KT\T2/(T, +72) to —K(T|T2 — TyT, — TgT)/(T; + Tz). Thus, the system with the loop transfer 
function in Eq. (8-88) is stable for 

+7, 

0<K< — 
TT — Ta{T| + T2) 


which, for positive T, and K, has a higher upper bound than that of Eq. (8-87). 


(8-89) 


& 8-10 RELATIVE STABILITY: GAIN MARGIN AND PHASE MARGIN 


We have demonstrated in Sections 8-2 through 8-4 the general relationship between the 
resonance peak M, of the frequency response and the maximum overshoot of the time 
response. Comparisons and correlations between frequency-domain and time-domain 
parameters such as these are useful in the prediction of the performance of control 
systems. In general, we are interested not only in the absolute stability of a system but also 
how stable it is. The latter is often called relative stability. In the time domain, relative 
stability is measured by parameters such as the maximum overshoot and the damping ratio. 
In the frequency domain, the resonance peak M, can be used to indicate relative stability. 
Another way of measuring relative stability in the frequency domain is by how close the 
Nyquist plot of L(jw) is to the (—1, j0) point. 


* Relative stability is used 
to indicate how stable a 
system Is. 


Toolbox 8-10-1 
MATLAB statements for Fig. 8-35 


w=0:0.01:100; 

num = [1]; 

den = conv(conv({[11],[(11]),[10]) 
[re,im,w] =nyquist(num,den,w); 
plot(re,im,‘b’); 

hold on 


num = [11]; 

den = conv(conv({[11],{11]),{10]) 
{[re,im,w] =nyquist(num,den,w); 
plot(re,im, ‘r’); 


axis([-2 2 -11]) 
grid 
hold on 


den = conv(conv([{1i1],[11]),[11]) 
[re,im,w] = nyquist(num,den,w); 
plot(re,im, ‘r’); 


axis([-1 2-11]) 
erid 


To demonstrate the concept of relative stability in the frequency domain, the Nyquist 
plots and the corresponding step responses and frequency responses of a typical third-order 
system are shown in Fig. 8-36 for four different values of loop gain K. It is assumed that the 
function L( jw) is of minimum-phase type, so that the enclosure of the (—1, j0} point is 
sufficient for stability analysis. The four cases are evaluated as follows. 
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~270° 
o( ja) 
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jImL 
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jimk 
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P( j@) 
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jImL 
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Figure 8-36 Correlation 
among Nyquist plots, step 
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y(t) IM ja) 
@ 
responses, and frequency 


1. Fig. 8-36(a); the loop gain K is low: The Nyquist plot of L( jw) intersects the 
negative real axis at a point that is quite far to the right of the (—1, j0) point. 


The corresponding step response is quite well damped, and the value of M, of 
the frequency response is low. 


* M, ceuses to have any 
meaning when the closed- 
loop system is unstable. 


8-10-1 Gain Margin (GM) 
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2. Fig. 8-36(b); K is increased: The intersect is moved closer to the (—1, jQ) point; 


the system is still stable, because the critical point is not enclosed, but the step 
response has a larger maximum overshoot, and M, is also larger. 


Fig. 8-36(c); K is increased further: The Nyquist plot now passes through the 
(—1, j0) point, and the system is marginally stable. The step response becomes 
oscillatory with constant amplitude, and M, becomes infinite. 


Fig. 8-36(d); K is relatively very large: The Nyquist plot now encloses the 
(—1, 70) point, and the system is unstable. The step response becomes unbounded. 
The magnitude curve of |44( jw) |-versus-w ceases to have any significance. In fact, for 
the unstable system, the value of M, is still finite! In all the above analysis, the phase 
curve ¢{ j@) of the closed-loop frequency response also gives qualitative information 
about stability. Notice that the negative slope of the phase curve becomes steeper as 
the relative stability decreases. When the system is unstable, the slope beyond the 
resonant frequency becomes positive. In practice, the phase characteristics of the 
closed-loop system are seldom used for analysis and design purposes. 


Gain Margin (GM) is one of the most frequently used criteria for measuring relative 
stability of control systems. In the frequency domain, gain margin is used to indicate the 
closeness of the intersection of the negative real axis made by the Nyquist plot of L( jw) to 
the (—1, /0) point. Before giving the definition of gain margin, let us first define the phase 
crossover on the Nyquist plot and the phase-crossover frequency. 


¢ The definition of gain 
margin given here is for 
minimum-phase loop 
transfer functions. 


« Gain margin is measured 
at the phase crossover. 


Phase crossover 


Phase Crossover: A phase-crossover on the L( jw) plot is a point at which the plot 
intersects the negative real axis. 
Phase-Crossover Frequency: The phase-crossover frequency  p is the frequency 
at the phase crossover, or where 


{L{jw,) = 180° (8-90) 


The Nyquist plot of a loop transfer function L( ja) that is of minimum-phase type is 
shown in Fig. 8-37. The phase-crossover frequency is denoted as w,, and the magnitude of 


jImL 


L( ja@)-plane 


w= @, 


IL joy) 


Figure 8-37 Definition of the gain margin in 
the polar coordinates. 
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L(jw) at @ = Wy is designated as IL( j@p)|. Then, the gain margin of the closed-loop 
system that has L(s) as its loop transfer function is defined as 


gain margin = GM = 20 logig ee) (8-91) 
P) - 


= —2010g19|Z(jwp)| dB 


On the basis of this definition, we can draw the following conclusions about the gain 
margin of the system shown in Fig. 8-37, depending on the properties of the Nyquist plot. 


1. The L( jw) plot does not intersect the negative real axis (no finite nonzero phase 
crossover). 


|L{jop)| =0 GM =codB (8-92) 


2. The L(jw) plot intersects the negative real axis between (phase crossover lies 
between) O and the —1 point. 


0<|L(jo,)|<1 GM>O0dB (8-93) 
3. The L( jw) plot passes through (phase crossover is at) the (—1, f0) point. 
IL(jop)|=1 GM=0dB (8-94) 
4. The L( jw) plot encloses (phase crossover is to the left of) the (—1, j0) point. 
IL(j@p)|>1 GM<0dB (8-95) 


¢ Gain margin is the amount Based on the foregoing discussions, the physical significance of gain margin can be 
of gain in dB that can be = summarized as: 
added to the loop before the Gain margin is the amount of gain in decibels (dB) that can be added to the loop 


seins system becomes before the closed-loop system becomes unstable. 
unstable. 


e When the Nyquist plot does not intersect the negative real axis at any finite 
nonzero frequency, the gain margin is infinite in dB; this means that, theoreti- 
cally, the value of the loop gain can be increased to infinity before instability 
occurs, 


e When the Nyquist plot of L( jw) passes through the (—1, 0) point, the gain margin 
is 0 dB, which implies that the loop gain can no longer be increased, as the system is 
at the margin of instability. 


* When the phase-crossover is to the left of the (—1, jO) point, the phase margin is 
negative in dB, and the loop gain must be reduced by the gain margin to achieve 
stability. 


Gain Margin of Nonminimum-Phase Systems 

Care must be taken when attempting to extend gain margin as a measure of relative 
stability to systems with nonminimum-phase loop transfer functions. For such 
systems, a system may be stable even when the phase-crossover point is to the left 
of (—1, j0), and thus a negative gain margin may still correspond to a stable system. 
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Nevertheless, the closeness of the phase-crossover to the (—1, jO) point still gives an 
indication of relative stability. 


8-10-2 Phase Margin (PM) 


¢ The definition of phase 
margin given here is for a 
system with a minimum- 


The gain margin is only a one-dimensional representation of the relative stability of a 
closed-loop system. As the name implies, gain margin indicates system stability with 
respect to the variation in loop gain only. In principle, one would believe a system with a 


large gain margin should always be relatively more stable than one with a smaller gain 


margin. Unfortunately, gain margin alone is inadequate to indicate relative stability when 
system parameters other than the loop gatn are subject to variation. For instance, the two 
systems represented by the L( jw) plots in Fig. 8-38 apparently have the same gain margin. 
However, locus A actually corresponds to a more stable system than locus B, because with 
any change in the system parameters that affect the phase of L( jm), locus B may easily be 
altered to enclose the (—1, j0) point. Furthermore, we can show that the system B actually 
has a larger M, than system A. 

To include the effect of phase shift on stability, we introduce the phase margin, which 
requires that we first make the following definitions: 

Gain Crossover: The gain crossover is a point on the L(jw) plot at which the 

magnitude of L( ja) is equal to 1. 

Gain-Crossover Frequency: The gain-crossover frequency, @,, is the frequency of 

L{jw) at the gain crossover. Or where 


[L(joog)| = 1 (8-96) 


The definition of phase margin is stated as: 

Phase margin (PM) is defined as the angle in degrees through which the L(jw) plot 

must be rotated about the origin so that the gain crossover passes through the (—1, 

JO) point. 

Fig. 8-39 shows the Nyquist plot of a typical minimum-phase Z( jw) plot, and the phase 
margin is shown as the angle between the line that passes through the gain crossover and 


phase loop transfer function. the origin. In contrast to the gain margin, which is determined by loop gain, phase margin 


indicates the effect on system stability due to changes in system parameter, which 


jimZz 


L(j@)-plane 


Fiqure 8-38 Nyquist plots showing systems with 
the same gain margin but different degrees of 
relative stability. 
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¢ Phase margin 1s measured 
at the gain crossover. 


« Phase margin is the 
amount of pure phase delay 
that can be added before the 
system becomes unstable. 


EXAMPLE 8-10-1 


jimL 


L( j@)-plane 


Re L 
Phase 
margin 


Figure 8-39 Phase margin 
defined in the L(je)-plane. 


theoretically alter the phase of L( jw) by an equal amount at all frequencies, Phase margin is 
the amount of pure phase delay that can be added to the loop before the closed-loop system 
becomes unstable. 

When the system is of the minimum-phase type, the analytical expression of the phase 
margin, as seen from Fig. 8-39, can be expressed as 


phase margin(PM) = ZL(jwg) — 180° (8-97) 


where wg is the gain-crossover frequency. 

Care should be taken when interpreting the phase margin from the Nyquist plot of a 
nonminimum-phase transfer function, When the loop transfer function is of the non- 
minimum-phase type, the gain crossover can occur in any quadrant of the L( jw)-plane, and 
the definition of phase margin given in Eq. (8-97) is no longer valid. 


As an illustrative example on gain and phase margins, consider that the loop transfer function of a 
control system is 


2500 
L(s) = —————_——~ 
(S) = Sor 5)ts + 50) 
The Nyquist plot of L( jw) is shown in Fig. 8-40. The following results are obtained from the Nyquist 
plot: 
Gain crossover @,g = 6.22 rad/sec 


(8-98) 


Phase crossover @ » = 15.88 rad/sec 


The gain margin is measured at the phase crossover. The magnitude of LGw,,) is 0,182, Thus, the gain 
margin is obtained from Eq. (8-91): 


GM = 20logio i = 14.80dB (8-99) 


Gap) 80.182 


The phase margin is measured at the gain crossover. The phase of L(jw,) is 211.72°. Thus, the phase 
margin is obtained from Eq. (8-97): 


PM = /L( jw,) — 180° = 211.72° — 180° = 31.72° (8-100) 


8-11 Stability Analysis with the Bode Plot 455 


JimL 


L( j@)-plane 


O, = 15.88 rad/sec 


Reb 

Phase margin 
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Figure 8-40 Nyquist plot of L(s) 


Before embarking on the Bode plot technique of stability study, it would be beneficial to summarize 
advantages and disadvantages of the Nyquist plot. 


Advantages of the Nyquist Plot 
1. The Nyquist plot can be used for the study of stability of systems with nonminimum-phase 
transfer functions. 


2. The stability analysis of a closed-loop system can be easily investigated by examining the 


Nyquist plot of the loop transfer function with reference to the (—1, j0) point once the plot 
is made. 


Disadvantage of the Nyquist Plot 
1. It’s not so easy to carry out the design of the controller by referring to the Nyquist plot. 


8-11 STABILITY ANALYSIS WITH THE BODE PLOT 


The Bode plot of a transfer function described in Chapter 2 is a very useful graphical tool 
for the analysis and design of linear control systems in the frequency domain. Before the 
inception of computers, Bode plots were often called the “asymptotic plots,” because the 
magnitude and phase curves can be sketched from their asymptotic properties without 
detailed plotting. Modern applications of the Bode plot for control systems should be 
identified with the following advantages and disadvantages: 


Advantages of the Bode Plot 
1, Inthe absence of a computer, a Bode diagram can be sketched by approximating 
the magnitude and phase with straightline segments. 
2. Gain crossover, phase crossover, gain margin, and phase margin are more easily 
determined on the Bode plot than from the Nyquist plot. 
3. For design purposes, the effects of adding controllers and their parameters are 
more easily visualized on the Bode plot than on the Nyquist plot. 
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° Bode plots are useful only 
for stability studies of 
systems with minimum- 
phase loop transfer 
functions. 


EXAMPLE 8-11-1 
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Figure 8-41 Determination of gain margin and phase margin on the Bode plot. 


Disadvantage of the Bode Plot 
1. Absolute and relative stability of only minimum-phase systems can be determined 
from the Bode plot. For instance, there is no way of telling what the stability 
criterion is on the Bode pilot. 


With reference to the definitions of gain margin and phase margin given in Figs. 8-37 
and 8-39, respectively, the interpretation of these parameters from the Bode diagram is 
illustrated in Fig. 8-41 for a typical minimum-phase loop transfer function. The follow- 
ing observations can be made on system stability with respect to the properties of the 
Bode plot: 


1. The gain margin is positive and the system is stable if the magnitude of L( jw) at 
the phase crossover is negative in dB. That is, the gain margin is measured below 
the 0-dB-axis. If the gain margin 1s measured above the 0-dB-axis, the gain margin 
is negative, and the system is unstable. 


2. The phase margin is positive and the system is stable if the phase of L( jw) is 
greater than —180° at the gain crossover. That is, the phase margin is measured 
above the —180°-axis. If the phase margin is measured below the —180°-axis, the 
phase margin is negative, and the system is unstable. 


Consider the loop transfer function given in Eq. (8-98); the Bode plot of the function is drawn as 
shown in Fig. 8-42, The following results are observed easily from the magnitude and phase plots. 

The gain crossover is the point where the magnitude curve intersects the 0-dB axis. The gain- 
crossover frequency , is 6.22 rad/sec. The phase margin is measured at the gain crossover. The phase 


8-11 Stability Analysis with the Bode Plot ¢ 457 


g qos 
a all 
& 
. {t 
\ 6.22 10 15.88 
@ (rad/sec) 

FE Phase margin TK Phase crossover 
3 31.72° his 
: TTL EN HII 
— 
mo] 
I Pe 

SE ill 


il 10 15.88 100 a 
éo (rad/sec) 
2500 

: 8-4 oie  &\le EN 

Figure 8-42 Bode plot of L(s) s(s + 5){s + 50) 


‘margin is measured from the —180°-axis and is 31.72°. Because the phase margin is measured above 
the —180°-axis, the phase margin is positive, and the system is stable. 

The phase crossover is the point where the phase curve intersects the —180°-axis. The phase- 
crossover frequency is w, = 15.88 rad/sec. The gain margin is measured at the phase crossover and is 
14.8 dB. Because the gain margin is measured below the 0-dB-axis, the gain margin is positive, and 
the system is stable. 


Toolbox 8-11-1 
MATLAB statements for Fig. 8-42 
G = zpk([],[0-1-1],2500) 


margin(G) 


grid 


The reader should compare the Nyquist plot of Fig. 8-40 with the Bode plot of 
Fig. 8-42, and the interpretation of w,, w,, GM, and PM on these plots. < 
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8-11-1 Bode Plots of Systems with Pure Time Delays 


The stability analysis of a closed-loop system with a pure time delay in the loop can be 
conducted easily with the Bode plot. Example 8-11-2 illustrates the standard procedure. 


> EXAMPLE 8-11-2 Consider that the loop transfer function of a closed-loop system is 
i oe 8-101 
(9) = erie +d) nee 


Fig. 8-43 shows the Bode plot of L( jw) with K = 1 and 7, = 0. The following results are obtained: 
Gain-crossover frequency = 0.446 rad/sec 
Phase margin = 53.4° 
Phase-crossover frequency = 1.416 rad/sec 
Gain margin = 15.57 dB 


Thus, the system with the present parameters is stable. 
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Figure 8-43 Bode plot of L(s) = 
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The effect of the pure time delay is to add a phase of —7,;w radians to the phase curve while not 
affecting the magnitude curve. The adverse effect of the time delay on stability is apparent, because 
the negative phase shift caused by the time delay increases rapidly with the increase in w. To find the 
critical value of the time delay for stability, we set 

Tig = 53.4° = 0.932 radians (8-102) 
Solving for 7; from the last equation, we get the critical value of 7,, to be 2.09 seconds. 

Continuing with the example, we set 7,, arbitrarily at 1 second and find the critical value of K for 
stability. Fig. 8-43 shows the Bode plot of L( jw) with this new time delay. With K still equal to I, the 
magnitude curve is unchanged. The phase curve droops with the increase in w, and the following 
results are obtained: 


Phase-crossover frequency = 0.66 rad/sec 
Gain margin = 4.5dB 


Thus, using the definition of gain margin of Eq. (8-91), the critical value of K for stability is 
1943/20 = 1.68. “A, 


-- 8-12 RELATIVE STABILITY RELATED TO THE SLOPE OF THE MAGNITUDE CURVE 


OF THE BODE PLOT 


In addition to GM, PM, and M, as relative stability measures, the slope of the magnitude curve 
of the Bode plot of the loop transfer function at the gain crossover also gives a qualitative 
indication on the relative stability of a closed-loop system. For example, in Fig. 8-42, if the 
loop gain of the system is decreased from the nomial value, the magnitude curve is shifted 
downward, while the phase curve is unchanged. This causes the gain-crossover frequency to 
be lower, and the slope of the magnitude curve at this frequency is less negative; the 
corresponding phase margin is increased. On the other hand, if the loop gain is increased, the 
gain-crossover frequency is increased, and the slope of the magnitude curve is more negative. 
This corresponds to a smaller phase margin, and the system is less stable. The reason behind 
these stability evaluations is quite simple. For a minimum-phase transfer function, the relation 
between its magnitude and phase is unique. Because the negative slope of the magnitude curve 
is a result of having more poles than zeros in the transfer function, the corresponding phase is 
also negative. In general, the steeper the slope of the magnitude curve, the more negative the 
phase. Thus, if the gain crossover is at a point where the slope of the magnitude curve is steep, 
it is likely that the phase margin will be small or negative. 


8-12-1 Conditionally Stable System 


» EXAMPLE 8-12-1 


The illustrative examples given thus far are uncomplicated in the sense that the slopes of 
the magnitude and phase curves are monotonically decreasing as w increases. The 
following example illustrates a conditionally stable system that is capable of going 
through stable/unstable conditions as the loop gain varies. 


Consider that the loop transfer function of a closed-loop system is 
100K(s + 5)(s +40) 
s3(s + 100){s + 200) 


The Bode plot of L{ jw) is shown in Fig. 8-44 for K = 1. The following results on the system stability 
are obtained: 


L{s) = (8-103) 


Gain-crossover frequency = 1 rad/sec 


Phase margin = ~78° 
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Figure 8-44 Bode plot of L(s) = K=1. 


s3(s + 100)(s + 200)’ 


There are two phase crossovers: one at 25.8 rad/sec and the other at 77.7 rad/sec. The phase 
characteristics between these two frequencies indicate that, if the gain crossover lies in this range, the 
system would be stable. From the magnitude curve, the range of K for stable operation is found to be 
between 69 and 85.5 dB. For values of K above and below this range, the phase of L( jw) is less than 
— 180°, and the system is unstable. This example serves as a good example of the relation between 
relative stability and the slope of the magnitude curve at the gain crossover. As observed from Fig. 
8-44, at both very low and very high frequencies, the slope of the magnitude curve is —60 dB/decade; 
if the gain crossover falls in either one of these two regions, the phase margin is negative, and the 
system is unstable. In the two sections of the magnitude curve that have a slope of —40 dB/decade, the 
system is stable only if the gain crossover falls in about half of these regions, but even then the phase 
margin is small. If the gain crossover falls in the region in which the magnitude curve has a slope of 
—20 dB/decade, the system is stable. 

Fig. 8-45 shows the Nyquist plot of L( jw). It is of interest to compare the results on stability 
derived from the Bode plot and the Nyquist plot. The root-locus diagram of the system is shown in 
Fig. 8-46. The root loci give a clear picture on the stability condition of the system with respect to X. 
The number of crossings of the root loci on the ja-axis of the s-plane equals the number of crossings 
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Figure 8-46 Root loci of G(s) = (s+ 100)(s + 200) 
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of the phase curve of L( jw) of the —180° axis of the Bode plot and the number of crossings of the 
Nyquist plot of L( je) with the negative real axis, The reader should check the gain margins obtained 
from the Bode plot and the coordinates of the crossover points on the negative real axis of the Nyquist 
plot with the values of K at the ja-axis crossings on the root loci. 


8-13 STABILITY ANALYSIS WITH THE MAGNITUDE-PHASE PLOT 


The magnitude-phase plot described in Chapter 2 is another form of the frequency- 
domain plot that has certain advantages for analysis and design in the frequency 
domain. The magnitude-phase plot of a transfer function L( jw) is done in {L(jw)|(dB) 
versus /L(jw) (degrees). The magnitude-phase plot of the transfer function in 
Eq. (8-98) is constructed in Fig. 8-47 by use of the data from the Bode plot of 
Fig. 3-42. The gain and phase crossovers and the gain and phase margins are clearly 
indicated on the magnitude-phase plot of L( jaw). 


e The critical point is the intersect of the 0-dB-axis and the —180°-axis. 
« The phase crossover is where the locus intersects the —180°-axis. 
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Figure 8-47 Gain-phase plot of L{s) a s(1 + 0.25)(1 + 0.028) ‘ 
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e The gain crossover is where the locus intersects the 0-dB-axis. 


e The gain margin is the vertical distance in dB measured from the phase crossover to 
the critical point. 


e The phase margin is the horizontal distance measured in degrees from the gain 
crossover to the critical point. 


The regions in which the gain and phase crossovers should be located for stability are 
also indicated. Because the vertical axis for |L(jw)| is in dB, when the loop gain of L( jw) 
changes, the locus is simply shifted up and down along the vertical axis. Similarly, when a 
constant phase is added to L{ jw), the locus is shifted horizontally without distortion to the 
curve. If L( jw) contains a pure time delay 7, the effect of the time delay is to add a phase 
equal to —wTy x 180°/m along the curve. 

Another advantage of using the magnitude-phase plot is that, for unity-feedback 
systems, closed-loop system parameters such as M,, w,, and BW can all be determined 
from the plot with the help of the constant-M loci. These closed-loop performance 
parameters are not represented on the Bode plot of the forward-path transfer function 
of a unity-feedback system. 


'» 8-14 CONSTANT-M LOCI] IN THE MAGNITUDE-PHASE PLANE: THE NICHOLS CHART 


It was pointed out earlier that, analytically, the resonant peak M, and bandwidth BW are 
difficult to obtain for high-order systems, and the Bode plot provides information on the 
closed-loop system only in the form of gain margin and phase margin. It is necessary to 
develop a graphical method for the determination of M,, w,, and BW using the forward- 
path transfer function G( jw), As we shall see in the following development, the method is 
directly applicable only to unity-feedback systems, although with some modification it can 
also be applied to nonunity-feedback systems. 

Consider that G(s) is the forward-path transfer function of a unity-feedback system. 
The closed-loop transfer function is 


G(s) 
M(s) = ————~ 8-104 
(s) 1+ G(s) ( ) 
For sinusoidal steady state, we replace s with jw; G(s) becomes 
G(j@) = ReG(jo) + jimGjo) (8-105) 


=x+ jy 


where, for simplicity, x denotes ReG( jw) and y denotes ImG(jw). The magnitude of the 
closed-loop transfer function is written 


iM(jo)| = | Cue a VE 


; 8-106 


For simplicity of notation, let M denote |M(jo»)|; then Eq. (8-106) leads to 


My/(14+x)?+y? = (x2 + y? (8-107) 


Squaring both sides of Eq. (8-107) gives 


M? l(a +x) +y| =~ 4, (8-108) 
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Rearranging Eq. (8-108) yields 
(1 ~ M*)x* + (1 — M*)y? — 2M*x = M* (8-109) 


This equation is conditioned by dividing through by (1 — M?) and adding the term 
[™?/(1 — M2)] on both sides. We have 


2M? M2 \* 2 M2 \? 
ti y ——rx —_——_ | = ——_ ——— 8-110 
were art (7a) at (aa) ane 
which is finally simplified to 
2 2 
M 2 M 
= 2 == M ] 8- | 1 l 
For a given value of M, Eq. (8-111) represents a circle with the center at 
M2 
x = ReG(jw) = [we y=0 (8-112) 
The radius of the circle is 
M 
hes 8-11 
; — M2 ( 3) 


When M takes on different values, Eq. (8-111) describes in the G( jw)-plane a family of 
circles that are called the constant-M loci, or the constant-M circles. Fig. 8-48 illustrates a 
typical set of constant-M circles in the G(jw)-plane. These circles are symmetrical with 


G( j@)-plane 


M = 0.833 


Figure 8-48 Constant-M circles in polar coordinates. 
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respect to the M = 1 line and the real axis. The circles to the left of the M = 1 locus 
correspond to values of M greater than 1, and those to the right of the M = 1 line are for M 
less than 1. Eqs. (8-111) and (8-112) show that, when M becomes infinite, the circle 
degenerates to a point at (—1, /0). Graphically, the intersection of the G( jw) curve and the 
constant-M circle gives the value of M at the corresponding frequency on the G( jw) curve. 
If we want to keep the value of M, less than a certain value, the G( jw) curve must not 
intersect the corresponding M circle at any point and at the same time must not enclose the 
(—1, 70) point. The constant-M circle with the smallest radius that is tangent to the G(ja) 
curve gives the value of M,, and the resonant frequency w, is read off at the tangent point on 
the G( ja) curve. 

Fig, 8-49(a) illustrates the Nyquist plot of G( jw) for a unity-feedback control system 
together with several constant-M loci, For a given loop gain K = K;,, the intersects between 
the G(jw) curve and the constant-M loci give the points on the |M(j@)|-versus-@ curve. 
The resonant peak M, is found by locating the smallest circle that is tangent to the G(jw) 
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Fiqure 8-49 (a) Polar plots of G(s) and constant-M loci. (b) Corresponding magnification curves. 
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¢ When the system 1s 
unstable, the constant-M 
loci and M, no longer have 
any meaning. 


° BW is the frequency 
where the Gq) curve 
intersects the M = —3dB 
locus of the Nichols chart. 


Magnitmde (dB) 


curve. The resonant frequency is found at the point of tangency and is designated as w,,. If 
the loop gain is increased to K», and if the system is still stable, a constant-M circle with a 
smaller radius that corresponds to a larger M is found tangent to the G( jw) curve, and thus 
the resonant peak will be larger. The resonant frequency is shown to be w,, which is closer 
to the phase-crossover frequency w, than w,;. When K is increased to K3, so that the G( jw) 
curve now passes through the (—1, 70) point, the system is marginally stable, and M, is 
infinite; w,3 1s now the same as the resonant frequency ©. 

When enough points of intersection between the G( ja) curve and the constant-M loci are 
obtained, the magnification curves of |M/{j@)|-versus-w are plotted, as shown in Fig. 8-49(b). 

The bandwidth of the closed-loop system is found at the intersect of the G( jw) curve 
and the M = 0.707 locus. For values of K beyond K3, the system is unstable, and the 
constant-M loci and M, no longer have any meaning. 

A major disadvantage in working in the polar coordinates of the Nyquist plot of GUjw) 
is that the curve no longer retains its original shape when a simple modification such as the 
change of the loop gain is made to the system. Frequently, in design situations, not only 
must the loop gain be altered, but a series controller may havc to be added to the system. 
This requires the complete reconstruction of the Nyquist plot of the modified G( jw). For 
design work involving M, and BW as specifications, it is more convenient to work with the 
magnitude-phase plot of G( jw), because when the loop gain is altered, the entire G(jw) 
curve is shifted up or down vertically without distortion. When the phase properties of 
G( jm) are changed independently, without affecting the gain, the magnitude-phase plot is 
affected only in the horizontal direction. 

For that reason, the constant-M loci in the polar coordinates are plotted in magnitude- 
phase coordinates, and the resulting loci are called the Nichols chart. A typical Nichols 
chart of selected constant-M loci is shown in Fig. 8-50. Once the G( jw) curve of the system 
is constructed in the Nichols chart, the intersects between the constant-M loci and the G 
(jw) trajectory give the value of M at the corresponding frequencies of G( jw). The resonant 
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Figure 8-50 Nichols chart. 


> EXAMPLE 8-14-1 
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peak M, is found by locating the smallest of the constant-M locus (M > 1) that is tangent to 
the G( jw) curve from above. The resonant frequency is the frequency of G( jw) at the point 
of tangency. The bandwidth of the closed-loop system is the frequency at which the G(jw) 
curve intersects the M = 0.707 or M = —3 dB locus. 

The following example illustrates the relationship among the analysis methods using 
the Bode plot and the Nichols chart. 


Consider the position-control system of the control surfaces of the airship analyzed in Section 5-8, 
The forward-path transfer function of the unity-feedback system is given by Eq. (5-153), and is 
repeated here: 

1.5.x 10’K 


G(s) = s(s + 400.26)(s + 3008) 


(8-114) 


The Bode plots for G( jw) are shown in Fig. 8-51 for K = 7.248, 14.5, 181.2, and 273.57. The gain 
and phase margins of the closed-loop system for these values of K are determined and shown on 
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Figure 8-52 Gain-phase plots and Nichols chart of the system in Example 8-14-1. 


the Bode plots. The magnitude-phase plots of G( jw) corresponding to the Bode plots are shown 
in Fig. 8-52. These magnitude-phase plots, together with the Nichols chart, give information on 
the resonant peak M,, resonant frequency w,, and the bandwidth BW. The gain and phase margins 
are also clearly marked on the magnitude-phase plots. Fig. 8-53 shows the closed-loop 
frequency responses. Table 8-2 summarizes the results of the frequency-domain analysis for 
the four different values of K togethér with the time-domain maximum overshoots determined in 
Section 5-8. 
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Figure 8-53 Closed-loop frequency response of the system in Example 8-14-1. 
TABLE 8-2 Summary of Frequency-Domain Analysis 
Maximum WD, Gain Phase BW 
K Overshoot (%) M, (rad/sec) Margin (dB) Margin (deg) (rad/sec) 
7.25 1) 1.0 1.0 31.57 75.9 119.0 
14.5 4,3 1.0 43,33 5.55 64.25 270.5 
181.2 15.2 7.6 900.00 3.61 7.78 1402.0 
273.57 100.0 oo 1000.00 0 0 1661.5 
“ 


® 8-15 NICHOLS CHART APPLIED TO NONUNITY-FEEDBACK SYSTEMS 


The constant-M loci and the Nichols chart presented in the preceding sections are limited to 
closed-loop systems with unity feedback whose transfer function is given by Eq. (8-104). When 
a system has nonunity feedback, the closed-loop transfer function of the system is expressed as 


G(s) 


MNS) GAG 


(8-115) 
where H(s) #1. The constant-M loci and the Nichols chart cannot be applied directly to 
obtain the closed-loop frequency response by plotting G( jw)H(jw), since the numerator of 
M(s) does not contain Hw). 

By proper modification, the constant-M loci and Nichols chart can still be applied toa 
nonunity-feedback system. Let us consider the function 


P(s) = H(s)M(s) = oan (8-116) 
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Apparently, Eq. (8-116) is of the same form as Eq. (8-104). The frequency response of 
P(jw) can be determined by plotting the function G(jw)H(Gw) in the amplitude-phase 
coordinates along with the Nichols chart. Once this is done, the frequency-response 
information for M( jw) is obtained as follows. 


IMa)| = ee (8-117 

or, in terms of dB, 
|M(jo)|(dB) = |P( jw)|(dB) — |H( jw)|(aB) (8-118) 
$m( j@) = LM( jw) = LP( jw) — 4A{ jo) (8-119) 


» 8-16 SENSITIVITY STUDIES IN THE FREQUENCY DOMAIN 


¢ Sensitivity study is easily The advantage of using the frequency domain in linear control systems is that higher-order 
carried out in the frequency systems can be handled more easily than in the time domain. Furthermore, the sensitivity of 


domain. 


Figure 8-54 |M(jw)| 
and |S4( jw)| versus w for 


G(s) = 


2500 


s(s +5)(s + 2500) 


the system with respect to parameter variations can be easily interpreted using frequency- 
domain plots. We shall show how the Nyquist plot and the Nichols chart can be utilized for 
the analysis and design of control systems based on sensitivity considerations. 
Consider a linear control system with unity feedback described by the transfer function 
G{s) 
1 + G(s) 


The sensitivity of M(s) with respect to the loop gain K, which is a multiplying factor in 
G(s), is defined as 


M(s) = (8-120) 


dM(s) 
M ‘M(s) _ dM(s) G(s) 
= 8-121 
Sa) = GG(s) ~ aG(s) M(s) eal 
G(s), 
Taking the derivative of M(s) with respect to G(s) and substituting the result into 
Eq. (8-121) and simplifying, we have 
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Clearly, the sensitivity function S¥(s) is a function of the complex variable s. Fig. 8-54 
shows the magnitude plot of si (s) when G(s) is the transfer function given in Eq. (8-98). 
It is interesting to note that the sensitivity of the closed-loop system is inferior at 
frequencies greater than 4.8 rad/sec to the open-loop system whose sensitivity to the 
variation of K is always unity. In general, it is desirable to formulate a design criterion on 
sensitivity in the following manner: 


5 ia 1 _ _ [1 /G(j@)| ; 
Se (Jo)! = FG Gayl = T+ 1/GGey <* —_ 


where & is a positive real number. This sensitivity criterion is in addition to the regular 
performance criteria on the steady-state error and the relative stability. 

Eq. (8-123) is analogous to the magnitude of the closed-loop transfer function, 
|M(jw)|, given in Eq. (8-106), with G(jw) replaced by 1/G(jw). Thus, the sensitivity 
function of Eq. (8-123) can be determined by plotting 1/G(jw) in the magnitude-phase 
coordinates with the Nichols chart. Fig. 8-55 shows the magnitude-phase plots of G(jw) 
and 1 /G( jw) of Eq. (8-98). Notice that G(jw) is tangent to the M = 1.8 locus from below, 
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which means that M, of the closed-loop system is 1.8. The 1/G(jw) curve is tangent to the 
M = 2.2 curve from above and, according to Fig. 8-54, is the maximum value of |S@(s)|. 

Eq. (8-123) shows that, for low sensitivity, the loop gain of G( jw) must be high, but it 
is known that, in general, high gain could cause instability. Thus, the designer is again 
challenged by the task of designing a system with both a high degree of stability and low 
sensitivity. 

The design of robust control systems (low sensitivity) with the frequency-domain 
methods 1s discussed in Chapter 9. 


~ 8-17 MATLAB TOOLS AND CASE STUDIES 


~ 8-18 SUMMARY 


Apart from the MATLAB toolboxes in this chapter, this chapter does not contain any 
software. In Chapter 9 we will introduce the Automatic Control Systems MATLAB tools. 
The Automatic Control Systems software (ACSYS) consists of a number of m-files and 
GUIs (graphical user interface) for the analysis of simple control engineering transfer 
functions. All the frequency response topics may also be solved utilizing ACSYS. 


The chapter began by describing typical relationships between the open-loop and closed-loop 
frequency responses of linear systems. Performance specifications such as the resonance peak M,, 
resonant frequency @, and bandwidth BW were defined in the frequency domain. The relationships 
among these parameters of a second-order prototype system were derived analytically. The effects of 
adding simple poles and zeros to the loop transfer function on M, and BW were discussed. 

The Nyquist criterion for stability analysis of linear control systems was developed. The stability 
of a single-loop control system can be investigated by studying the behavior of the Nyquist plot of the 
loop transfer function G(s)H(s) for w = 0 to @ = oo with respect to the critical point. If G(s)H(s) is a 
minimum-phase transfer function, the condition of stability is simplified so that the Nyquist plot will 
not enclose the critical point. 

The relationship between the root loci and the Nyquist plot was described in Section 8-7. The 
discussion should add more perspective to the understanding of both subjects. 

Relative stability was defined in terms of gain margin and phase margin. These quantities were 
defined in the polar coordinates as well as on the Bode diagram. The gain-phase plot allows the 
Nichols chart to be constructed for closed-loop analysis. The values of M, and BW can be easily 
found by plotting the G(jw) locus on the Nichols chart. 

The stability of systems with pure time delay is analyzed by use of the Bode plot. 

Sensitivity function sa (jw) was defined as a measure of the variation of M( jw) due to variations 
in G( ja). It was shown that the frequency-response plots of G( jw) and 1 /G( ja) can be readily used 
for sensitivity studies. 

Finally, using the MATLAB toolboxes developed in this chapter or the ACSYS software, 
described in detail in Chapter 9, the reader may practice all the concepts discussed here. 


~- REVIEW QUESTIONS 


1. Explain why it is important to conduct frequency-domain analyses of linear contro] systems. 
2. Define resonance peak M, of a closed-loop control system. 
3. Define bandwidth BW of a closed-loop system. 

4. List the advantages and disadvantages of studying stability with the Nyquist plot. 


5. List the advantages and disadvantages of carrying out frequency-domain analysis with the Bode 
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6. List the advantages and disadvantages of carrying out frequency-domain analysis with the 
magnitude-phase plot. 


7. The following quantities are defined: 
Z = number of zeros of Z(s) that are in the right-half s-plane 
P = number of poles of Z{s) that are in the right-half s-plane 
P.. = number of poles of L(s) that are on the jw-axis 


Give the conditions on these parameters for the system to be (a) open-loop stable and (b) closed- 
loop stable. 


8. What condition must be satisfied by the function L( jw) so that the Nyquist criterion is simplified 
to investigating whether the (—1, 70) point is enclosed by the Nyquist plot? 


9. Give all the properties of a minimum-phase transfer function. 
10. Give the definitions of gain margin and phase margin. 


11. By applying a sinusoidal signal of frequency w, to a linear system, the steady-state 


output of the system will also be of the same frequency. (Hh ® 
12. For a prototype second-order system, the value of 4, depends solely on the 

damping ratio ¢. (T) (F) 
13. Adding a zero to the loop transfer function wil] always increase the bandwidth 

of the closed-loop system. {T) (F) 


14. The general effect of adding a pole to the loop transfer function is to make the 
closed-loop system less stable while decreasing the bandwidth. (T} (BF) 


15. For a minimum-phase loop transfer function L( jw), if the phase margin is 
negative, then the closed-loop system is always unstable. (T) (F) 


16. Phase-crossover frequency is the frequency at which the phase of L( ja») is 0°. {T} (¥®) 
17. Gain-crossover frequency is the frequency at which the gain of L(jw) is 0 dB. (T) (F) 
18. Gain margin is measured at the phase-crossover frequency. (T)} (F) 
19, Phase margin is measured at the gain-crossover frequency. (T) (*) 


20. A closed-loop system with a pure time delay in the loop is usually less stable 
than one without a time delay. (T) (F) 


21. The slope of the magnitude curve of the Bode plot of L( jw) at the gain crossover 
usually gives indication on the relative stability of the closed-loop system. (T) (F) 


22. Nichols chart can be used to find BW and M, information of a closed-loop system. (T) (F) 


23. Bode plot can be used for stability analysis for minimum- as well as 
nonminimum-phase transfer functions. (T) (F) 


Answers to these review questions can be found on this book’s companion Web site: 
www.wiley.com/college/golnaraghi. 
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Sensitivity Function 


PROBLEMS 


6. A. Gelb.“Graphical Evaluation of the Sensitivity Function Using the Nichols Chart,” JRE Trans. Automatic 
Control, Vol. AC-7, pp. 57-58, July 1962. 


8-1. The forward-path transfer function of a unity-feedback control system is 


K 
OS) (s-2G 5A) 
Analytically, find the resonance peak M,, resonant frequency w, and bandwidth BW of the closed- 
loop system for the following values of K: 


(a) K=5 
(b) K = 21.39 
(c) K = 100 


Use the formulas for the second-order prototype system given in the text. 
8-2. Use MATLAB to verify your answer to Problem 8-1. 


8-3. The transfer function of a system is 


Determine when the system is a lead-network and lag-network. 


8-4. Use MATLAB to solve the following problems. Do not attempt to obtain the solutions 
analytically. The forward-path transfer functions of unity-feedback control systems are given in the 
following equations. Find the resonance peak M,, resonant frequency w,, and bandwidth BW of the 
closed-loop systems. (Reminder: Make certain that the system is stable.) 


(a) G(s) = s(1 + 0.55)(1 + 0.15) OGG) = neal 
(c) G(s) = CEE CEES CES) (d) G(s) = TE eT 

(e) G(s) = oa (f) G(s) = CERT) 

(g) G(s) = learn ee eras 


8-5. The specifications on a second-order unity-feedback control system with the closed-loop 
transfer function 


2 
A ir 
R(s) 2 + 2f@p_s + w2 
are that the maximum overshoot must not exceed 10% and the rise time must be less than 0.1 sec. 
Find the corresponding limiting values of M, and BW analytically. 
8-6. Repeat Problem 8-5 for maximum overshoot < 20% and t, < 0.2 sec. 
8-7. Repeat Problem 8-5 for maximum overshoot < 30% and t, < 0.2 sec. 


8-8. Consider the forward-path transfer function of a unity-feedback contro] system given by 


0.5K 
As) = 9352 +0.375s 41) 
(a) Analytically ind K such that the closed-loop bandwidth is about 1.5 rad/s (0.24 Hz). 


(b) Use MATLAB to verify your answer to part (a). 
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8-9. Repeat Problem 8-8 with a resonance peak of 2.2. 


8-10. The closed-loop frequency response |M(ja)|-versus-frequency of a second-order prototype 
system is shown in Fig 8P-10. Sketch the corresponding unit-slep response of the system; indicate the 
values of the maximum overshoot, peak time, and the steady-state error due to a unit-step input. 


1.4 —, 
3 0.9 
= . 
0 3 oo 


rad/sec 
Figure 8P-10 


K 
8-11. The forward-path transfer function of a system with an integral control H(s) = a is 


f 
OS) = O54 
(a) Find K when the closed-loop resonance peak is 1.4. 
(b) Determine the frequency at resonance, overshoot for step input, phase margin, and closed-loop 
BW according to the result of part (a). 


8-12. The forward-path transfer function of a unity-feedback control system is 


14 Ts 
~ 2s(s? +8 +1) 
Use MATLAB to find the values of BW and M, of the closed-loop system for 7 = 0.05, 1. 2, 3, 
4, and 5. 
8-13. The forward-path transfer function of a unity-feedback control system is 


1 
2s(s? +5+1)0 + Ts) 


Use MATLAB to find the values of BW and M, of the closed-loop system tor T = 0, 0.5, 1, 2, 3, 4, 
and 5, Use MATLAB to find the solutions, 


8-14, Ifa loop transfer function of a system is given by 

_ 0.5K 

~~ 0.2553 + 0.375s? + s + 0.5k 

(a) Use the second-order approximation to find the BW and the damping ratio. 

(b) If BW = I .5rad/s, find K and the damping ratio. 

(c) Use MATLAB to verify your answer to part (b). 

8-15. The loop transfer functions £(s) of single-feedback-loop systems are given below. Sketch the 
Nyquist plot of £ jw) for w = 0 to w = oo. Determine the stability of the closed-loop system. If the 
system is unstable, find the number of poles of the closed-loop transfer function that are in the right- 
half s-plane. Solve for the intersect of L{ jw) on the negative real axis of the L( jw)-plane analytically. 
You may construct the Nyquist plot of L( j@) using MATLAB. 


G(s) 


G(s) = 


G(s)H(s) 


@ Ms) = Ty o1s)d +058) ) MS) =F os\ + 055) 
__ 1001s) = a 
(©) M5) = 7+ O.ts\(1 + 0.251 +055) 9) = FOF ONT + 0.58) 
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—_3(s+2) eS 
io) BS) =: s(s} + 3s +1) (0 Ls) = s(s + 1)(s* +5 +1) 
1 
(g} L{(s) = oes en (h) L(s) = G10) 


s(s + 1)(s? +2) s(s + 1)(s + 100) 
8-16. The loop transfer functions of single-feedback-loop control systems are given in the following 
equations. Apply the Nyquist criterion and determine the values of K for the system to be stable. 


Sketch the Nyquist plot of L(jw) with K = 1 for @ = Oto w = oo, You may use a computer program 
to plot the Nyquist plots. 


L = ooo es nn wn 
(a) Ls) = Sp 2)e + 10) DY ERS) et NG 4 5G 15) 
K 
fe d) L(s} = ————_, 
©) Us) = SF 2)(6 + 10) ee (s +5)(s +2)? 
K 1 
(e) L(s) = pies] Use) 
(s + 50)(s + 2) 
8-17. The forward-path transfer function of a unity-feedback control system is 
Gs)=— a 
3) = (s +5)" 


Determine by means of the Nyquist criterion, the range of K(—00 < K <0) for the closed-loop 
system to be stable. Sketch the Nyquist plot of G( jw) for @ = 0 to w = ~. 


(a) n= 2 
(b) n =3 
{c) n=4 


8-18. Sketch the Nyquist plot for the controlled system shown in Fig. 8P-18. 


Figure 8P-18 


Determine by means of the Nyquist criterion, the range of K{(—co < K < o) for the closed-loop 
system to be stable. 


8-19. The characteristic equation of a linear control system is given in the following equation. 
s(s° + 257 + 9+ 1) +K(st+s4+ 1) =0 

(a) Apply the Nyquist criterion to determine the values of K for system stability. 

(b) Check the answers by means of the Routh-Hurwitz criterion. 

8-20. Repeat Problem 8-19 for s? + 3s*+3s+1+K =O. 


8-21. The forward-path transfer function of a unity-feedback control system with a PD 


(proportional-derivative) controller is 

G(s) = Re Kps) 
Select the value of Kp so that the parabolic-error constant K,, is 100. Find the equivalent forward- 
path transfer function G,(s) for @ = 0 to w = oo, Determine the range of Kp for stability by the 


Nyquist criterion. 


8-22. The block diagram of a feedback control system is shown in Fig. 8P-22. 
(a) Apply the Nyquist criterion to determine the range of K for stability. 


(b) Check the answer obtained in part (a) with the Routh-Hurwitz criterion. 


Problems @ 477 


G(s) = 


oe 
(s + 4)(s + 5) 


Figure 8P-22 


8-23. The forward-path transfer function of the liquid-level control system in Problem 5-42 is 
KaKinKjN 
G(s) = ———.-——— 
s(RJs + KiK,)(As + Ko) 

The following system parameters are given: K, = 50, K; = 10, K; = 50, J = 0.006, K, = 0.0706, 
n= 0.01, and R, = 10. The values of A, N, and K, are variable. 
(a) For A = 50 and Ky = 100, sketch the Nyquist plot of Gjw) for w = 0 to co with WN as a variable 
parameter. Find the maximum integer value of N so that the closed-loop system is stable. 
(b) LetN=10and X, = 100. Sketch the Nyquist plot of an equivalent transfer function Geg( jw) that 
has A as a multiplying factor. Find the critical value of K, for stability, 
(ce) For A = 50 and N = 10, sketch the Nyquist plot of an equivalent transfer function G,( ja) that 
has K, as a multiplying factor. Find the critical value of X, for stability. 


8-24. The block diagram of a dc-motor control system is shown in Fig. 8P-24. Determine the range 
of K for stability using the Nyquist criterion when K, has the following values: 
(a) K; =0 


(b) K; = 0.01 
(ec) K; = 0.1 


Figure 8P-24 


8-25. For the system shown in Fig. 8P-24, let K = 10. Find the range of K; for stability with the 
Nyquist criterion. 


8-26. Fig. 8P-26 shows the block diagram of a servomotor. 


Figure 8P-26 
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Assume J = 1kg-m? and 8 = I N-m/rad/sec. Determine the range of K for stability using the 
Nyquist criterion when Ky; has the following values: 


(a) Kr =0 
(b) K, =0.1 
(c) Ky, = 0.2 


8-27. For the system shown in Fig, 8P-26, let K = 10. Find the range of K; for stability with the 
Nyquist criterion. 


8-28. For the controlled system shown in Fig. 8P-28, draw the Nyquist plot and apply the Nyquist 
criterion to determine the range of K for stability and determine the number of roots in the right-half 
s-plane for the values of K where the system is unstable, 


Figure 8P-28 


s+ 
a) G(s) = 
(@) Gs) = 7 
s~] 
b) G(s) =———_, 
eyo) (s +1)? 
8-29. The steel-rolling control system shown in Fig, 4P-18 has the forward-path transfer function 


‘ie 100Ke~ Tes 
“" ~ s(s2 + 10s + 100) 


(a) When K = 1, determine the maximum time delay 7, in seconds for the closed-loop system to 
be stable. 

(b) When the time delay 7, is 1 sec, find the maximum value of K for system stability. 

8-30. Repeat Problem 8-29 with the following conditions. 

(a) When X = 0.1, determine the maximum time delay 7,; in seconds for the closed-loop system 
to be stable. 

(b) When the time delay 7, is 0.1 sec, find the maximum value of K for system stability. 

8-31. The open-loop transfer function of a system is given by 


K 


ASM) = Gist l)(nas +1) 


Study the stability of the system for the following: 

(a) K is small, 

(b) K is large. 

§-32. The system schematic shown in Fig. 8P-32 is devised to control the concentration of a 
chemical solution by mixing water and concentrated solution in appropriate proportions. The 
transfer function of the system components between the amplifier output e, (V)} and the valve 
position x (in.) is 


X(s) _ K 
Ea(s)  s¢ + 10s + 100 


When the sensor is viewing pure water, the amplifier output voltage e,, is zero; when it is viewing 
concentrated solution, eg = 10 V; and 0.1 in. of the valve motion changes the output concentration 
from zero to maximum, The valve ports can be assumed to be shaped so that the output 
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concentration varies linearly with the valve position. The output tube has a cross-sectional area of 
0.1 in.*, and the rate of flow is 10° in./sec regardless of the valve position. To make sure the sensor 
views a homogeneous solution, it is desirable to place it at some distance D in. from the valve. 


— finn 


Water 


Output tube 
—_——> 
Concentrated Val 
solution ane 
position + 
——— e 


ie 
Sensor 


(a) Derive the loop transfer function of the system. 

(b) When K = 10, find the maximum distance D (in.) so that the system is stable. Use the Nyquist 
stability criterion. 

(c) Let D = 10 in, Find the maximum value of K for system stability. 


Figure 8P-32 


8-33. For the mixing system described in Problem 8-32, the following system parameters are given: 


When the sensor is viewing pure water, the amplifier output voltage e, = 0V; when it is viewing 
concentrated solution, ¢, = 1 V; and 0.1 in. of the valve motion changes the output concentration 
from zero to maximum. The rest of the system characteristics are the same as in Problem 8-32. 
Repeat the three parts of Problem 8-32. 


8-34. Figure 8P-34 shows the block diagram of a control system. 


Figure 8P-34 


(a) Draw the Nyquist plot and apply the Nyquist criterion to determine the range of X for stability. 


(b) Determine the number of roots in the right-half s-plane for the values of K where the system is 
unstable. 


(c) Use Routh’s criterion to determine the range of X for stability. 


8-35. The forward-path transfer function of a unity-feedback contro] system is 
1000 
G(s) = —————_—_—- 
ts) s(s* + 105s + 600) 
(a) Find the values of M,, @;, and BW of the closed-loop system. 
(b) Find the parameters of the second-order system with the open-loop transfer function 


2 
wy 


Gus) = 5+ 2a) 
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that will give the same values for M, and w, as the third-order system. Compare the values of BW of 
the two systems. 


8-36. Sketch or plot the Bode diagrams of the forward-path transfer functions given in Problem 8-4. 
Find the gain margin, gain-crossover frequency, phase margin, and the phase-crossover frequency for 
each system. 


8-37. The loop transfer function of a system is given by 
25(s +1) 
5(s + 2)(s* + 2s + 16) 


Use MATLAB to plot the Bode diagrams of the system and find the phase margin and gain margin 
of the system. 


§-38. Use MATLAB to plot the Bode diagrams of the system shown in Fig. 8P-34 when K = 1,and 
determine the stable range of K by using phase margin and gain margin. 


G(s)H(s) = 


8-39. The forward-path transfer functions of unity-feedback control systems are given in the 
following equations. Plot the Bode diagram of G( jw) /K, and do the following: (1) Find the value of K 
so that the gain margin of the system is 20 dB. (2) Find the value of K so that the phase margin of the 
system is 45°. 


s(1 + 0.15)(1 + 0.55) (1 -+0.1s)(1 + 0.2s)(1 + 0.5s) 
G(s) = d) G(s) = 
co (s+3)° ee) (s + 3)4 
Z Ke-s _ K(1+0.5s) 
@) Gi) = s(1 +. 0.15 + 0.0152) () Gls) = s(s* +5+ 1) 


8-40. The forward-path transfer functions of unity-feedback control systems are given in the 
following equations. Plot G(jw)/K in the gain-phase coordinates of the Nichols chart, and do the 
following: (1) Find the value of K so that the gain margin of the system is 10 dB. (2) Find the value of 
K so that the phase margin of the system is 45°. (3) Find the value of K so that M, = 1.2. 


10K 5K(s +1) 


(a) G(s) = s(1 + 0.1s)(1 + 0.5s) (b) G(s) = s(1 +-0.1s)(1 + 0.2s)(1 + 0.55) 
10K 10Ke~* 
© Gs) = Tors tou) @) Gs) = Fos 4 0.018) 


8-41. The forward-path of a unity-feedback system is given by 


K(s + 1)(s+ 2) 
SOHG)= s*(5 + 3)(s2 + 2s + 25) 
(a) Plot the Bode diagram. 
(b) Plot the root locus. 
(c) Find the gain and frequency where instability occurs. 
(d) Find the gain at the phase margin of 20°. 
(e) Find the gain margin when the phase margin is 20°. 
8-42. The Bode diagram of the forward-path transfer function of a unity-feedback control 


system is obtained experimentally (as shown in Fig. 8P-42) when the forward gain K is set at its 
nominal value. 


(a) Find the gain and phase margins of the system from the diagram as best you can read them. Find 
the gain- and phase-crossover frequencies. 


(b) Repeat part (a) if the gain is doubled from its nominal value. 
(c) Repeat part (a) if the gain is 10 times its nominal value. 
(d) Find out how much the gain must be changed from its nominal value if the gain margin is 40 dB. 


(e) Find out how much the loop gain must be changed from its nominal value if the phase margin 
is 45°. 
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(f) Find the steady-state error of the system if the reference input to the system is a unit-step function. 
(g) The forward path now has a pure time delay of T,, sec, so that the forward-path transfer function is 


multiplied by e~*45, Find the gain margin and the phase margin for 7 = 0.1 sec. The gain is set at 
nominal. 


(h) With the gain set at nominal, find the maximum time delay T, the system can tolerate without 
going into instability. 


a | 
| lI Ht 
ili 


60 
40 


a || 
| 
A ET 
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a@ (rad/sec) 


Figure 8P-42 


8-43. Repeat Problem 8-42 using Fig. 8P-42 for the following parts. 
(a) Find the gain and phase margins if the gain is four times its nominal value. Find the gain- and 
phase-crossover frequencies. 


(b) Find out how much the gain must be changed from its nominal value if the gain margin is 20 dB. 
(c) Find the marginal value of the forward-path gain for system stability. 
(d) Find out how much the gain must be changed from its nominal value if the phase margin is 60°. 


(e) Find the steady-state error of the system if the reference input is a unit-step function and the gain 
is twice its nominal value. 


(f) Find the steady-state error of the system if the reference input is a unit-step function and the gain 
is 20 times its nominal value. 
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(g) The system now has a pure time delay so that the forward-path transfer function is multiplied by 
e~ 745, Find the gain and phase margins when Ty = 0.1 sec. The gain is set at its nominal value. 
(h) With the gain set at 10 times its nominal, find the maximum time delay 7,, the system can tolerate 
without going into instability. 

8-44. The forward-path transfer function of a unity-feedback control system is 


Q0e—¥.Is 
G(s)H(s) = ss + 4)(s + 10) 
(a) Draw the Nyquist plot of the system. 
(b) Plot the Bode diagram of the system. 
(c) Find the phase margin and gain margin of the system. 


8-45. The forward-path transfer function of a unity-feedback control system is 


K(1 + 0.2s)(1 + 0.Ls) 

G(s) = >, 
s*(1 + s}(1 + 0.015) 

(a) Construct the Bode and Nyquist plots of G(jw)/K and determine the range of K for system 
stability. 
(b) Construct the root loci of the system for K >0, Determine the values of K and w at the points 
where the root loci cross the jw-axis, using the information found from the Bode plot. 
8-46. Repeat Problem 8-45 for the following transfer function: 


K(s+1.5)(s +2) 


OAs) = S443) 


8-47. Repeat Problem 8-45 for the following transfer function: 


_ 16000(s + 1)(s + 5) 
O)A(s) = Ds + Bs + 20)(8 + 50) 


8-48. The forward-path transfer function of the dc-motor contrel system described in Fig. 3P-11 is 
G(s) = 6.087 x 10° K 
s(s? + 423.4292 + 2.6667 x 10°s + 4.2342 x 108) 
Plot the Bode diagram of G{ ja) with K = 1, and determine the gain margin and phase margin of the 
system. Find the critical value of K for stability. 


8-49. The transfer function between the output position ©;,(s) and the motor current 1,,(s) of the 
robot arm modeled in Fig. 4P-53 is 


Gp(s) = Outs) _ Ki(Bs + K) 
a(S) A 
where 
Ao(s) = s{Iidms? + WVi(Bm + BY + dn (Br + B)|s* 
+[Bi Bin + (Bz ae By)B — (Jan 1 J.) K)s + K(Bz - Bmn)} 
The arm is controlled by a closed-loop system, as shown in Fig. 8P-49. The system parameters are 
K, = 65, K = 100, K; = 0.4, B = 0.2, Ji, = 0.2, By = 0.01, J, = 0.6, and By, = 0.25. 


Amplifier © Motor-robot-arm 


Figure 8P-49 
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(a) Derive the forward-path transfer function G(s) = @,(s)/E(s). 
(b) Draw the Bode diagram of G( jw). Find the gain and phase margins of the system. 
(c) Draw |M(ja)] versus @, where M(s) is the closed-loop transfer function. Find M,, @,,.and BW. 


8-50. For the ball-and-beam system described in Problem 4-11 and shown in Fig. 8P-50, assume the 
following: 


m=0.11kg — mass of the ball 1=9.99 x 10-kg-m* _ball’s moment of inertia 
r= 0.015 radius of the ball . ball position coordinate 
d= 0.03m lever arm offset @ beam angle coordinate 
g=9.8m/s* gravitational acceleration 6 servo gear angle 
L=1.0m length of the beam 

L 


Beam 


Lever Arm 


Figure 8P-50 


If the system is controlled by a proportional controller in a unity-feedback control system, 
{a) Find the transfer function from the gear angie (@) to the ball position (P). 


(b) Find the closed-loop transfer function. 
(c) Find the range of K for stability. 


(d) Plot the Bode diagram for the system for K = 1, and find the gain and phase margins of the 
system. 


(e) Draw |M(jw)| versus @, where M(s) is the closed-loop transfer function. Find M,, w,, and BW. 


8-51. The gain-phase plot of the forward-path transfer function of G(jw)/K of a unity-feedback 
control system is shown in Fig. 8P-51. Find the following performance characteristics of the 
system. 

(a) Gain-crossover frequency (rad/sec) when K = 1. 


(b) Phase-crossover frequency (rad/sec) when K = 1. 
(c) Gain margin (dB) when K = 1. 

(d) Phase margin (deg) when K = 1. 

(e) Resonance peak M, when K = 1. 

(f) Resonant frequency w, (rad/sec) when K = I. 

(g) BW of the closed-loop system when K = 1. 

(h) The value of K so that the gain margin is 20 dB. 


(i) The value of K so that the system is marginally stable. Find the frequency of sustained oscillation 
in rad/sec. 


(j) Steady-state error when the reference input is a unit-step function. 
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Figure 8P-51 


8-52. Repeat parts (a) through (g) of Problem 8-51 when K = 10. Repeat part (h) for gain margin = 
40 dB. 


8-53. For the system in Problem 8-44, plot the Nichols chart and find magnitudes and phase angles 
of the closed-loop frequency response. Then plot the Bode diagram of the closed-loop system. 


8-54. Use ACSYS or MATLAB to analyze the frequency response of the following unity-feedback 


control systems. Plot the Bode diagrams, polar plots, and gain-phase plots, and compute the phase 
margin, gain margin, M,, and BW. 


T+ O.1s - sist) 
(a) Gls) = aj + 0.015) ©) OO) = 021 +s-+0.552) 
_ (s+ 1) = ——_—___—__-__— 
© O) = F021 +050 OOS TIF OSS 

50 (1+ 0.1s)e7®* 
GS) =a ea) ~ s(s-+ 1)(1+0.01s) 
©) Gs) = ay +058) AS) = 5+ I +0018) 
10e-2-!s 
(g) G(s) = st +2542 


8-55. For the gain-phase plot of G(jw)/K shown in Fig. 8P-51, the system now has a pure time 
delay of 7, in the forward path, so that the forward-path transfer function becomes G(s)e~/@. 
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(a) With K = 1, find 7; so that the phase margin is 40°. 
(b) With K = 1, find the maximum value of T, so that the system will remain stable. 


8-56. Repeat Problem 8-55 with K = 10. 
8-57. Repeat Problem 8-55 so that the gain margin is 5 dB when K = 1. 
8-58. The block diagram of a furnace-control system is shown in Fig. 8P-58. The transfer function 
of the process is 
G,(s) = ———______— 
p(s) (1 + 10s)(1 + 25s) 


The time delay 7,; is 2 sec. 


Figure 8P-58 


(a) Plot the Bode diagram of G(s) = ¥(s)/E(s), and find the gain-crossover and phase-crossover 
frequencies. Find the gain margin and the phase margin. 


(b) Approximate the time delay by [Eq. (4-223)] 
Ty 1 
1 + Tgs + Tys* /2 
and repeat part (a). Comment on the accuracy of the approximation. What is the maximum frequency 
below which the polynomial approximation is accurate? 
(c) Repeat part (b) for approximating the time delay term by [Eq. (4-224)] 


€ 


ets = 1 — Tys/2 
1 + Tys/2 


8-59. Repeat Problem 8-58 with 7y = I sec. 


8-60. Plot the |S# ( ja) |-versus-w plot for the system described in Problem 8-49 for K = 1. Find the 
frequency at which the sensitivity is maximum and the value of the maximum sensitivity. 


8-61. Fig. 8P-61 shows the pitch controller system for an aircraft, as described in Problem 4-12. 


Lift 


Drag 


zp f z', Weight 


Figure 8P-61 
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If the system is controlled by a proportional controller in a unity-feedback control system, 
(a) Find the transfer function between pitch angle and elevator deflection angle. 


(b) Find the closed-loop transfer function. 
(c) Find the range of K for stability. 


(d) Plot the Bode diagram for the system for K = 1, and find the gain and phase margins of the 
system. 


(e) Draw |M(jw)| versus w, where M(s) is the closed-loop transfer function. Find M,, w,, and BW. 


CHAPTER €) 


Design of Control Systems 


§-1 INTRODUCTION 


All the foundations of analysis that we have laid in the preceding chapters led to the 
ultimate goal of design of control systems. Starting with the controlled process such as that 
shown by the block diagram in Fig. 9-1, control system design involves the following three 
steps: 


1. Determine what the system should do and how to do it (design specifications). 


2. Determine the controller or compensator configuration, relative to how it is 
connected to the controlled process. 


3. Determine the parameter values of the controller to achieve the design goals. 


These design tasks are explored further in the following sections. 


9-1-1 Design Specifications 


We often use design specifications to describe what the system should do and how it is 
done. These specifications are unique to each individual application and often mclude 
specifications about relative stability, steady-state accuracy (error), transient-response 
characteristics, and frequency-response characteristics, In some applications there may 
be additional specifications on sensitivity to parameter variations, that 1s, robustness, or 
disturbance rejection. 

The design of linear control systems can be carried out in either the time domain or the 
frequency domain. For instance, steady-state accuracy is often specified with respect to a 
step input, a ramp input, or a parabolic input, and the design to meet a certain requirement 
is more conveniently carried out in the time domain. Other specifications such as 
maximum overshoot, rise time, and settling time are all defined for a unit-step input 
and, therefore, are used specifically for time-domain design. We have learned that relative 
stability is also measured in terms of gain margin, phase margin, and M,. These are 
typical frequency-domain specifications, which should be used in conjunction with such 
tools as the Bode plot, pular plot, gain-phase plot, and Nichols chart. 

We have shown that, for a second-order prototype system, there are simple analytical 
relationships between some of these time-domain and frequency-domain specifications. 
However, for higher-order systems, correlations between time-domain and frequency- 
domain specifications are difficult to establish. As pointed out earlier, the analysis and 


u(t} CONTROLLED y(t) 
Control PROCESS Gp | Controlled variables 
vector (output vector) Figure 9-1 Controlled process. 
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design of control systems is pretty much an exercise of selecting from several alternative 
methods for solving the same problem. 

Thus, the choice of whether the design should be conducted in the time domain or the 
frequency domain depends often on the preference of the designer. We should be quick to 
point out, however, that in most cases, time-domain specifications such as maximum 
overshoot, rise time, and settling time are usually used as the final measure of system 
performance. To an inexperienced designer, it is difficult to comprehend the physical 
connection between frequency-domain specifications such as gain and phase margins and 
resonance peak to actual system performance. For instance, does a gain margin of 20 dB 
guarantee a maximum overshoot of less than 10%’? To a designer it makes more sense to 
specify, for example, that the maximum overshoot should be less than 5% and a settling 
time less than 0.01 sec. It is less obvious what, for example, a phase margin of 60° and an 
M, of less than 1.1 may bring in system performance. The following outline will hopefully 
clarify and explain the choices and reasons for using time-domain versus frequency- 
domain specifications. 


1. Historically, the design of linear control systems was developed with a wealth of 
graphical tools such as the Bode plot, Nyquist plot, gain-phase plot, and Nichols 
chart, which are al] carried out in the frequency domain. The advantage of these 
tools is that they can all be sketched by following approximation methods without 
detailed plotting. Therefore, the designer can carry out designs using frequency- 
domain specifications such as gain margin, phase margin, M,, and the like. 
High-order systems do not generally pose any particular problem. For certain 
types of controllers, design procedures in the frequency domain are available to 
reduce the trial-and-error effort to a minimum. 


Z. Design in the time domain using such performance specifications as rise time, 
delay time, settling time, maximum overshoot, and the like is possible 
analytically only for second-order systems or for systems that can be approxi- 
mated by second-order systems. General design procedures using time-domain 
specifications are difficult to establish for systems with an order higher than the 
second. 


The development and availability of high-powered and user-friendly computer soft- 
ware, such as MATLAB, is rapidly changing the practice of control system design, which 
until recently had been dictated by historical development. Now with MATLAB, the 
designer can go through a large number of design runs using the time-domain specifica- 
tions within a matter of minutes. This diminishes considerably the historical edge of the 
frequency-domain design, which is based on the convenience of performing graphical 
design manually. 

Throughout the chapter, we have incorporated small MATLAB toolboxes to help your 
understanding of the examples, and, at the end of the chapter, we present the Automatic 
Control Systems software package (ACS YS)—t is easy to use and fully graphics based to 
eliminate the user’s need to write code. 

Finally, it is generally difficult (except for an experienced designer) to select a 
meaningful set of frequency-domain specifications that will correspond to the desired 
time-domain performance requirements. For example, specifying a phase margin of 60° 
would be meaningless unless we know that it corresponds to a certain maximum overshoot. 
As it turns out, to contro] maximum overshoot, usually one has to specify at least phase 
margin and M,. Eventually, establishing an intelligent set of frequency-domain specitica- 
tions becomes a trial-and-error process that precedes the actual design, which often is also a 
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trial-and-error effort. However, frequency-domain methods are still valuable in inter- 
preting noise rejection and sensitivity properties of the system, and, most important, they 
offer another perspective to the design process. Therefore, in this chapter the design 
techniques in the time domain and the frequency domain are treated side by side, so that the 
methods can be easily compared. 


9-1-2. Controller Configurations 


In general, the dynamics of a linear controlled process can be represented by the block 
diagram shown in Fig. 9-1. The design objective is to have the controlled variables, 
represented by the output vector y(t), behave in certain desirable ways, The problem 
essentially involves the determination of the control signal u(z) over the prescribed time 
interval so that the design objectives are all satisfied. 

Most of the conventional design methods in control systems rely on the so-called 
fixed-configuration design in that the designer at the outset decides the basic configura- 
tion of the overall designed system and decides where the controller is to be positioned 
relative to the controlled process. The problem then involves the design of the elements of 
the controller. Because most control efforts involve the modification or compensation of 
the system-performance characteristics, the general design using fixed configuration is also 
called compensation. 

Fig. 9-2 illustrates several commonly used system configurations with controller 
compensation. These are described briefly as follows. 


¢ Series (cascade) compensation: Fig. 9-2(a) shows the most commonly used 
system configuration with the controller placed in series with the controlled 
process, and the configuration is referred to as series or cascade compensation. 


¢ Feedback compensation: In Fig. 9-2(b), the controller is placed in the minor 
feedback path, and the scheme is called feedback compensation. 


* State-feedback compensation: Fig. 9-2(c) shows a system that generates the 
control signal by feeding back the state variables through constant real gains, 
and the scheme is known as state feedback. The problem with state-feedback 
control is that, for high-order systems, the large number of state variables involved 
would require a large number of transducers to sense the state variables for 
feedback. Thus, the actual implementation of the state-feedback control scheme 
may be costly or impractical. Even for low-order systems, often not all the state 
variables are directly accessible, and an observer or estimator may be necessary to 
create the estimated state variables from measurements of the output variables. 


The compensation schemes shown in Figs. 9-2(a), (b), and (c) all have one degree of 
freedom in that there is only one controller in each system, even though the controller may 
have more than one parameter that can be varied. The disadvantage with a one-degree-of- 
freedom controller is that the performance criteria that can be realized are limited. For 
example, if a system is to be designed to achieve a certain amount of relative stability, it may 
have poor sensitivity to parameter variations, Or if the roots of the characteristic equation are 
selected to provide a certain amount of relative damping, the maximum overshoot of the step 
response may still be excessive because of the zeros of the closed-loop transfer function. The 
compensation schemes shown in Figs. 9-2(d), (e), and (f) all have two degrees of freedom. 


¢ Series-feedback compensation: Fig. 9-2(d) shows the series-feedback compensa- 
tion for which a series controller and a feedback controller are used. 
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Figure 9-2 Various controller configurations in control-system compensation. (a) Series or cascade 
compensation. (b) Feedback compensation. (c) State-feedback control. (d) Series-feedback 
compensation (two degrees of freedom). (e) Forward compensation with series compensation 
(two degrees of freedom). (f) Feedforward compensation (two degrees of freedom). 


¢ Feedforward compensation: Figs. 9-2(¢) and (f) show the so-called feedforward 
compensation. In Fig. 9-2(e), the feedforward controller G;, (s) is placed in series 
with the closed-loop system, which has a controller G, (s) in the forward path. In 
Fig. 9-2(f), the feedforward controller Gy (s) is placed in parallel with the forward 
path. The key to the feedforward compensation is that the controller G,y (s) 1s not in 
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the loop of the system, so it does not affect the roots of the characteristic equation of 
the original system. The poles and zeros of G,; (s) may be selected to add or cancel 
the poles and zeros of the closed-loop system transfer function. 


One of the commonly used controllers in the compensation schemes just described is a 
PID controller, which applies a signal to the process that is proportional to the actuating 
signal in addition to adding integral and derivative of the actuating signal. Because these 
signal components are easily realized and visualized in the time domain, PID controllers 
are commonly designed using time-domain methods. In addition to the PID-type control- 
lers, lead, lag, lead-lag, and notch controllers are also frequently used. The names of these 
controllers come from properties of their respective frequency-domain characteristics. Asa 
result, these controllers are often designed using frequency-domain concepts. Despite these 
design tendencies, however, all control system designs will benefit by viewing the resulting 
design from both time- and frequency-domain viewpoints. Thus, both methods will be used 
extensively in this chapter. 

It should be pointed out that these compensation schemes are by no means exhaustive. 
The details of these compensation schemes will be discussed in later sections of this 
chapter. Although the systems illustrated in Fig. 9-2 are all for continuous-data control, the 
same configurations can be applied to discrete-data control, in which case the controllers 
are all digital, with the necessary interfacings and signal converters. 


9-1-3 Fundamental Principles of Design 


After a controller configuration is chosen, the designer must choose a controller type that, 
with proper selection of its element values, will satisfy all the design specifications. The 
types of controllers available for control-system design are bounded only by one’s 
imagination. Engineering practice usually dictates that one choose the simplest controller 
that meets all the design specifications. In most cases, the more complex a controller is, the 
more it costs, the less reliable it is, and the more difficult it is to design. Choosing a specific 
controller for a specific application is often based on the designer’s past experience and 
sometimes intuition, and it entails as much art as it does science. As a novice, you may 
initially find it difficult to make intelligent choices of controllers with confidence. By 
understanding that confidence comes only through experience, this chapter provides 
guided experiences that illustrate the basic elements of control system designs. 

After a controller 1s chosen, the next task is to choose controller parameter values. 
These parameter values are typically the coefficients of one or more transfer functions 
making up the controller. The basic design approach is to use the analysis tools discussed in 
the previous chapters to determine how individual parameter values influence the design 
specifications and, finally, system performance. Based on this information, controller 
parameters are selected so that all design specifications are met. While this process is 
sometimes straightforward, more often than not it involves many design iterations since 
controller parameters usually interact with each other and influence design specifications in 
conflicting ways. For example, a particular parameter value may be chosen so that the 
maximum overshoot is satisfied, but in the process of varying another parameter value in an 
attempt to meet the rise-time requirement, the maximum overshoot specification may no 
longer be met! Clearly, the more design specifications there are and the more controller 
parameters there are, the more complicated the design process becomes. 

In carrying out the design either in the time domain or the frequency domain, it is 
important to establish some basic guidelines or design rules. Keep in mind that time- 
domain design usually relies heavily on the s-plane and the root loci. Frequency-domain 
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design is based on manipulating the gain and phase of the loop transfer function so that the 
specifications are met. 

In general, it is useful to summarize the time-domain and frequency-domain character- 
istics so that they can be used as guidelines for design purposes. 


1. Complex-conjugate poles of the closed-loop transfer function lead to a step 
response that is underdamped. If all system poles are real, the step response is 
overdamped. However, zeros of the closed-loop transfer function may cause 
overshoot even if the system is overdamped. 


2. The response of a system is dominated by those poles closest to the origin in the s- 
plane. Transients due to those poles farther to the left decay faster. 


3. The farther to the left in the s-plane the system’s dominant poles are, the faster the 
system will respond and the greater its bandwidth will be. 


4. The farther to the left in the s-plane the system’s dominant poles are, the more 
expensive it will be and the larger its internal signals will be. While this can be 
Justified analytically, it is obvious that striking a nail harder with a hammer drives 
the nail in faster but requires more energy per strike. Similarly, a sports car can 
accelerate faster, but it uses more fuel than an average car. 


5, When a pole and zero of a system transfer function nearly cancel each other, the 
portion of the system response associated with the pole will have a small 
magnitude. 


6. Time-domain and frequency-domain specifications are loosely associated with 
each other. Rise time and bandwidth are inversely proportional. Larger phase 
margin, larger gain margin, and lower M, will improve damping. 


&® 9-2 DESIGN WITH THE PD CONTROLLER 


In all the examples of control systems we have discussed thus far, the controller 
has been typically a simple amplifier with a constant gain K. This type of control action 
is formally known as proportional control, because the control signal at the output 
of the controller is simply related to the input of the controller by a proportional 
constant. 

Intuitively, one should also be able to use the derivative or integral of the input 
signal, in addition to the proportional operation. Therefore, we can consider a more 
general continuous-data controller to be one that contains such components as adders 
(addition or subtraction), amplifiers, attenuators, differentiators, and integrators. The 
designer’s task is to determine which of these components should be used, in what 
proportion, and how they are connected. For example, one of the best-known controllers 
used in practice is the PID controller, where the letters stand for proportional, integral, 
and derivative. The integral and derivative components of the PID controller have 
individual performance implications, and their applications require an understanding of 
the basics of these elements. To gain an understanding of this controller, we consider just 
the PD portion of the controller first. 

Fig. 9-3 shows the block diagram of a feedback control system that arbitrarily has a 
second-order prototype process with the transfer function 


4 
= On : 
Gps) = s(s + 2fa,) (9-1) 
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Figure 9-3 Control system with PD controller. 


The series controller is a proportional-derivative (PD) type with the transfer function 
G.(s) = Kp + Kps (9-2) 
Thus, the control signal applied to the process is 


u(t) = Kpe(t) + Kp (9-3) 


where Kp and Kp are the proportional and derivative constants, respectively. Using the 
components given in Table 4-4, two electronic-circuit realizations of the PD controller are 
shown in Fig, 9-4. The transfer function of the circuit in Fig. 9-4{a) is 


E,(s) Ro 
——— = —+ RCs (9-4) 
En(s) Ri 


Figure 9-4 Op-amp circuit 
realization of the PD 
controller. 
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Comparing Eq. (9-2) with Eq. (9-4), we have 
Kp =R2/R) Kp = RoC\ (9-5) 


The transfer function of the circuit in Fig. 9-4(b) is 


= R, + RaCas (9-6) 


Comparing Eq. (9-2) with Eq. (9-6), we have 
Kp = R2/R, Kp = RaCa (9-7) 


The advantage with the circuit in Fig. 9-4(a) is that only two op-amps are used. However, 
the circuit does not allow the independent selection of Kp and Kp because they are 
commonly dependent on R3. An important concern of the PD controller is that, if the value 
of Kp is large, a large capacitor C,; would be required. The circuit in Fig. 9-4(b) allows Kp 
and Kp to be independently controlled. A large Kp can be compensated by choosing a large 
value for Ry, thus resulting in a realistic value for C; Although the scope of this text does 
not include all the practical issues involved in controller transfer function implementation, 
these issues are of the utmost importance in practice. 


The forward-path transfer function of the compensated system is 
« PD control adds a stmple 


zero at s = —Kp/Kp to the 2(Kp + K 
forward-path transfer G(s) = Gl) = G,(s)G,(s) = an (Kp + Kos) (9-8) 
function. (s) s(s + 25am) 

which shows that the PD control is equivalent to adding a simple zero at s = —Kp/Kp to 


the forward-path transfer function. 


9-2-1 Time-Domain Interpretation of PD Control 


The effect of the PD control on the transient response of a control system can be 
investigated by referring to the time responses shown in Fig. 9-5. Let us assume that 
the unit-step response of a stable system with only proportional control is as shown in Fig. 
9-5(a), which has a relatively high maximum overshoot and is rather oscillatory. The 
corresponding error signal, which is the difference between the unit-step input and the 
output y(t), and its time derivative de(t)/dt are shown in Figs. 9.5(b) and (c), respectively. 
The overshoot and oscillation characteristics are also reflected in e(2) and de(?)/ dt. For the 
sake of illustration, we assume that the system contains a motor of some kind with its 
torque proportional to e(¢). The performance of the system with proportional control is 
analyzed as follows. 


1, During the time interval O<t¢<t;: The error signal e(t) 1s positive. The motor 
torque is positive and rising rapidly. The large overshoot and subsequent oscilla- 
tions in the output y(t) are due to the excessive amount of torque developed by the 
motor and the lack of damping during this time interval. 


2. During the time interval t; << 3: The error signal e(7) is negative, and the 
corresponding motor torque is negative. This negative torque tends to slow down 
the output acceleration and eventually causes the direction of the output y(7) to 
reverse and undershoot. 
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yet) 


Figure 9-5 Waveforms of y(t), e(f), and de(£)/dt, showing the effect of derivative control. (a) Unit- 
step response. (b) Error signal. (c) Time rate of change of the error signal. 


3. During the time interval tg <t< is: The motor torque is again positive, thus 
tending to reduce the undershoot in the response caused by the negative torque in 
the previous time interval. Because the system is assumed to be stable, the error 
amplitude is reduced with each oscillation, and the output eventually settles to its 
final value. 


Considering the above analysis of the system time response, we can say that the 
contributing factors to the high overshoot are as follows: 


1. The positive correcting torque in the interval 0<t< tj 1s too large. 

2. The retarding torque in the time interval t; < ft < ft» is inadequate. 

Therefore, to reduce the overshoot in the step response, without significantly increas- 
ing the rise time, a logical approach would be to 

1. Decrease the amount of positive correcting torque during 0 <f < ¢. 

2. Increase the retarding torque during t; < t< fo. 

Similarly, during the time interval, fo<1< 14, the negative corrective torque in 
ta <t< tj should be reduced, and the retarding torque during t3 <t< tg, which is now 
in the positive direction, should be increased to improve the undershoot of y(#). 

The PD control described by Eq. (9-2) gives precisely the compensation effect required. 


Because the control signal of the PD control is given by Eq. (9-3), Fig. 9-5(c) shows the 
following effects provided by the PD controller: 
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e PD is essentially an 
anticipatory control. 


* Derivative or PD control 
will have an effect on a 
steady-state error only if the 
error varies with time. 


1. ForO0<1<n, de(t)/dt is negative; this will reduce the original torque developed 
due to e(t) alone. 


2. Fort; <t< fo, both e(#) and de(t)/dt are negative, which means that the negative 
retarding torque developed will be greater than that with only proportional 
control. 


3. Fortg <t< tz, e(f) and de(t)/dt have opposite signs. Thus, the negative torque that 
Originally contributes to the undershoot 1s reduced also. 


Therefore, all these effects will result in smaller overshoots and undershoots in y(?). 

Another way of looking at the derivative control is that since de(t)/dt represents the slope 
of e(f), the PD control is essentially an anticipatory control. That is, by knowing the slope, the 
controller can anticipate direction of the error and use it to better control the process. 
Normally, in linear systems, if the slope of e(¢) or y(t) due to a step input is large, a high 
overshoot will subsequently occur. The derivative control measures the instantaneous slope of 
e(t), predicts the large overshoot ahead of time, and makes a proper corrective effort before the 
excessive overshoot actually occurs. 

Intuitively, derivative control affects the steady-state error of a system only if the 
steady-state error varies with time. If the steady-state error of a system is constant with 
respect to time, the time derivative of this error is zero, and the derivative portion of the 
controller provides no input to the process. But if the steady-state error increases with time, 
a torque is again developed in proportion to de(t)/dt, which reduces the magnitude of the 
error. Eq. (9-8) also clearly shows that the PD control does not alter the system type that 
governs the steady-state error of a unity-feedback system. 


9-2-2 Frequency-Domain Interpretation of PD Control 


* The PD controller is a 
high-pass filter. 


* The PD controller has the 
disadvantage that it 
accentuates high-frequency 
noise. 


¢ The PD controller will 
generally increase the BW 
and reduce the rise time of 
the step response. 


For frequency-domain design, the transfer function of the PD controller is written 
Kp 
G,(s) = Kp + Kps = Kp ( + =) (9-9) 
P 


so that it is more easily interpreted on the Bode plot. The Bode plot of Eq. (9-9) is 
shown in Fig. 9-6 with Kp = 1. In general, the proportional-control gain Kp can be 
combined with a series gain of the system, so that the zero-frequency gain of the 
PD controller can be regarded as unity. The high-pass filter characteristics of the PD 
controller are clearly shown by the Bode plot in Fig. 9-6. The phase-lead property may 
be utilized to improve the phase margin of a control system. Unfortunately, the 
magnitude characteristics of the PD controller push the gain-crossover frequency to a 
higher value. Thus, the design principle of the PD controller involves the placing of 
the corner frequency of the controller, ow = Kp/Kp, such that an effective improve- 
ment of the phase margin is realized at the new gain-crossover frequency. For a given 
system, there is a range of values of Kp/Kp that is optimal for improving the damping 
of the system. Another practical consideration in selecting the values of Kp and Kp 1s 
in the physical implementation of the PD controller. Other apparent effects of the PD 
control in the frequency domain are that, due to its high-pass characteristics, in most 
cases it will increase the BW of the system and reduce the rise time of the step 
response. The practical disadvantage of the PD controller is that the differentiator 
portion is a high-pass filter, which usually accentuates any high-frequency noise that 
enters at the input. 
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Figure 9-6 Bode diagram of 1+ SPS Kp =I. 
P 


9-2-3 Summary of Effects of PD Control 


Though it is not effective with lightly damped or initially unstable systems, a properly 
designed PD controller can affect the performance of a control system in the following 


ways: 
1. Improving damping and reducing maximum overshoot. 
2. Reducing rise time and settling time. 

Increasing BW. 

Improving GM, PM, and M,. 


Possibly accentuating noise at higher frequencies. 


ae 


6. Possibly requiring a relatively large capacitor in circuit implementation. 


The following example illustrates the effects of the PD controller on the time-domain 
and frequency-domain responses of a second-order system. 
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Toolbox 9-2-1 
The Bode diagram for Fig. 9-6 is obtained by the following sequence of MATLAB functions 


KKK KHHHHEWMHN HICH MWK HHMIMOIE MOTO MMOMo orararorararorararorarer 
close all; 

clear all; 

clc; 


HAHAHAHA MANO To POPE TOVOTO 707070 7070707670707 Mo HOTO TOPO TO TOPO 20 TO7OO70 \, 
KP=1; 

KD=1; 

num = [KD KP]; 

den=[1]; 

bode (tfCnum,den)) 

grid 


» EXAMPLE 9-2-1 Let us reconsider the second-order model of the aircraft attitude control system shown in Fig. 5-29. 
The forward-path transfer function of the system is given in Eq. (5-132) and is repeated here: 
4500K 


Gls) = 5 361.2) (9-10) 


Let us set the performance specifications as follows: 


Steady-state error due to unit-ramp input < 0.000443 
Maximum overshoot < 5% 

Rise time ¢, < 0.005 sec 

Settling time ¢; < 0.005 sec 


To satisfy the maximum value of the specified steady-state error requirement, K should be set at 
181.17. However, with this value of K, the damping ratio of the system is 0.2, and the maximum 
overshoot is 52.7%, as shown by the unit-step response in Fig. 5-31 and again in Fig. 9-9. Let us 
consider inserting a PD controller in the forward path of the system so that the damping and the 
maximum overshoot of the system are improved while maintaining the steady-state error due to the 
unit-ramp input at 0.000443. < 


Time-Domain Design 
With the PD controller of Eq. (9-9) and K = 181.17, the forward-path transfer function of 
the system becomes 


®,(s) 815, 265(Kp + Kps) 
Gis) = — = << mmem — -11 
B85) s(s + 361.2) 
The closed-loop transfer function is 
©,.(s) 815, 265(Kp + Kps) 
SS eee (9-12) 
@,(s)  s* + (361.2 + 815, 265Kp)s + 815, 265Kp 
The ramp-error constant is 
ae — 815, 265Kp _ 
K, = lim sG(s) ieee aaa 2257.1Kp (9-13) 
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The steady-state error due to a unit-ramp input is e., = 1/K, = 0.000443 /Kp. 
Eq. (9-12) shows that the effects of the PD controller are as follows: 


1. Adding a zero at s = —Kp/Kp to the closed-loop transfer function 


2. Increasing the damping term, which is the coefficient of the s term in the 
denominator, from 361.2 to 361.2 + 815, 265Kp 


The characteristic equation is written 


s* + (361.2 + 815, 265Kp)s + 815, 265Kp =0 (9-14) 


We can set Kp = 1, which is acceptable from the steady-state error requirement. The 
damping ratio of the system is 


_ 361.2 + 815, 265Kp 


= 0.2+4514 -15 
1805.84 Cae ae om eee) 


which clearly shows the positive effect of Kp on damping. If we wish to have critical 
damping, ¢ = 1, Eq. (9-15) gives Kp = 0.001772. We should quickly point out that Eq. 
(9-12) no longer represents a prototype second-order system, since the transient response is 
also affected by the zero of the transfer function at s = —Kp/Kp. It turns out that, for this 
second-order system, as the value of Kp increases, the zero will move very close to the 
origin and effectively cancel the pole of G(s) at s = 0. Thus, as Ky increases, the transfer 
function in Eq. (9-12) approaches that of a first-order system with the pole at s = —361.2, 
and the closed-loop system will not have any overshoot. In general, for higher-order 
systems, however, the zero at s = —Kp/Kp may increase the overshoot when Xp becomes 
very large. 

We can apply the root-contour method to the characteristic equation in Eq. (9-14) to 
examine the effect of varying Kp and Kp. First, by setting Kp to zero, Eq. (9-14) becomes 


s* 4+ 361.28 + 815, 265Kp = 0 (9-16) 


The root loci of the last equation as Kp varies between 0 and oo are shown in Fig. 9-7, When 
Kp #0, the characteristic equation in Eq. (9-14) is conditioned as 


815, 265Kps 
| + Geqls) = 1 + 5536135 4 815,265Kp 


0 (9-17) 
The root contours of Eq. (9-14} with Kp = constant and Kp varying are constructed based 
on the pole—zero configuration of G,,(s) and are shown in Fig. 9-8 for Kp = 0.25 and 
Kp = 1. We see that, when Xp = 1 and Kp = O, the characteristic equation roots are at 
— 180.6 + 7884.67 and —180.6 — j884.67, and the damping ratio of the closed-loop 
system is 0.2. When the value of Kp is increased, the two characteristic equation roots 
move toward the real axis along a circular arc. When Kp is increased to 0.00177, the roots 
are real and equal at —902.92, and the damping is critical. When Kp ts increased beyond 
0.00177, the two roots become real and unequal, and the system is overdamped. 

When Kp is 0.25 and Kp = 0, the two characteristic equation roots are at —180.6 + 
j413.76 and — 180.6 — j413.76. As Kp increases in value, the root contours again show the 
improved damping due to the PD controller. Fig. 9-9 shows the unit-step responses of the 
closed-loop system without PD contro! and with Kp = 1 and Kp = 0.00177. With the PD 
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control, the maximum overshoot is 4.2%. In the present case, although Kp is chosen for 
critical damping, the overshoot is due to the zero at s = —Kp/Kp of the closed-loop 
transfer function. Table 9-1 gives the results on maximum overshoot, rise time, and settling 
time for Kp = 1 and Kp = 0, 0.0005, 0.00177, and 0.0025. The results in Table 9-1 show 
that the performance requirements are all satisfied with Kp > 0.00177. It should be kept in 
mind that Kp should only be large enough to satisfy the performance requirements. Large 
Kp corresponds to large BW, which may cause high-frequency noise problems, and there is 
also the concern of the capacitor value in the op-amp-circuit implementation. 


TABLE 9-1 Attributes of the Unit-Step Responses of the System in Example 9-2-1 with 
PD Controller 


t ts Maximum 
Kp (sec) (sec) Overshoot (%) 
) 0.00125 0.0151 52.2 
0.0005 0.0076 0.0076 ra | 
0.00177 0.00119 0.0049 4,2 


0.0025 0.00103 0.0013 0.7 
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Figure 9-9 Unit-step response of the attitude control system in Fig. 5-29 with and without 
PD controller. 
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Toolbox 9-2-2 


Root loci of Eq. (9-16) shown in Fig. 9-7 are obtained by the following sequence of MATLAB functions 


KP =1; 
den = [1 361.2 815265*KP}]; 
num = [1]; 


rilocus(num,den) 

hold on 

KP = 0; 

den = [1 361.2 815265*KP]; 
num=[1]; 
rlocus(Cnum,den) 


The general conclusion is that the PD controller decreases the maximum overshoot, 
the rise time, and the settling time. 

Another analytic way of studying the effects of the parameters Kp and Kp is to evaluate 
the performance characteristics in the parameter plane of Kp and Kp. From the character- 
istic equation of Eq. (9-14), we have 


_ 0.24+451.46Kp 


9-18 
g TR (9-18) 


Applying the stability requirement to Eq. (9-14), we find that, for system stability, 


Kp>0O and Kp> — 0.000443 


Toolbox 9-2-3 
Root contours of Eq. (9-14) shown in Fig. 9-8 are obtained by the following sequence of MATLAB functions 


KP=1; KD=1; 
den = [1 361.2+815265*KD 815265*KP]; num= [1]; 
rlocus(Cnum,den) 
hold on 
KD = 1e-6; 
for i=1:1:260 
den = [1 361. 24+815265*KD 815265* KP]; 
num= [1]; 
tfi(num,den); 
[numCL ,denCLJ=cloop(Cnum, den); 
T=tfCnumCL,dencL); 
PoleData(€: ,i)=pole(T); 
KD = KD +3e-5; 
end 
i=60; 4%% for continuation of graph 
PoleData(1,i+1) = - sqrt( (real (PoleData(1,i))*2)+Cimag(PoleData(1,i))*°2)); 
PoleData(2,i+1) = - sqrt( (real (PoleData(2,i))*2)+Cimag(PoleData(2,i))%*2)); 
plot (real(PoleData(1,:)),imag(PoleData(1, :)),real(PoleData(2, :)),imag(PoleData(2,:))); 


KKK AHO 70 2076707070700 7070 7070 707070707070 207070707070 70707070700 9a2070707070707070 \ 
KP =0.25; 
KD = 1; 
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den = (1 361.2+815265*KD 815265*KP]; 
num= [1]; 
rlocus (num, den) 
hold on 
KD = le-6; 
for 1 =1:1:260 
den = [1 361. 2+815265*KD 815265*KP]; 
num= [1]; 
tfC(num,den); 
[numCL,denCLJ=cloop(num,den); 
T = tf£CnumcL,dencCL); 
PoleData(:,1)=pole(T); 
KD = KD +3e-5; 
end 
i=23; %%% for continuation of graph 
PoleData(1,i+1) = - sqrt((real(PoleData(1,i.))*°2)+Cimag(PoleData(1,i))*2)); 
PoleData(2 ,i+1) = - sqrt( (real (PoleData(2,i))*2)+Cimag(PoleData(2,i))*2)}); 
plot(real(PoleData(i1, :)),imag(PoleData(1, :)},real(PoleData(2,:)),imag(PoleData(2, :})); 
YEG EOL EEE EOL E EEC IE MOMMA Moro Yorororo re Moro ro ora a TOMO Tara TOTOrOrO N, 
axis([-3000 1000 ~-1000 1000]) 
Xaxisl = -181.0076 *ones(1,100);yaxisi = -1000: 20:1000-1 
plot (xaxis1,yaxis1); 
grid 


The boundaries of stability in the Kp-versus-Kp parameter plane are shown in Fig. 
9-10. The constant-damping-ratio trajectory is described by Eq. (9-18) and is a 
parabola. Fig. 9-10 illustrates the constant-¢ trajectories for ¢ = 0.5, 0.707, and 1.0. 
The ramp-error constant K, is given by Eq. (9-13), which describes a horizontal line in 
the parameter plane, as shown in Fig. 9-10. The figure gives a clear picture as to how the 
values of Kp and Kp affect the various performance criteria of the system. For instance, 
if K,, is set at 2257.1, which corresponds to Kp — 1, the constant-¢ luci show that the 
damping is increased monotonically with the increase in Kp. The intersection between 
the constant-K, locus and the constant-¢ locus gives the value of Kp for the desired K, 
and ¢. 


Toolbox 9-2-4 
Bode plot of Fig. 9-11 is obtained by the following sequence of MATLAB functions 
KD = [0 0.0005 0.0025 0.00177]; 


for i1=1:lengthC(KD) 
num = [815265*KD(1) 815265]; 


den =[1 361.20]; 
bode (tf(num,den)); 
hold on; 
end 
axis( [110000 -180 -90}); 
erid 


Frequency-Domain Design 
Now let us carry out the design of the PD controller in the frequency domain. Fig. 9-11 
shows the Bode plot of G(s) in Eq. (9-11) with Kp = 1 and Kp = 0. The phase margin of 
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Figure 9-10 Kp-versus-Kp parameter plane for the attitude control system with a PD controller. 


the uncompensated system is 22.68°, and the resonant peak M, is 2.522. These values 
correspond to a lightly damped system. Let us give the following performance criteria: 


Steady-state error due to a unit-ramp input < 0.00443 
Phase margin > 80° 

Resonant peak M, < 1.05 

BW < 2000 rad/sec 


The Bode plots of G(s) for Kp = 1 and Kp = 0, 0.005, 0.00177, and 0.0025 are shown 
in Fig. 9-11. The performance measures in the frequency domain for the compensated 
system with these controller parameters are tabulated in Table 9-2, along with the time- 
domain attributes for comparison. The Bode plots as well as the performance data were 
easily generated by using MATLAB tools. Use ACSYS component controls to reproduce 
the results in Table 9-2. 

The results in Table 9-2 show that the gain margin is always infinite, and thus the 
relative stability is measured by the phase margin. This is one example where the gain 
margin is not an effective measure of the relative stability of the system. When 
Kp = 0.00177, which corresponds to critical damping, the phase margin is 82.92°, 
the resonant peak M,.1s 1.025, and BW is 1669 rad/sec. The performance requirements in 
the frequency domain are all satisfied. Other effects of the PD control are that the BW 
and the gain-crossover frequency are increased. The phase-crossover frequency is 
always infinite in this case. 
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Figure 9-11 Bode plot of G(s) = 


TABLE 9-2 Frequency-Domain Characteristics of the System in Example 9-2-1 with PD Controller 
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EXAMPLE 9-2-2 Consider the third-order aircraft attitude control system discussed in Chapter 5 with the forward-path 
transfer function given in Eg. (5-153), 


G(s) = 1.5 x 107K 
~— §(s? + 3408.35 + 1,204, 000) 


The same set of time-domain specifications given in Example 9-2-1 is to be used. It was shown in 
Chapter 5 that, when K = 181.17, the maximum overshoot of the system is 78.88%. 

Let us attempt to meet the transient performance requirements by use of a PD controller with the 
transfer function given in Eq. (9-2). The forward-path transfer function of the system with the PD 
controller and K = 181.17 is 


(9-19) 


2.718 x 10°(Kp + Kps) 
~~ §(s2 + 3408.35 + 1, 204, 000) 
You may also use our MATLAB toolbox ACSYS to solve this problem. See Section 9-19, 


G(s) (9-20) 


Time-Domain Design 
Setting Kp = | arbitrarily, the characteristic equation of the closed-loop system ts written 


s* + 3408.35" + (1,204,000 + 2.718 x 10°Kp)s + 2.718 x 10° =0 (9-21) 
To apply the root-contour method, we condition Eq. (9-21) as 


2.718 x 10°Kps 


La Geog S) =a a on a 
+ Geals) = 1+ S395 R952 + 1,204, 000s + 2.718 x 10° 


0 (9-22) 


where 


2.718 x 10’°Kps 


Gea) = (53293 3)(s + 57.49 + 7906.6)(s + 57.49 — 906.6) 


(9-23) 


Toolbox 9-2-5 
Root contours of Fig. 9-12 are obtained by the following sequence of MATLAB functions 


You may wish to use cle, close all, or clear all before running the following 


% Root contours 
kd=0.005; 


num = [2.718*10°9*kd 0]; 
den = [1 3408.2 1204000 2. 718*10°9];: 
rlocus (num, den) 


¢ If a system has very low The root contours of Eq. (9-21) are plotted as shown in Fig. 9-12, based on the pole— 
damping or is unstable, zero configuration of G,q(s). The root contours of Fig. 9-12 reveal the effectiveness of the 
the PD control may notbe — P|) controller for the improvement on the relative stability of the system. Notice that, as the 
effective in improving the —_ value of Kp increases, one root of the characteristic equation moves from —3293.3 toward 
ALDINE sOr He Syslem the origin, while the two complex roots start out toward the left and eventually approach the 

vertical asymptotes that intersect at s = —1704, The immediate assessment of the situation 

is that, if the value of Kp is too large, the two complex roots will actually have reduced 
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Figure 9-12 Root contours of 
s* 4+ 3408.357 + (1,204, 000 + 2.718 x 10’Kp)s + 2.718 x 10? = 0. 


damping while increasing the natural frequency of the system. It appears that the ideal 
location for the two complex characteristic equation roots, from the standpoint of relative 
stability, is near the bend of the root contour, where the relative damping ratio is 
approximately 0.707. The root contours of Fig. 9-12 clearly show that, if the original 
system has low damping or Is unstable, the zero introduced by the PD controller may not be 
able to add sufficient damping or even stabilize the system. 
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TABLE 9-3 Time-Domain Attributes of the Third-Order System in Example 9-2-2 
with PD Controller 


% Maximum t, te 

Kp Overshoot (sec) (sec) Characteristic Equation Roots 
0 73.88 0.00125 0.0495 —3293.3, —~37.49 + 7906.6 
0.0005 41.3] 0.00120 0.0106 —2843.07, —282.62 + 7936.02 
0.00127 17.97 0.00100 0.00398 — 1523.11, —942.60 + 7946.58 
0.00157 14.05 0.00091 0.00337 —805.33, —1301.48 + j1296.59 
0.00200 11.37 0.00080 0.00255 —§31.89, —1438.20 + 71744.00 
0,00500 17.97 0.00042 0.00130 —191.71, — 1608.29 + j3404.52 
0.01000 31.14 0.00026 0.00093 —96.85, —1655.72 + j5032 
0.05000 61.80 0.00010 0.00144 — 19.83, —1694.30 + 711583 


Table 9-3 gives the results of maximum overshoot, rise time, settling time, and the 
roots of the characteristic equation as functions of the parameter Kp. The following 
conclusions are drawn on the effects of the PD controller on the third-order system. 


1. The minimum value of the maximum overshoot, 11.37%, occurs when Kp is 
approximately 0.002. 
2. Rise time is improved (reduced) with the increase of Kp. 


3. Too high a value of Kp will actually increase the maximum overshoot and the 
settling time substantially. The latter is because the damping is reduced as Kp is 
increased indefinitely. 


Fig. 9-13 shows the unit-step responses of the system with the PD controller for several 
values of Kp. The conclusion is that, while the PD control does improve the damping of the 
system, it does not meet the maximum-overshoot requirement. 


2.0 


ar, K, et 
BY ort TAL 

RA RCIA TNA TA 
einem veiw eae 
yew pt A OM TT 
We i\y tt} 
et 
a 


0.02 04 


1.0 


a(t) 


Time (sec) 


Figure 9-13 Unit-step responses of the system in Example 9-2-2 with PD controller. 
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Frequency-Domain Design 

The Bode plot of Eq. (9-20) is used to conduct the frequency-domain design of the PD 
controller. Fig. 9-14 shows the Bode plot for Kp =1 and Kp =O. The following 
performance data are obtained for the uncompensated system: 


Gain margin = 3.6dB 
Phase margin = 7.77° 
Resonant Peak M, = 7.62 
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Figure 9-14 Bode diagram of G(s) of the system in Example 9-2-2 with PD controller, 
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TABLE 9-4 Frequency-Domain Characteristics of the Third-Order System in Example 9-2-2 
with PD Controller 


GM PM BW Gain CO Phase CO 

Kp (dB) (deg) M,. (rad/sec) (rad/sec) (rad/sec) 

0 3.6 7.77 7.62 1408.83 888.94 1103.69 
0.0005 00 30.94 1.89 1485.98 935.91 00 
0.00127 CO 33.32 1.19 1939.21 1210.74 oo 
0.00157 CO 56.83 1.12 2198.83 1372.30 ee 
0.00200 Co 58.42 1.07 2604.99 1620.75 fara) 
0.00500 oO 47.62 1.24 4980.34 3118.83 00 
0.01000 oO 35.71 1.63 7565.89 4789.42 ee 
0.0500 00 16.69 3.34 17989,03 11521.00 oO 


Bandwidth BW = 1408.83 rad/sec 
Gain crossover (GCO) = 888.94 rad/sec 
Phase crossover (PCO) = 1103.69 rad/sec 


Let us use the same set of frequency-domain performance requirements listed in 
Example 9-2-1. The logical way to approach this problem is to first examine how much 
additional phase is needed to realize a phase margin of 80°. Because the uncompensated 
system with the gain set to meet the steady-state requirement is only 7.77°, the PD 
controller must provide an additional phase of 72.23°. This additional phase must be 
placed at the gain crossover of the compensated system in order to realize a PM of 80°. 
Referring to the Bode plot of the PD controller in Fig. 9-6, we see that the additional 
phase is always accompanied by a gain in the magnitude curve. As a result, the gain 
crossover of the compensated system will be pushed to a higher frequency at which the 
phase of the uncompensated system would correspond to an even smaller PM. Thus, we 
may run into the problem of diminishing returns. This symptom is parallel to the situation 
illustrated by the root-contour plot in Fig. 9-12, in which case the larger Kp would simply 
push the roots to a higher frequency, and the damping would actually be decreased. 
The frequency-domain performance data of the compensated system with the values of 
Kp used in Table 9-3 are obtained from the Bode plots for each case, and the results 
are shown in Table 9-4. The Bode plots of some of these cases are shown in Fig. 9-14. 
Notice that the gain margin becomes infinite when the PD controller is added, and 
the phase margin becomes the dominant measure of relative stability. This is because the 
phase curve of the PD-compensated system stays above the —180°-axis, and the phase 
crossover is at infinity. 


Toolbox 9-2-6 
Fig. 9-13 is obtained by the following sequence of MATLAB functions 


KP =1; 
KD = [ 0.0005 0.0127 0.002]; 


for i =1:length(KD) 
num =[2.718e9*KD(Ci)} 2.718e9*KP]; 
den = [1 3408.300]; 
tfCnum,den); 
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[numClL ,denCLJ=cloop(num,den); 
stepCnumCL, dencL) 
hold on 

end 

axis([00.040 2]) 


When Kp = 0.002, the phase margin is at a maximum of 58.42°, and M, 1s also 
minimum at 1.07, which happens to agree with the optimal value obtained in the time- 
domain design summarized in Table 9-3. When the value of Kp is increased beyond 0.002, 
the phase margin decreases, which agrees with the findings from the time-domain design 
that large values of Kp actually decrease damping. However, the BW and the gain crossover 
increase continuously with the increase in Kp. The frequency-domain design again shows 
that the PD control falis short in meeting the performance requirements imposed on the 
system. Just as in the time-domain design, we have demonstrated that if the original system 
has very low damping, or is unstable, PD control may not be effective in improving the 
stability of the system. Another situation under which PD control may be ineffective is if 
the slope of the phase curve near the gain-crossover frequency is steep, in which case the 
rapid decrease of the phase margin due to the increase of the pain crossover from the added 
gain of the PD controller may render the additional phase ineffective. 


Toolbox 9-2-7 


Bode diagram of G(s) in Example 9-2 in Fig. 9-14 is obtained by the following sequence of MATLAB 
functions 


KD = [0 0.002 0.05]; 
KP=1; 


for i= 1:length(KD) 
num =[2.718e9*KD(1) 2.718e9*KP]; 
den = [1 3408.3 1204000 0]; 
bode(num, den); 
hold on; 

end 


© 9-3 DESIGN WITH THE PI CONTROLLER 


We see from Section 9-2 that the PD controller can improve the damping and rise time of a 
control system at the expense of higher bandwidth and resonant frequency, and the steady- 
state error is not affected unless it varies with time, which is typically not the case for step- 
function inputs. Thus, the PD controller may not fulfill the compensation objectives in 
many situations. 

The integral part of the PID controller produces a signal that is proportional to the time 
integral of the input of the controller. Fig. 9-15 illustrates the block diagram of a prototype 
second-order system with a series PI controller. The transfer function of the PI controller is 


K 
G-(s) = Kp + = (9-24) 
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Figure 9-15 Control system with PI controller. 


Using the circuit elements given in Table 4-4, two op-amp-circuit realizations of 
Kq. (9-24) are shown in Fig. 9-16. The transfer function of the two-op-amp circuit in 
Fig. 9-16(a) is 


E,(s) R> Ro 
— —_ “fe = 9-25 
Enm(s) Ry, RiCos Sa 


G(s) = 


Comparing Eq. (9-24) with Eq. (9-25), we have 


R> R2 
Kp=— kK;=——> 9-26 
pm Ad RIG (9-26) 
The transfer function of the three-op-amp circuit in Fig, 9-16(b) is 
EG R 
Ge(s) = #2) = (9-27) 


(a) 


Figure 9-16 Op-amp-circuit 
realization of the PI 
controller, Gp(s) = Kp + —. 
(a) Two-op-amp circuit. 

(b) (b) Three-op-amp circuit. 
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Thus, the parameters of the PI controller are related to the circuit parameters as 


R> ! 
kes 4S -28 
POR, 1 RC; (9-28) 


The advantage with the circuit in Fig. 9-16(b) is that the values of Kp and K; are 
independently related to the circuit parameters. However, in either circuit, K; is inversely 
proportional to the value of the capacitor. Unfortunately, effective PlI-control designs 
usually result in small values of K;, and thus we must again watch out for unrealistically 
large capacitor values. 

The forward-path transfer function of the compensated system is 


w?(Kps + K;) 


Oe) Gel) RS ae ora) 


(9-29) 


Clearly, the immediate effects of the PI controller are as follows: 


1. Adding a zero at s = —K;/Kp to the forward-path transfer function. 


2. Adding a pole at s = 0 to the forward-path transfer function. This means that the 
system type is increased by 1 to a type 2 system. Thus, the steady-state error of the 
original system is improved by one order; that is, if the steady-state error to a given 
input is constant, the PI control reduces it to zero (provided that the compensated 
system remains stable), 


The system in Fig. 9-15, with the forward-path transfer function in Eq. (9-29), will 
now have a zero steady-state error when the reference input is a ramp function. However, 
because the system is now of the third order, if may be less stable than the original 
second-order system or even become wnstabie if the parameters Kp and K; are not 
properly chosen. 

In the case of a type 1 system with a PD control, the value of Kp is important because 
the ramp-error constant K, 1s directly proportional to Kp, and thus the magnitude of the 
steady-state error is inversely proportional to Kp when the input is a ramp. On the other 
hand, if Kp is too large, the system may become unstable. Similarly, for a type 0 system, the 
steady-state error due to a step input will be inversely proportional to Kp. 

When a type | system is converted to type 2 by the PI controller, Kp no longer affects 
the steady-state error, and the latter is always zero for a stable system with a ramp input. 
The problem is then to choose the proper combination of Kp and X; so that the transient 
response is satisfactory. 


9-3-1 Time-Domain Interpretation and Design of Pl Control 


The pole-zero configuration of the PI controller in Eq. (9-24) is shown in Fig. 9-17. At 
first glance, it may seem that PI control will improve the steady-state error at the 
expense of stability. However, we shall show that, if the location of the zero of G,{s) is 
selected properly, both the damping and the steady-state error can be improved. 
Because the PI controller is essentially a low-pass filter, the compensated system 
usually will have a slower rise time and longer settling time. A viable method of 
designing the PI control is to select the zero at s = —K,/Kp so that it is relatively close 
to the origin and away from the most significant poles of the process; the values of Kp 
and K, should be relatively small. 
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Figure 9-17 Pole-zero 
configuration of a PI] 
controller. 


9-3-2 Frequency-Domain Interpretation and Design of Pl Control 


For frequency-domain design, the transfer function of the PI controller is written 


K Ki(1 +35) 
Ge(s) = Kp + = ~— (9-30) 


The Bode plot of G,{jw) is shown in Fig. 9-18. Notice that the magnitude of G,(jw) at 
w = 00 is 20 logi9Xp dB, which represents an attenuation if the value of Kp is less than 1. 
This attenuation may be utilized to improve the stability of the system. ‘The phase of G,(jw) 
is always negative, which is detrimental to stability. Thus, we should place the corner 
frequency of the controller, # = K;/Kp, as far to the left as the bandwidth requirement 
allows, so the phase-lag properties of Gj) do not degrade the achieved phase margin of 
the system. 

The frequency-domain design procedure for the PE control to realize a given phase 
margin is outlined as follows: 


1. The Bode plot of the forward-path transfer function G,(s) of the uncompensated 
system is made with the loop gain set according to the steady-state performance 
requirement. 


2. The phase margin and the gain margin of the uncompensated system are 
determined from the Bode plot. For a specified phase margin requirement, the 
new gain-crossover frequency WO, corresponding to this phase margin is found on 
the Bode plot. The magnitude plot of the compensated transfer function must pass 
through the 0-dB-axis at this new gain-crossover frequency in order to realize the 
desired phase margin. 


3. To bring the magnitude curve of the uncompensated transfer function down to 0 
dB at the new gain-crossover frequency w‘,, the PI controller must provide the 
amount of attenuation equal to the gain of the magnitude curve at the new gain- 
crossover frequency. In other words, set 


\Gp( jo.) le —20log,;9KpdB Kp<1 (9-31) 
from which we have 


Kp = 107 |Gr(J:)|n/20 KD <1 (9-32) 


| G.(j@) | (dB) 


LG{ja) (deg) 


20 logygKp 
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Once the value of Kp is determined, it is necessary only to select the proper value of 
K; to complete the design. Up to this point, we have assumed that, although the ‘ain- 
crossover frequency is altered by attenuating the magnitude of G,(jw) at Wes the 
original phase is not affected by the PI controller. This is not possible, however, since, 
as shown in Fig, 9-18, the attenuation property of the PI controller is accompanied 
with a phase lag that is detrimental to the phase margin. It is apparent that, if the 
comer frequency w = K;/Kp is placed far below w ,» the phase lag of the PI controller 
will have a negligible effect on the phase of the compensated system near a. On the 
other hand, the value of K,/Kp should not be too small or the bandwidth of the system 
will be too low, causing the rise time and settling time to be too long. As a general 
guideline, K;/Kp should correspond to a frequency that is at least one decade, 
sometimes as much as two decades, below Dy. That is, we set 


K; 
-3 
Ke oe 0 = rad/sec (9-33) 
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Within the general guideline, the selection of the value of K;/Kp is pretty much at the 
discretion of the designer, who should be mindful of its effect on BW and its practical 
implementation by an op-amp circuit. 


4. The Bode plot of the compensated system is investigated to see if the performance 
specifications are all met. 


5. The values of K; and Kp are substituted in Eq. (9-30) to give the desired transfer 
function of the PI controller. 


If the controlled process Gp(s) is type 0, the vaiue of K; may be selected based 
on the ramp-error-constant requirement, and then there would only be one parameter, 
Kp, to determine. By computing the phase margin, gain margin, M,, and BW of the 
closed-loop system with a range of values of Kp, the best value for Kp can be easily 
selected. 

Based on the preceding discussions, we can summarize the advantages and disadvan- 
tages of a properly designed PI controller as the following: 


1. Improving damping and reducing maximum overshoot. 

2. Increasing rise time. 

3. Decreasing BW. 

4. Improving gain margin, phase margin, and M,. 

5. Filtering out high-frequency noise. 

It should be noted that in the Pl controller design process, selection of a proper 
combination of K; and Kp, so that the capacitor in the circuit implementation of the 
controller is not excessively large, is more difficult than in the case of the PD 
controller. 


The following examples will illustrate how the PI control is designed and what its 
effects are. 


Consider the second-order attitude-control system discussed in Example 9-2-1. Applying the PI 
controller of Eq. (9-24), the forward-path transfer function of the system becomes 


A500K Kp(s + Ky/K. 
G(s) = Ge(s)Gp(s) = a (9-34) 


You may use ACSYS to solve this problem. 


Time-Domain Design 

Let the time-domain performance requirements be 
Steady-state error due to parabolic input #u,(t) /2<0.2 
Maximum overshoot < 5% 
Rise time t, < 0.01 sec 
Settling time t, < 0.02 sec 


We have to relax the rise time and settling time requirements from those in Example 9-2-1 
so that we will have a meaningful design for this system. The significance of the 
requirement on the steady-state error due to a parabolic input is that it indirectly places 
a minimum requirement on the speed of the transient response. 
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The parabolic-error constant is 


Ky, = lim s*G(s) = lim s* graliS laa fecal) 
s—0 s—0 s°(s + 361.2) (0-35) 
A500KKy | 
= 361.2 _ = 12.46KK; 
The steady-state error due to the parabolic input 17u,(t)/2 is 
1 0.08026 
si (< 0.2) (9-36) 


a cme? S 


Let us set K = 181.17, simply because this was the value used in Example 9-2-1. 
Apparently, to satisfy a given steady-state error requirement for a parabolic input, the 
larger the K, the smaller K;can be. Substituting K = 181.17 in Eq. (9-36) and solving X; for 
the minimum steady-state error requirement of 0.2, we get the minimum value of K; to be 
().002215, If necessary, the value of K can be adjusted later. 

With K = 181.17, the characteristic equation of the closed-loop system is 


s° + 361.257 + 815, 265Kps + 815, 265K; = 0 (9-37) 


Applying Routh’s test to Eq. (9-37) yields the result that the system is stable for 
0 < K,/Kp < 361.2. This means that the zero of G(s) at s = —K;/Kp cannot be placed 
too far to the left in the left-half s-plane, or the system will be unstable. Let us place the zero 
at —K,/Kp relatively close to the origin, For the present case, the most significant pole of 
Gp(s), besides the pole at s = 0, is at —361.2. Thus, K,/Kp should be chosen so that the 
following condition is satisfied: 


ail < 361.2 (9-38) 
Kp 


The root loci of Eq. (9-37) with K;/Kp = 10 are shown in Fig. 9-19. Notice that, other than 
the small loop around the zero at s = —10, these root loci for the most part are very similar 
to those shown in Fig. 9-7, which are for Eq. (9-16), With the condition in Eq. (9-38) 
satisfied, Eq. (9-34) can be approximated by 


., 815, 205Kp 
“5 s(x + 361.2) am 
where the term X,/K>p in the numerator is neglected when compared with the magnitude of 
5, which takes on values along the operating points on the complex portion of the root loci 
that correspond to, say, a relative damping ratio in the range of 0.7 < ¢ < 1.0. Let us assume 
that we wish to have a relative damping ratio of 0.707. From Eq. (9-39), the required value 
of Kp for this damping ratio is 0.08. This should also be true for the third-order system with 
the PI controller if the value of K;/Kp satisfies Eq. (9-38). Thus, with Kp = 0.08, K; = 0.8; 
the root loci in Fig. 9-19 show that the relative damping ratio of the two complex roots is 
approximately 0.707. In fact, the three characteristic equation roots are at 


s = —10,605, —175.3 + j175.4, and — 175.3 — j175.4 
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Figure 9-19 Root loci of Eq. (9-37) 
with K;/Kp = 10; Kp varies. 


The reason for this is that when we “‘stand”’ at the root at —175.3+ j175.4 and 
“‘look”’ toward the neighborhood near the origin, we see that the zero at s = —10 is 
relatively close to the origin and, thus, practically cancels one of the poles at s = 0. 
In fact, we can show that, as long as Kp = 0.08 and the value of K, is chosen such that 
Eq. (9-38) is satisfied, the relative damping ratio of the complex roots will be very 
close to 0.707. For example, let us select K;/Kp = 5; the three characteristic equation 
roots are at 


s = —5.145, —178.03 + j178.03, and — 178.03 — 178.03 


and the relative damping ratio is still 0.707. Although the real pole of the closed-loop 
transfer function is moved, it is very close to the zero at s = —K;/Kp so that the transient 
due to the real pole is negligible. For example, when Kp = 0.08 and K; = 0.4, the closed- 
loop transfer function of the compensated system is 


@,(s) _ 65, 221.2(s + 5) (9-40) 
@,(s) (s+ 5.145)}(s + 178.03 + j178.03)(s + 178.03 — 7178.03) 
Because the pole at s = 5.145 is very close to the zero at s = —5, the transient response due 


to this pole is negligible, and the system dynamics are essentially dominated by the two 
complex poles. 
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Toolbox 9-3-1 
Root loci of Eq. (9-37) in Fig. 9-19 are obtained by the following sequence of MATLAB functions 


KP = 0.000001; % start with a very small KP see Figure 9-19 
KI=10*KP; 


num = [KP KT]; 

den = [1 361.2 815265*KP 815265*KT]; 
G=tf£(num, den) 

rlocus(G) 


TABLE 9-5 Attributes of the Unit-Step Responses of the System in Example 9-3-1 
with Pi Controller 


Maximum i, ts 
K,/Kp Ky Kp Overshoot (%) (sec) (sec) 
0 0 1.00 52.7 0.00135 0.015 
20 1.60 0.08 15.16 0.0074 0.049 
10 0.80 0.08 9.93 0.0078 0.0294 
5 0.40 0.08 TAT 0.0080 0.023 
2 0.16 0.08 5.47 0.0083 0.0194 
1 0.08 0.08 4.89 0.0084 0.0114 
0.5 0.04 0.08 4.61 0.0084 0.0114 


0.1 0.008 0.08 4.38 0.0084 0.0115 


Table 9-5 gives the attributes of the unit-step responses of the system with PI control 
for various values of K;/Kp, with Kp = 0.08, which corresponds to a relative damping ratio 
of 0.707. 

The results in Table 9-5 verify the fact that PI control reduces the overshoot but at the 
expense of longer rise time. For K; < 1, the settling times in Table 9-5 actually show a 
sharp reduction, which is misleading. This is because the settling times for these cases are 
measured at the points where the response enters the band between 0.95 and 1.00, since the 
maximum overshoots are less than 5%. 

The maximum overshoot of the system can still be reduced further than those shown in 
Table 9-5 by using smaller values of Kp than 0.08. However, the rise time and settling time 
will be excessive. For example, with Kp = 0.04 and K; = 0.04, the maximum overshoot is 
1.1%, but the rise time is increased to 0.0182 seconds, and the settling time is 0.024 
seconds. 

For the system considered, improvement on the maximum overshoot slows down for 
K, less than 0.08, unless Kp is also reduced. As mentioned earlier, the value of the capacitor 
C, is inversely proportional to K;. Thus, for practical reasons, there is a lower limit on the 
value of K;. 

Fig. 9-20 shows the unit-step responses of the attitude-control system with PI control, 
with Kp = 0.08 and several values of Kp. The unit-step response of the same system with 
the PD controller designed in Example 9-2-1, with Kp = 1 and Kp = 0.00177, is also 
plotted in the same figure as a comparison. 
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Time (sec) 


Figure 3-20 Unit-step responses of the system in Example 9-3-1 with PI control. Also, unit-step 
response of the system in Example 9-2-1 with PD controller. 


Frequency-Domain Design 

The forward-path transfer function of the uncompensated system is obtained by setting 
Kp = 1 and K; = 0 in the G(s) in Eq. (9-34), and the Bode plot is shown in Fig. 9-21. The 
phase margin is 22.68°, and the gain-crossover frequency is 868 rad/sec. 


Toolbox 9-3-2 
Fig. 9-20 is obtained by the following sequence of MATLAB functions 


K=10; 

num =[4500*K]; 

den = [1 361.20]; 

tfCnum, den); 
[numCL,denCL]=cloop(num,den); 
step(numCL, denCL) 

hold on 


KI=[1.60.8]; 
KP=KTI/5; 
K=100; 


for i= 1:length(KT) 
num = [4500*K*KPCi) 4500*K*KI(C1)/KPCi) 1]; 
den =[(1 361.200]; 
t£Cnum,den); 
[numCL , denCL]=cloop(num, den) ; 
stepC(numCL,denCL) 
hold on 

end 

axis({[0 0.050 2]) 
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Toolbox 9-3-3 


Bode plots of the control system in Example 9-3-1, Fig. 9-2] is obtained by the following sequence of 


MATLAB functions 


KT=[01.60.80.08 0.008]; 


KP=0.08; 
K=1; 


for i =1:length(KI) 


num = [815265*KP 815265*KI(i)); 


den=[1 361.200]; 
| bode (num, den) 
! hold on 
end 
grid 


Let us specify that the required phase margin should be at least 65°, and this is to be 
achieved with the PI controller of Eq. (9-30). Following the procedure outlined earlier in 
Eqs. (9-31) through (9-33) on the design of the PI controller, we conduct the following 


steps: 


1. 


2. 


Look for the new gain-crossover frequency W, at which the phase margin of 65° is 
realized. From Fig. 9-21, We is found to be 170 rad/sec. The magnitude of G(w) at 
this eden is 21.5 dB. Thus, the PI controller should provide an attenuation of 
—21.5 dB at w’, = 170 rad/sec. Substituting iG( jo) | = — 21.5 dB into Eq. (9-32), 
and solving for Kp, we get 


Kp = 107|6(44) lie/2 — 19-21-5/20 — 9.084 (9-41) 


Notice that, in the time-domain design conducted earlier, Kp was selected to be 
0.08 so that the relative damping ratio of the complex characteristic equation roots 
will be approximately 0.707. (Perhaps we have cheated a little by selecting the 
desired phase margin to be 65°. This could not be just a coincidence. Can you 
believe that we have had no prior knowledge that, in this case, ¢ = 0.707 
corresponds to PM = 65°?) 


Let us choose Kp = 0.08, so that we can compare the design results of 
the frequency domain with those of the time-domain design obtained 


earlier. Eq. (9-33) gives the general guideline of finding K, once Kp is 
determined. Thus, 


_ @,Kp _ 170 x 0.08 
0 +10 


= 1.36 (9-42) 


As pointed out earlier, the value of K; is not rigid, as long as the ratio K;/Kp is sufficiently 
smaller than the magnitude of the pole of G(s) at —361.2. As it turns out, the value of K; 
given by Eq. (9-42) is not sufficiently small for this system. 

The Bode plots of the forward-path transfer function with Kp = 0.08 and K; = 0, 
0.008, 0.08, 0.8, and 1.6 are shown in Fig. 9-2]. Table 9-6 shows the frequency-domain 
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TABLE 9-6 Frequency-Domain Performance Data of the System in Example 9-3-1 


with PI Controller 


GM PM 
K;/Kp Ky; Kp (dB) (deg) 
0 0 1.00 oS 22.6 
20 1.6 0.08 OO 58.45 
10 0.8 0.08 00 61.98 
5 0.4 0.08 00 63.75 
] 0.08 0.08 00 65.15 
0.1 0.008 0.08 oe 65.47 


M, 


Re 
1.12 
1.06 
1.03 
1,01 
1.00 


BW 


(rad/sec) 


1390.87 
268.92 
262.38 
298.95 
256.13 
255.49 


Gain CO 
(rad/sec) 


868 

165.73 
164.96 
164,77 
164.71 
164.70 


- §23 


Phase CO 
(rad/sec) 


888 8 8 B 


properties of the uncompensated system and the compensated system with various values 
of K;. Notice that, for values of K,/ Kp that are sufficiently small, the phase margin, M,, BW, 
and gain-crossover frequency all vary little. 

It should be noted that the phase margin of the system can be improved further by 
reducing the value of Kp below 0.08. However, the bandwidth of the system will be further 
reduced. For example, for Kp = 0.04 and K; = 0.04, the phase margin is increased to 
75.7°, and M, = 1.01, but BW is reduced to 117.3 rad/sec. 


EXAMPLE 9-3-2 Now let us consider using the PI control for the third-order attitude contro] system described by 
Eq. (9-19). First, the time-domain design is carried out as follows, You may use ACSYS to solve 


this problem. 


Time-Domain Design 


Let the time-domain specifications be as follows: 


Steady-state error due to the parabolic input f71,(t)/2 < 0.2 


Maximum overshoot < 5% 
Rise time ¢, < 0.01 sec 
Settling time ¢; < 0.02 sec 


These are identical to the specifications given for the second-order system in Example 9-3-1. 
Applying the PI controller of Eq. (9-24), the forward-path transfer function of the 


system becomes 


G(s) =G,{s)Gp(s) = 


1.5 x 10°KKp(s + K1/Kp) 


~ s2(54 + 3408.35 + 1,204, 000) 
_ 1.5 x 10°KKp(s + K;/Kp) 
~ s2(s + 400.26) (s + 3008) 


(9-43) 


We can show that the steady-state error of the system due to the parabolic input is again 
given by Eq. (9-36), and, arbitrarily setting K = 181.17, the minimum value of K; is 


0.002215. 


The characteristic equation of the closed-loop system with K = 181.17 is 


s* + 3408.3s° + 1,204, 000s* + 2.718 x 10°Kps + 2.718 x 10°K; =0 


(9-44) 
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The Routh’s tabulation of the last equation is performed as follows: 


s* 1 1,204,000 2.718 x 109K; 

s 3408.3 2.718 x 10?Kp 0 

s* 1,204, 000 — 797465Kp 2.718 x 10°K; 0 

<i 1,204, 000Kp — T9T465Kp — 3408.3K; : 

1, 204, 000 — 797465Kp 
3? 2.718 x 109K; 0 
The stability requirements are 

K; >0 
Kp < 1.5098 (9-45) 


K; <353.255Kp — 233.98K} 


The design of the PI controller calls for the selection of a small value for K;/ Kp, relative to 
the nearest pole of G(s) to the origin, which is at —400.26. The root loci of Eq. (9-44) are 
plotted using the pole—zero configuration of Eq. (9-43). Fig. 9-22(a) shows the root loci as Kp 


s-plane 


Figure 9-22 (a) Root loci of the control system in Example 9-3-2 with PI controller 
K,;/Kp =2,0 < Kp <oo. 
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(b) 
Figure 9-22 (b) Bode plots of the control system in Example 9-3-2 with PI control. 


varies for K;/Kp = 2. The root loci near the origin due to the pole and zero of the PI controller 
again form a small loop, and the root loci at a distance away from the origin will be very similar 
to those of the uncompensated system, which are shown in Fig. 5-34. By selecting the value of 
Kp properly along the root loci, it may be possible to satisfy the performance specifications 
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TABLE 9-? Attributes of the Unit-Step Responses of the System in Example 9-3-2 
with Pl Controller 


Maximum ty f, Roots of 
KiKp K; Kp  Overshoot(%) (sec) (sec) Characteristic Equation 

0 90 ] 76.2 0.00158 0.0487 —3293.3 -—57.5 + 906.6 
20 16 0.08 15.6 0.0077 0.0471 -3035 -—22.7 -175.3 +/180.3 
20 #40.8 = 0.04 15.7 0.0134 0.0881 -—3021.6 -259 —99 —28 

5 04 0.08 6,3 0.00883 0.0202 --—3035 -—5.1 — 184 + j189.2 
2 0.08 0.04 2.1 0.02202 0.01515 ~-3021.7 -2346 -149.9 -—2 

5 02 0.04 4.8 0.01796 0.0202  —3021.7 -240 -141.2 -—5.3 

2 0.16 0.08 5.8 0.00787 0.01818 -—3035.2 -1855 +/190.8 —2 

I 0.08 0.08 5,2 0.00792 0.01616 —3035.2 -—186 +,191.4 —-1 

2 0.15 0.075 4.9 0.0085 0.0101 —3033.5 -1872 + 7178 —-!1 

2 0.14 0.070 4.0 0.00917 0.01212 —3031.8 -—1872 +j164 —-1 


given above. To minimize the rise time and settling time, we should select Kp so that the 
dominant roots are complex conjugate. Table 9-7 gives the performance attributes of several 
combinations of K;/Kp and Kp. Notice that, although several combinations of these parameters 
correspond to systems that satisfy the performance specifications, the one with Kp = 0.075 
and K; = 0.15 gives the best rise and settling times among those shown. 


Freguency-Domain Design 
The Bode plot of Eq. (9-43) for K = 181.17, Kp = 1, and K; = 0 is shown in Fig. 9-22(b). 
The performance data of the uncompensated system are as follows: 

Gain margin = 3.578 dB 

Phase margin = 7.788° 

M, = 6.572 

BW = 1378 rad/sec 


Let us require that the compensated system has a phase margin of at least 65°, and this is 
to be achieved with the PI controller of Eq. (9-30). Following the procedure outlined in Eqs. 
(9-31) through (9-33) on the design of the PI controller, we carry out the following steps. 


1. Look for the new gain-crossover frequency Wy at which the phase margin of 65° is 
realized. From Fig. 9-20, w, is found to be 163 rad/sec, and the magnitude of 
G(jw) at this frequency is 32. 5 dB. Thus, the PI controller should provide an 
attenuation of —22.5 dB at w’, = 163 rad/sec. Substituting lc( jw)| = — 22.5dB 
into Eq. (9-32), and solving for Kp, we get 


Kp = 107 |G 4%) lie/20 — 19-22-5/20 — 9.975 (9-46) 


This is exactly the same result that was selected for the time-domain design that resulted in 
a system with a maximum overshoot of 4.9% when K; = 0.15, or K;/Kp = 2. 


2. The suggested value of K; is found from Eq. (9-33): 


(9-47) 
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Toolbox 9-3-4 


Bode plots of the control system in Example 9-3-2. Fig. 9-22(b) is obtained by the following sequence of 
MATLAB functions 


KT =[0.60.280.0750]; 
KP = [0.040.020.0751]; 
K=1; 


for i=1:length(KI) 
num = [1.5e9*KP(i) 1.5e9*KI(i)]; 
den =[1 3408.3 12040000 0]; 
bode (num, den) 
hold on 
end 
grid 
axis( [0.01 10000 -270 0]); 


Thus, K;/Kp = 16.3. However, the phase margin of the system with these design 
parameters is only 59.52. 

To realize the desired PM of 65°, we can reduce the value of Kp or K;. Table 9-8 gives 
the results of several designs with various combinations of Kp and K;. Notice that the last 
three designs in the table all satisfy the PM requirements. However, the design ramifica- 
tions show the following: 


Reducing Kp would reduce BW and increase M,. 


Reducing K; would increase the capacitor value in the implementing circuit. 


In fact, only the K; = Kp = 0.075 case gives the best all-around performance in both the 
frequency domain and the time domain. In attempting to increase K;, the maximum 
overshoot becomes excessive. This is one example that shows the inadequacy of 
specifying phase margin only. The purpose of this example is to bring out the properties 
of the PI controller and the important considerations in its design. No details are 
explored further. 

Fig. 9-23 shows the unit-step responses of the uncompensated system and several 
systems with PI control. 


TABLE 9-8 Performance Summary of the System in Example 9-3-2 with Pl Controller 


GM PM BW Maximum fe t. 
Ki/Kp Ky Kp (dB) (deg) M,  (rad/sec) Overshoot(%) (sec) (sec) 
0 0 1 3.578 7.788 6.572 1378 77.2 0.0015 0.0490 
16.3 1.222 0.075 25.67 39.52 1.098 2644 13.1 0.0086 0.0478 
Il 0.075 O0O75 2606 65.15 1006 253.4 4,3 0.0085 0.0116 
15 0.600 0.040 31.16 66.15 = 1.133 134.6 12.4 0.0142 0.0970 


14 0.280 0.020 37.20 65.74 = 1.209 66.34 17.4 0.0268 0.1616 
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H(t} 


K,= 028, Kp = 0.02 


Time (sec) 


Figure 9-23 Unit-step response of system with PI controller in Example 9-3-2. 


> 9-4 DESIGN WITH THE PID CONTROLLER 


From the preceding discussions, we see that the PD controller could add damping to a 
system, but the steady-state response is not affected. The PI controller could improve the 
relative stability and improve the steady-state error at the same time, but the rise time is 
increased. This leads to the motivation of using a PID controller so that the best features of 
each of the PI and PD controllers are utilized. We can outline the following procedure for 
the design of the PID controller. | 


1. 


Consider that the PID controller consists of a PI portion connected in cascade with 
a PD portion. The transfer function of the PID controller is written as 


K, K 
G-(s) = Kp + Kps + — = (1+ Kp\s) (Kn + 2) (9-48) 


The proportional constant of the PD portion is set to unity, since we need only 
three parameters in the PID controller. Equating both sides of Eq. (9-48), we have 


Kp = Kpo + KniKn (9-49) 
Kp = KpiKp2 (9-30) 
K; = Ky (9-51) 
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2. Consider that the PD portion only is in effect. Select the value of Kp, so that a 
portion of the desired relative stability is achieved. In the time domain, this 
relative stability may be measured by the maximum overshoot, and in the 
frequency domain it ts the phase margin. 


3. Select the parameters Kj. and Kp» so that the total requirement on relative stability 
is satisfied. 


Toolbox 9-4-1 
Fig. 9-23 is obtained by the following sequence of MATLAB functions 


KI = {00.60.28 0.075]; 

KP = [10.040.020.075]; 

K=1; 

t=0:0.0001:0.2; 

for i = 1:length(KI) 
num = [1.5e9*KP(i) 1.5e9*KI(Ci)]; 
den =[1 3408.3 1204000 0 0]; 
tf£{num,den); 
[numCL, denCL]=cloop(num,den); 
step(numCL ,dencL,t) 
hold on 

end 

grid 

axis([00.201.8]) 


As an alternative, the PI portion of the controller can be designed first for a portion of 
the requirement on relative stability, and, finally, the PD portion is designed. 

The following example illustrates how the PID controller is designed in the time 
domain and the frequency domain. 


*- EXAMPLE 9-4-1 Consider the third-order attitude control system represented by the forward-path transfer function 
given in Eq. (9-19). With K = 181.17, the transfer function is 


2.718 x 10° 
Gpls) = s(s + 400.26){s + 3008) en 
You may use ACSYS to solve this problem; see Section 9-19. < 


Time-Domain Design 

Let the time-domain performance specifications be as follows: 
Steady-state error due to a ramp input 771, (t)/2 << 0.2 
Maximum overshoot < 5% 
Rise time t, < 0.005 sec 
Settling time t; < 0.005 sec 


We realize from the previous examples that these requirements cannot be fulfilled by 
either the PI or PD control acting alone. Let us apply the PD control with the transfer 
function (1 + Kp;s). The forward-path transfer function becomes 


2.718 x 10°(1 + Kpys) 


y= s(s + 400.26) (s + 3008) 


(9-53) 
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TABLE 9-9 Time-Domain Performance Characteristics of Third-Order Attitude Control System 
with PID Controller Designed in Example 9-4-1 


Maximum t. t, Roots of 

Kp> Overshoot (%) (sec) (sec) Characteristic Equation 

1.0 11.1 0.00088 0.0025 —15.1 —533.22 —1430 j; 1717.5 
0.9 10.8 0.00111 0.00202 —15.1 —538.7 —]427+ j 1571.8 
0.8 9,3 0.00127 0.00303 —15.1 —546.5 —14234j 1385.6 
0.7 8.2 0.00130 0.00303 ~15.1 —558.4 -1417+j; 1168.7 
0.6 6.9 0.00155 0.00303 —15.2 —579.3 —[406+ ; 897.1 
0.5 5.6 0.00172 0.00404 -—-15.2 —629 —13824 ; 470.9 
0.4 5.1 0.00214 0.00505 —15.3 —1993 —700+ j 215.4 
0.3 4.8 0.00271 0.00303 —15,3 —2355 ~519+ j 263.1 
0,2 4.5 0.00400 0.00404 -—15.5 —2613 —390 + j 221.3 
0.1 5.6 0.00747 =0.00747 -16.1 —284 ~—284 + j 94.2 
0.08 6.5 0.00895 0.04545 -—16.5 —286.3 —266 + j 4.1 


Table 9-3 shows that the best PD controller that can be obtained from the maximum 
overshoot standpoint is with Kp; = 0.002, and the maximum overshoot is 11.37%. The rise 
time and settling time are well within the required values. Next, we add the PI controller, 
and the forward-path transfer function becomes 


_ 5.436 x 10°Kpo(s + 500) (s + Ki2/Kp2) 


G(s) s2(s + 400.26)(s + 3008) 


(9-54) 


Following the guideline of choosing a relatively small value for K72/Kp2, we let 
Kin /Kp2 = 15. Eq. (9-54) becomes 


5.436 x 10°Kpo(s + 500)(s + 15) 
OS) = “35+ 400.26)(s + 3008) (9-55) 
Table 9-9 gives the time-domain performance characteristics along with the roots of the 
characteristic equation for various values of Kp2. Apparently, the optimal value of Kp) is in 
the neighborhood of between 0.2 and 0.4. 

Selecting Kp2 = 0.3, and with Kp; = 0.002 and Kj. = 15Kp2 = 4.5, the following 
results are obtained for the parameters of the PID controller using Eqs. (9-49) through (9-51): 


Ky = Kp = 4.5 
Kp = Kpo + Kp | Kp = 0.3 + 0.002 x 4.5 = 0.309 (9-56) 
Kp = Kp Kp2 = 0.002 x 0.3 = 0.0006 


Notice that the PID design resulted in a smaller Kp and a larger K;, which correspond to 
smaller capacitors in the implementing circuit. 

Fig, 9-24 shows the unit-step responses of the system with the PID controller, as well 
as those with PD and PI controls designed in Examples 9-2-2 and 9-3-2, respectively. 
Notice that the PID control, when designed properly, captures the advantages of both the 
PD and the PI controls. 
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PD control, Kp = 1, Kp = 0.002 


PID gontrol, Kp = 0.309, K; = 4.5, Kp = 0.0006 


Time (sec) 


Figure 9-24 Step responses of the system in Example 9-4-1 with PD, PI, and PID controllers. 


Frequency-Domain Design 

The PD control of the third-order attitude control systems was already carried out in 
Example 9-2-2, and the results were tabulated in Table 9-3, When Kp = 1 and Kp = 0.002, 
the maximum overshoot is 11.37%, but this is the best that the PD control could offer. 
Using this PD controller, the forward-path transfer function of the system is 


2.718 x 10?(1 + 0.002s) 


Oy s(s + 400.26)(s + 3008) 


(9-57) 


and its Bode plot is shown in Fig. 9-25. Let us estimate that the following set of frequency- 
domain criteria corresponds to the time-domain specifications given in this problem. 
Phase margin > 70° 
M, < 1.1 
BW > 1.000 rad/sec 
From the Bode diagram in Fig. 9-25, we see that, to achieve a phase margin of 70°, the new 


phase-crossover frequency should be ow, = $11 rad/sec, at which the magnitude of G(jw) is 
7 dB. Thus, using Eq. (9-32), the value of Kp, is calculated to be 


Kp) = 1077/79 = 0.45 (9-58) 


Notice that the desirable range of Kp2 found from the time-domain design with Ky /Kp2 = 
15 is from 0.2 to 0.4. The result given in Eq. (9-58) is slightly out of the range. Table 9-10 
shows the frequency-domain performance results with Kp = 0.002, Kn /Kp2 = 15, and 


532 w& Chapter 9. Design of Control Systems 


[GG] (dB) 


LGUa) (deg) 


ae 


Toa 
Rn 


PID control, Kp = 0.309, K,=4.5, Kp = 0.0006 HIME THEE 


Vit i | 
PD control, Kp = 1, Kp = 0.002 i 


50 — = it nF 
nan Ah 
HH can PPR ee] lorem | || 
; Tit ron tH 
THT TTS an SSS ll 
P an tess Se 
UU LUNI AU | Vee eA LTT | TITS 
Spa 0 Mi} 
10 10 10 10 
ies 
| net a 
-50 


wat aia mii PID a emf as Cll 
- eet | 


200 ae I 


10° 10° att 107 
co (rad/sec) 


Figure 9-25 Bode plot of the system in Example 9-4-1 with PD and PID controllers. 


TABLE 9-10 Frequency-Domain Performance of System in Example 9-4-1 with PID Controller 


GM PM BW i; t Maximum 
Kpo Kr (dB) (deg) M, (rad/sec) (sec) (sec) Overshoot (%) 
1.00 0 fore) 58.45 1.07 2607 0.0008 0.00255 11.37 
0.45 6.75 ore) 68.5 1.03 1180 0.0019 0.0040 5.6 
0.40 6.00 co 69.3 1.027 1061 0.0021 0.0050 5.0 
0.30 4.50 ee) 71.45 1,024 1024 0.0027 0.00303 4.8 
0.20 3.00 oO 73.88 1.031 528.8 0.0040 0.00404 4.5 
0.10 1.5 co 76.91 1.054 269.5 0.0076 0.0303 5.6 
0.08 1.2 00 


T1744 ~—- 1.065 216.9 0.0092 0.00469 6.5 


several values of Kp2 starting with 0.45. It is interesting to note that, as Kp. continues to 
decrease, the phase margin increases monotonically, but below Kp2 = 0.2, the maximum 
overshoot actually increases. In this case, the phase margin results are misleading, but the 
resonant peak M, is a more accurate indication of this. 


> 9-5 DESIGN WITH PHASE-LEAD CONTROLLER 


The PID controller and its components in the form of PD and PI controls represent simple 
forms of controllers that utilize derivative and integration operations in the compensation 
of control systems. In general, we can regard the design of controllers of control systems as 
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Figure 9-26 Op-amp circuit implementation of G(s) = K- Paar ie 


a filter design problem; then there are a large number of possible schemes. From the 
filtering standpoint, the PD controller is a high-pass filter, the PI controller is a low-pass 
filter, and the PID controller is a band-pass or band-attenuate filter, depending on the values 
of the controller parameters. The high-pass filter is often referred to as a phase-lead 
controller, because positive phase is introduced to the system over some frequency range. 
The low-pass filter is also known as a phase-lag controller, because the corresponding 
phase introduced is negative, These ideas related to filtering and phase shifts are useful if 
designs are carried out in the frequency domain. 
The transfer function of a simple lead or lag controller is expressed as 


S+ 2Z] 
G.(s) = Ke — ~59 
(s) prey (9-59) 


where the controller is high-pass or phase-lead if p; > z,, and low-pass or phase-lag if 
Pl <2. 

The op-amp circuit implementation of Eq. (9-59) is given in Table 4-4(g) of Chapter 
4 and is repeated in Fig. 9-26 with an inverting amplifier. The transfer function of the 
circuit is 


+ 
_ Eos) C1 RG 
Gl) =F) OG, 1 hie 


Comparing the last two equations, we have 


K.. = C; [C2 
zy = 1/Ri Cy (9-61) 
pi = 1/R2C2 


We can reduce the number of design parameters from four to three by setting 
C=C, = Cz. Then Eq. (9-60) is written as 


Ro fl + R)Cs 
Gia eee 
c(S) Ry ( eee) 


_ lf/l+afms (702) 
av l+Ts 


534 ® Chapter 9. Design of Control Systems 


where 
Ry 
ans Ry (9-63) 
T=RC (9-64) 


9-5-1 Time-Domain Interpretation and Design of Phase-Lead Control 


In this section, we shall first consider that Eqs. (9-60) and (9-62) represent a phase-lead 
controller (z] <p; ora> 1). In order that the phase-lead controller will not degrade the 
steady-state error, the factor a in Eq. (9-62) should be absorbed by the forward-path gain K. 
Then, for design purposes, G,{s) can be written as 


1+ als 


Gel) = Ts 


(a> 1) (9-65) 


The pole—zero configuration of Eq. (9-65) is shown in Fig. 9-27. Based on the discussions 
given in Chapter 7 on the effects of adding a pole—zero pair (with the zero closer to the 
origin) to the forward-path transfer function, the phase-lead controller can improve the 
stability of the closed-loop system if its parameters are chosen properly. The design of 
phase-jead control is essentially that of placing the pole and zero of G(s) so that the design 
specifications are satisfied. The root-contour method can be used to indicate the proper 
ranges of the parameters. The ACSYS MATLAB tool can be used to speed up the cut-and- 
try procedure considerably. The following guidelines can be made with regard to the 
selection of the parameters @ and T. 


1. Moving the zero —1/aT toward the origin should improve rise time and settling 
time. If the zero is moved too close to the origin, the maximum overshoot may again 
increase, because —1/aT also appears as a zero of the closed-loop transfer function. 

2. Moving the pole at —1/7 farther away from the zero and the origin should reduce 


the maximum overshoot, but if the value of T is too small, rise time and settling 
time will again increase. 


s-plane 


Figure 9-27 Pole—zero 
configuration of the phase- 
lead controller. 
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We can make the following general statements with respect to the effects of phase-lead 
control on the time-domain performance of a control system: 

1. When used properly, it can increase damping of the system. 

2. It improves rise time and settling time. 


3. Inthe form of Eq. (9-65), phase-lead control does not affect the steady-state error, 
because G,(0) = 1. 


9-5-2 Frequency-Domain Interpretation and Design of Phase-Lead Control 


The Bode plot of the phase-lead controller of Eq. (9-65) is shown in Fig. 9-28. The two 
corner frequencies are at w = 1/aT and w = 1/T. The maximum value of the phase, ¢,,,, 
and the frequency at which it occurs, @,,, are derived as follows. Because @, is the 
geometric mean of the two corner frequencies, we write 


l ] l 
log }9@m = > Co, + login 7 (9-66) 
Thus, 
Om = a (9-67) 
m SaT 


To determine the maximum phase 9¢,,,, the phase of G,(jw) 1s written 


LGe( jo) = o( jw) = tan~!waT — tan™! wT (9-68) 


20 log 102 


20-dB/decade 


slope > 


[G,(ja)| (dB) 


|- 
myo bono 
8 


ZG,{ja) (deg) 
° & 
> | 
3 


@ (rad/sec) 


L/at 
Figure 9-28 Bode plot of phase-lead controller G,(s) = a~ ae 


s+I1/T 
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from which we get 


.\ wal —wT 
sO) 1 + (waT) (wT) ae 


Substituting Eg. (9-67) into Eq. (9-69), we have 


tan®» = oh (9-70) 
or 
SING», = cian (9-71) 
a+l 
Thus, by knowing @,,, the value of a is determined from 
_1+singd, (9-72) 


t= - 
Ising, 


The relationship between the phase ¢,, and @ and the general properties of the Bode 
plot of the phase-lead controller provide an advantage of designing in the frequency 
domain. The difficulty is, of course, in the correlation between the time-domain and 
frequency-domain specifications. The general outline of phase-lead controller design in the 
frequency domain is given as follows. It is assumed that the design specifications simply 
include steady-state error and phase-margin requirements. 


iv 


2 


The Bode diagram of the uncompensated process G,(/w) is constructed with the 
gain constant K set according to the steady-state error requirement. The value of K 
has to be adjusted upward once the value of a is determined. 


The phase margin and the gain margin of the uncompensated system are 
determined, and the additional amount of phase lead needed to realize the phase 
margin is determined. From the additional phase lead required, the desired value 
of ¢,, is estimated accordingly, and the value of a is calculated from Eq. (9-72). 


Once a is determined, it is necessary only to determine the value of 7, and the 
design is in principle completed. This is accomplished by placing the corner 
frequencies of the phase-lead controller, 1/aT and 1/T, such that @,, is located at 
the new gain-crossover frequency w,, so the phase margin of the compensated 
system is benefited by ¢,,. It is known that the high-frequency gain of the phase- 
lead controller is 20 log; 9a dB. Thus, to have the new gain crossover at @,, Which 
is the geometric mean of 1/aT and 1/T, we need to place w,,, at the frequency 
where the magnitude of the uncompensated G,(jw) is —10log; 9a dB so that 
adding the controller gain of 10 log;9a@ dB to this makes the magnitude curve go 
through O dB at w,. 

The Bode diagram of the forward-path transfer function of the compensated 
system is investigated to check that all performance specifications are met; if not, a 
new value of ¢,, must be chosen and the steps repeated. 


If the design specifications are all satisfied, the transfer function of the phase-lead 
controller is established from the values of a and T. 
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If the design specifications also include M, and/or BW, then these must be checked 
using either the Nichols chart or the output data from a computer program. 


We use the following example to illustrate the design of the phase-lead controller in 
the time domain and frequency domain. 


EXAMPLE 9-5-1 The block diagram of the sun-seeker control system described in Section 4-11 is again shown in Fig. 
9-29. The system may be mounted on a space vehicle so that it will track the sun with high accuracy. 
The variable 6, represents the reference angle of the solar ray, and @, denotes the vehicle axis. The 
objective of the sun-seeker system is to maintain the error a between 6, and @, near zeto. The 
parameters of the system are as follows: 


R- = 10,0000 Ky, = 0.0125 V/rad/sec 
K; = 0.0125 N-m/A Re = 6.250) 

J = 10-® kg-m? K, = 0.1 A/rad 

K = to be determined B=0 

7 = 800 


The forward-path transfer function of the uncompensated system ts 
O.(s)  KRpKK;/n 
G = FF 9-73 
oS) = AG) = Rust + KiKps oe. 
where @,(s) and A(s) are the Laplace transforms of @,(¢) and a(t}, respectively. 
Substituting the numerical values of the system parameters in Eq. (9-73), we get 
@o(s) _ 2500K 
A(s)  s(s + 25) 


You may use ACSYS to solve this problem after reducing the block diagram in Fig. 9-29 to a standard 
form. See Section 9-15. 


Error Operational Servo DC motor Gear 
discriminator amplifier | Controller amplifier train 
6, @) a >| K, laa 'b =Rr ey G(s) I =x. Ca. ) K; Dy 1 6, I 8, 


Back emf 


Gp(s) = (9-74) 


| 


Figure 9-29 Block diagram of sun-secker control system. 


Time-Domain Design 
The time-domain specifications of the system are as follows: 


1. The steady-state error of a(t) due to a unit-ramp function input for 6,(t) should be 
< 0.01 rad per rad/sec of the final steady-state output velocity. In other words, the 
steady-state error due to a ramp input should be < 1%. 


2. The maximum overshoot of the step response should be less than 5% or as small as 
possible. 


3. Rise time t, < 0.02 sec. 
4. Settling time f, < 0.02 sec. 
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9,(2) 


The minimum value of the amplifier gain, K, is determined initially from the steady-state 
requirement. Applying the final-value theorem to a(t), we have 


, _ 4+ to ae sQ,(s) 
= ae (3) ee) 
For a unit-ramp input, @,(s) = 1/s*. By using Eq. (9-74), Eq. (9-75) leads to 
0.01 
im, a(t) = ee (9-76) 


Thus, for the steady-state value of a(t) to be < 0.01, K must be > 1. Let us set K = 1, the 
worst case from the steady-state error standpoint. The characteristic equation of the 
uncompensated system is 


s* + 255 + 2500 = 0 (9-77) 


We can show that the damping ratio of the uncompensated system with K = 1 is only 0.25, 
which corresponds to a maximum overshoot of 44.4%. Fig. 9-30 shows the unit-step 
response of the system with K = 1. 


Uncompensated system a= 1, T= | 


Time (sec) 


Figure 9-30 Unit-step response of sun-seeker system in Example 9-5-1. 
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Toolbox 9-5-1 


Unit-step response for Example 9-6 in Fig. 9-30 is obtained by the following sequence of MATLAB functions 


a=(11012.5 16.67]; 
T= [10.005 0.004 0.003]; 


for i= 1:lengthc(T) 
num = [2500*a(Ci}*TCi) 2500]; 
den =[TCi) 25*TCi)+1 25 0]; 
t£Cnum, den); 
[numCL ,denCL]=cloop(num,den); 
step(numCL,denCL) 
hold on 

end 

grid 

axis(¢[00.3501.8]) 


A space has been reserved in the forward path of the block diagram of Fig. 9-29 for a 
controller with transfer function G,(s). Let us consider using the phase-lead controller of 
Eq. (9-62), although in the present case, a PD controller or one of the other types of phase- 
lead controllers may also be effective in satisfying the performance criteria given. The 
forward-path transfer function of the compensated system is written 


2500K(1 -+ aTs) 


(s) = as(s + 25)}(1-+4 Ts) (9-78) 


For the compensated system to satisfy the steady-state error requirement, K must satisfy 
K>a (9-79) 


Let us set K = a. The characteristic equation of the system is 
(s? + 25s + 2500) + Ts*(s + 25) + 2500aTs = 0 (9-80) 


We can use the root-contour method to show the effects of varying a and T of the phase-lead 
controller. Let us first set a = 0. The characteristic equation of Eq. (9-80) becomes 


s* + 255 + 2500 + Ts*(s + 25) = 0 (9-81) 
Dividing both sides of the last equation by the terms that do not contain JT, we get 


Ts?(s + 25) 


s)=1+>5-.—_ = 
1+ Geqi (8) a s* + 255 + 2500 


(9-82) 
Thus, the root contours of Eq. (9-81) when T varies are determined using the pole—zero 
configuration of Gegi(s) in Eq. (9-82). These root contours are drawn as shown in Fig, 9-31. 
Notice that the poles of G.g;(s) are the roots of the characteristic equation when a = 0 and 
T = 0. The root contours in Fig. 9-31 clearly show that adding the factor (1 + Ts) to the 
denominator of Eq. (9-74) alone would not improve the system performance, since the 
characteristic equation roots are pushed toward the right-half plane. In fact, the system 
becomes unstable when Tis greater than 0.0133. To achieve the full effect of the phase-lead 
controller, we must restore the value of a in Eq. (9-80). To prepare for the root contours 
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Figure 9-31 Root contours of the sun-seeker system with ¢@ = 0, and T varies from 0 to oo. 


with a as the variable parameter, we divide both sides of Eq. (9-80) by the terms that do not 
contain a, and the following equation results: 


2500aTs 


1+aG = UT aes eA a 
+ aGega(s) = 1+ 39554 3500 + Ts*(s + 25) 


0 (9-83) 


Toolbox 9-5-2 
Root contours for Fig. 9-31 are obtained by the following sequence of MATLAB functions 


for T=1:1:260 
num= {T 325*T0 0]; 
den= [125 2500]; 
tf£Cnum,den); 
(numCL,denCL]=cloop(num, den); 
F=tf(Cnum,den); 
PoleData(: ,T)=pole(F); 

end 


plot(real(PoleData(1, :)),imag(PoleData(1,:)),realCPoleData(2,:)),imag(PoleData(2,:))); 
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Figure 9-32 Root contours of the sun-seeker system with a phase-lead controller. 


For a given 7, the root contours of Eq. (9-80) when a varies are obtained based on 
the poles and zeros of G.,2(s). Notice that the poles of G,.2{s) are the same as the 
roots of Eq. (9-81). Thus, for a given T, the root contours of Eg. (9-80) when a varies 
must start (a = 0) at points on the root contours of Fig. 9-31. These root contours 
end (a4 = co) at s=0, o, 00, which are the zeros of G.go(s). The complete root 
contours of Eq. (9-80) are now shown in Fig. 9-32 for several values of 7, and a 
varies from 0 to o. 

From the root contours of Fig. 9-32, we see that, for effective phase-lead control, the 
value of T should be smail. For large values of 7, the natural frequency of the system 
increases rapidly as a increases, and very little improvement is made on the damping of the 
system. 

Let us choose 7 = 0.01 arbitrarily. Table 9-11 shows the attributes of the unit-step 
response when the value of aT is varied from 0.02 to 0.1. The ACSYS MATLAB tool was 
used for the calculations of the time responses. The results show that the smallest 
maximum overshoot is obtained when a7 — 0.05, although the rise and settling times 
decrease continuously as aT increases. However, the smallest value of the maximum 
overshoot is 16.2%, which exceeds the design specification. 
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TABLE 9-11 Attributes of Unit-Step Response of System with 
Phase-Lead Controller in Example 9-5-1: 7=0.01 


Maximum t, ty 
at a Overshoot (%) (sec) (sec) 
0.02 2 26.6 0.0222 0.0830 
0.03 3 18.9 0.0191 0.0665 
0.04 4 16.3 0.0164 0.0520 
0.05 5 16,2 0.0146 0.0415 
0.06 6 17.3 0.0129 0.0606 
0.08 8 20.5 0.0112 0.0566 
0.10 10 23.9 0.0097 0.0485 


Toolbox 9-5-3 


Root contours for Fig. 9-32 are obtained by the following sequence of MATLAB functions 


T= [0.003 0.0040.0050.050.12.5]; 
for j=1:Length(T) 
11s 
fora=0:0.005:30 
num = [TCj) 25*TCj3)+1 254+2500*a*TCj) 2500]; 
den = [T(j) 25*T(j)+1 25 2500]; [numCL, denCL ]=cloop(num, den); 
F=tfCnumCL,denCL); PoleData(: ,i)=pole(F); 
i=itl1; 
end 
Count =1-1; %% for graph continuation 
for i=1:Count 
Lf imag(PoleData(1,i)})}-=0 
break; 
end end 
count =i; %% for graph continuation 
for 1=1: count 
PoleData(1,i)=PoleData(1,count); 
end 


for i=1:Count 
if imag(PoleData(2,i)).=0 
break; 
end end 
count =i; %% for graph continuation 
for 1=1: count 
PoleData(2,i)=PoleData(2,count); 
end 
PositivePos =0; 
for 1=1:Count 
if imag(PoleData(1,i)) <0 
Lf PositivePos == 
PositivePos =1i-1; 
end 
PoleData(1,i) = PoleData(1,PositivePos); 
End end 
PositivePos = 0; 
for i=1: Count 
if imag(PoleData(2,i)) <0 
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if PositivePos == 
PositivePos =i-1; 


end 
PoleDataC2,i) = PoleData(C2,PositivePos): 
End end 
plot (real (PoleData(1, :))>,imag(PoleData(1, :)) ,real(PoleData(2, :)),imag(PoleData(2,:))); 


hold on 


end 
axis([-17500150]); sgrid 


Next, we set aT = 0.05 and vary T trom 0.Q1 to 0.001, as shown in Table 9-12. Table 
9-12 shows the attributes of the unit-step responses. As the value of T decreases, the maximum 
overshoot decreases, but the rise time and settling time increase. The cases that satisfy the 
design requirements are indicated in Table 9-12 for aT = 0.05. Fig. 9-30 shows the unit-step 
responses of the phase-lead-compensated system with three sets of controller parameters. 
Choosing JT = 0.004, a = 12.5, the transfer function of the phase-lead controller is 


s+1/aT | , s+ 20 


G(s) = a——_— = 12.5 ——— -84 
A 0ar 5 + 250 =) 
The transfer function of the compensated system is 
31250(s + 20) 
G(s) = G,(s)G)(s) = ————_—— 9-85 
(5) = Gels)Gpls) = 7 95)(5 + 250) ai 


To find the op-amp-circuit realization of the phase-lead controller, we arbitrarily set 
C = 0.1 yf, and the resistors of the circuit are found using Eqs. (9-63) and (9-64) as Ry = 
500, 000 © and Ro = 40,0002). 


Frequency-Domain Design 
Let us specify that the steady-state error requirement is the same as that given earlier. For 


frequency-domain design, the phase margin is to be greater than 45°. The following design 
steps are taken: 


1. The Bode diagram of Eq. (9-74) with K = 1 is plotted as shown in Fig. 9-33. 


2. The phase margin of the uncompensated system, read at the gain-crossover 
frequency, @, = 47 rad/sec, is 28°. Because the minimum desired phase margin 


TABLE 9-12 Attributes of Unit-Step Responses of System with Phase-Lead 
Controller in Example 9-5-1; a7=0.05 


Maximum t, ts 
T a Overshoot (%) (sec) (sec) 
0.01 5.0 16.2 0.0146 0.0415 
0.005 10.0 4.1 0.0133 0.0174 
0.004 12.5 1.1 0.0135 0.0174 
0.003 16.67 0 0.0141 0.0174 
0.002 25.0 0 0.0154 0.0209 


0.001 50.0 0 0.0179 0.0244 
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Figure 9-33 Bode diagram of the phase-lead compensation and uncompensated systems in 


Example 9-5-1, G(s) = 


2500(1 + aTs) 
s(s + 25)(s + Ts) 


is 45°, at least 17° more phase lead should be added to the loop at the gain- 
crossover frequency. 


The phase-lead controller of Eq. (9-65) must provide the additional 17° at the gain- 
crossover frequency of the compensated system. However, by applying the phase- 
lead controller, the magnitude curve of the Bode plot is also affected in such a way 
that the gain-crossover frequency is shifted to a higher frequency. Although it is a 
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simple matter to adjust the corner frequencies, 1/aT and 1/T, of the controller so 
that the maximum phase of the controller ¢,,, falls exactly at the new gain-crossover 
frequency, the original phase curve at this point is no longer 28° (and could be 
considerably less) because the phase of most control processes decreases with the 
increase in frequency. In fact, if the phase of the uncompensated process decreases 
rapidly with increasing frequency near the gain-crossover frequency, the single- 
stage phase-lead controller will no longer be effective. 

In view of the difficulty estimating the necessary amount of phase lead, it is 
essential to include some safety margin to account for the inevitable phase drop- 
off. Therefore, in the present case, instead of selecting a ¢,, of a mere 17°, let ¢,, 
be 25°. Using Eq. (9-72), we have 


1 + sin 25° 
a= T— sin25° — 2.46 (9-86) 
4. Todetermine the proper location of the two corner frequencies (1 /aT and 1 /T) of 
the controller, it is known from Eq. (9-67) that the maximum phase lead ¢,,, occurs 
at the geometric mean of the two comer frequencies. To achieve the maximum 
phase margin with the value of a determined, ¢,, should occur at the new gain- 
crossover frequency On, which is not known. The following steps are taken to 
ensure that ¢,, occurs at «,. 
a. The high-frequency gain of the phase-lead controller of Eq. (9-65) is 


20 log jg a = 20 logy 2.46 = 7.82 dB (9-87) 


b. The geometric mean w,, of the two comer frequencies, 1/aT and 1/T, should 
be located at the frequency at which the magnitude of the uncompensated 
process transfer function G,(jw) in dB is equal to the negative value in dB of 
one-half of this gain. This way, the magnitude curve of the compensated 
transfer function will pass through the 0-dB-axis at wm = ,,. Thus, a, should 
be located at the frequency where 


IGp{ jo)| p= —101og;9 2.46 = —3.91 dB (9-88) 


Toolbox 9-5-4 
Bode diagram for Fig. 9-33 is obtained by the following sequence of MATLAB functions 


a=[2.4612.5 5.828]; 
T= [0.0106 0.004 0.00588] ; 


for i=1:length(T) 
num = [2500*aCi)*TCi)} 2500]; 
den =(TC1) 1+25*T Ci) 250]; 
bode (num, den) ; 
hold on; 

end 

% axis( [110000 -180 -90]); 

grid 
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Toolbox 9-5-5 
Plot of G(s) for Fig. 9-34 is obtained by the following sequence of MATLAB functions 


a= [2.4612.55.828]; 
T= [0.0106 0.004 0.00588]; 
for i = 1:length(T) 


num = [2500*aCi)*TCi) 2500]; 
den =[T(i) 14+25*TC1) 25 0]; 
t = tf£Cnum, den) 

nichols (t); ngrid; 

hold on; 


From Fig. 9-33, this frequency is found to be @, = 60 rad/sec. Now using Eq. (9-67), 
we have 


7 = Jat — V246 x 60 = 94.1 rad/sec (9-89) 


Then, 1/aT = 94.1/2.46 = 38.21 rad/sec. The transfer function of the phase-lead 
controller is 


s+ W/aT _ 4 4g 5 + 38-2! (9-90) 


Oe eee oo Ga 


The forward-path transfer function of the compensated system is 


6150(s + 38.21) 


G(s) = Ge(s)G pls) = 9sy(5 + 94.1) 


(9-91) 


Fig. 9-33 shows that the phase margin of the compensated system is actually 47.6°. 

In Fig. 9-34, the magnitude and phase of the original and the compensated systems are 
plotted on the Nichols chart for display only. These plots can be made by taking the data 
directly from the Bode plots of Fig. 9-33. The values of M,, w;, and BW can all be 
determined from the Nichols chart. However, the performance data are more easily 
obtained with ACSYS. 

Checking the time-domain performance of the compensated system, we have the 
following results: 


Maximum overshoot = 22.3% t,=0.02045sec ft, = 0.07439 sec 


which fall short of the time-domain specifications listed earlier. Fig. 9-33 also shows the 
Bode plot of the system compensated with a phase-lead controller with a = 5.828 and 
T = 0.00588. The phase margin is improved to 62.4°. Using Eq. (9-71), we can show that 
the result of a= 12.5 obtained in the time-domain design actually corresponds to 
Om = 58.41. Adding this to the original phase of 28°, the corresponding phase margin 
would be 86.41°, The time-domain and frequency-domain attributes of the system with the 
three phase-lead controllers are summarized in Table 9-13. The results show that, with 
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system G(s) 
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Figure 9-34 Plots of G(s) in the Nichols chart for the system in Example 9-5-1. 
2500(1 + aTs) 
s(s + 25)(1 + Ts) 


G(s) = 


TABLE 9-13 Attributes of System with Phase-Lead Controller in Example 9-5-1 


2.46 
5.828 
12.5 


T 


1 
0.0106 
0.00588 
0.0040 


PM 
(deg) 
28.03 
47.53 
62.36 
68.12 


M, 


2.06 
1.26 
1.03 
1.00 


Gain CO 
(rad/sec) 


47.0 
60,2 
79.1 
113.1 


BW 
(rad/sec) 


74.3 
98.2 
124.7 
172.5 


Maximum 
Overshoot (%) 


A4A 
22.3 
aa 
1.1 


ty 
(sec) 
0,0255 
0.0204 
0.0169 
0.0135 


-90.0 


f, 
(sec) 
0.2133 
0.0744 
0.0474 
0.0174 
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~ EXAMPLE 9-5-2 


a = 12.5 and T = 0.004, even the projected phase margin is 86.41°; the actual value is 
68.12 due to the fall-off of the phase curve at the new gain crossover. 


In this example we illustrate the application of a phase-lead controller to a third-order system with 
relatively high loop gain. 

Let us consider that the inductance of the dc motor of the sun-seeker system described in Fig. 
9-29 is not zero. The following set of system parameters is given: 


Rr = 10,0000 K; = 0.0125 V/rad/sec 
K; = 0.0125 N-m/A R, = 6.250, 

J = 10-® kg-m? K, = 0.3 A/rad 

K = tobe determined B=0 

n = 800 Lq = 1077H 


The transfer function of the de motor is written 
Oin(s) = K; 


Eq(s)  8(LgJs? + JRgs + KjKp) Ore) 
The forward-path transfer function of the system 1s 
©,(s) KsRrKK; 
G Ss 9-93 
p{s) A(s)  s(LgJs* + JRqs + KiKp) Sa 
Substituting the values of the system parameters in Eq. (9-92), we get 
@,(s) 4.6875 x 107K 
G(s) = A(s)  s(s? + 625s + 156, 250) ae 
You may use ACSYS to solve this problem. - 


Time-Domain Design 
The time-domain specifications of the system are given as follows: 


1. The steady-state error of a(t) due to a unit-ramp function input for 6,{t) should be 
< 1/300 rad/rad/sec of the final steady-state output velocity. 


2. The maximum overshoot of the step response should be less than 5% or as small as 
possible. 


3. Rise time t, < 0.004 sec. 
4. Settling time t, < 0.02 sec. 


The minimum value of the amplifier gain K is determined initially from the steady-state 
requirement. Applying the final-value theorem to a(t), we get 


—* beat s@;(s) 
im a) = Hoya) = By BEG 95) 
Substituting Eq. (9-94) into Eq. (9-95), and @,(s) = 1/s*, we have 
: I 
im, (0) = s50K = 


Thus, for the steady-state value of a(t) to be < 1/300, K must be > I. Let us set K = 1; the 
forward-path transfer function in Eq. (9-94) becomes 


4.6875 x 10 
G p(s) = P 


(s? + 625s + 156, 250) oe 
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We can show that the closed-loop sun-seeker system with K = 1 has the following 
attributes for the unit-step response. 


Maximum overshoot=43% Rise timet,=0.004797 sec Settling time ¢, = 0.04587 sec 


To improve the system response, let us select the phase-lead controller described by Eq. 
(9-62). The forward-path transfer function of the compensated system is 


4.6875 x 10’ K(1 + aTs) 


G(s) = Gels)Gols) = a+ 6055 4 156, 250)(1 b TS) 


(9-98) 


Now to satisfy the steady-state requirement, K must be readjusted so that K > a. Let us set 
K =a. The characteristic equation of the phase-lead compensated system becomes 


(s* + 625s” + 156, 250s + 4.6875 x 10’) + Ts?(s? + 625s + 156, 250) 


ee (9-99) 
+ 4.6875 x 10’aTs = 0 


We can use the root-contour method to examine the effects of varying a and T of the phase- 
lead controller. Let us first set a to zero. The characteristic equation of Eq. (9-99) becomes 


(s° + 625s? + 156, 250s + 4.6875 x 107) + Ts*(s* + 625s + 156,250) =0 (9-100) 
Dividing both sides of the last equation by the terms that do not contain 7, we get 


Ts* (s* + 625s + 156,250) 


I + Geqi(s) = 1+ s? + 625s? + 156, 250s + 4.6875 x 107 


0 (9-101) 


The root contours of Eq. (9-100) when T varies are determined from the pole—zero 
configuration of Geqi(s) in Eq. (9-101) and are drawn as shown in Fig. 9-35. When a varies 
from 0 to oo, we divide both sides of Eq. (9-99) by the terms that do not contain a, and we have 


4.6875 x 10’ aTs 
3 + 62582 + 156, 2505 + 4.6875 x 107 + Ts2(s2 + 625s + 156,250) 
0 


1 + Geq2(s) = 


(9-102) 


For a given 7, the root contours of Eq. (9-99) when @ varies are obtained based on the poles 
and zeros of Gego(s). The poles of Geg2(s) are the same as the roots of Eq. (9-100). Thus, the 
root contours when a4 varies start (a = 0) at the root contours for variable T. Fig. 9-34 shows 
the dominant portions of the root contours when a varies for T = 0.01, 0.0045, 0.001, 
0.0005, 0.0001, and 0.00001. Notice that, because the uncompensated system is lightly 
damped, for the phase-lead controller to be effective, the value of T should be very small. 
Even for very small values of T, there is only a small range of a that could bring increased 
damping, but the natural frequency of the system increases with the increase in a. The root 
contours in Fig. 9-35 show the approximate locations of the dominant characteristic 
equation roots where maximum damping occurs. Table 9-14 gives the roots of the 
characteristic equation and the unit-step-response attributes for the cases that correspond 
lo near-smallest maxtmum overshoot for the T selected. Fig. 9-36 shows the unit-step 
response when a = 500 and T = 0.00001. Although the maximum overshoot is only 3.8%, 
the undershoot in this case is greater than the overshoot. 
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Figure 9-35 Root contours of sun-seeker system in Example 9-5-2 with phase-lead controller. 


1+ aTs 


Gels) = TT 75 


Toolbox 9-5-6 
Step responses for Fig, 9-36 are obtained by the following sequence of MATLAB functions 


a= [50100 500]; 
T= [0.0001 0.00005 0.00001]; 


for i=1:length(T) 
num = 4.6875e7 * [aCi)*TCi) 1]; 
den = conv( [1 625 156250 0], {TCi) 1]); 
tfCnum,den); 
[numCL, denCL J=cloop(Cnum, den); 
step(numCL, denCL) 
hold on 

end 

axis([00.0401.2]) 

grid 


9-5 Design with Phase-Lead Controller < 551 


TABLE 9-14 Roots of Characteristic Equation and Time Response Attributes of System with 
Phase-Lead Controller in Example 9-5-2 


Maximum ly t. 

T a Roots of Characteristic Equation Overshoot (%) (sec) (sec) 
0.001 4 —189.6 -—1181.6 -—126.9+ 439.5 21.7 0.0037 0.0184 
0.0005 9 -1646 —2114.2 —173.1 + j489.3 13.2 0.00345 0.0162 
0.0001 50 = —-147 — 10024 ~—227 + j517 5.4 0.00348 0.0150 
0.00005 100 -—147 —20012  —233+ j515 4.5 0.00353 0.0150 
0.00001 S00 -146.3 —_105 —238 ~ 7513.55 3.8 0.00357 0.0146 


Frequency-Domain Design 
The Bode plot of G,(s) in Eq. (9-97) is shown in Fig. 9-37. The performance attributes of 
the uncompensated system are 
PM = 29.74° 
M, = 2.156 
BW = 426.5 rad/sec 
We would like to show that the frequency-domain design procedure outlined earlier does 


not work effectively here, because the phase curve of G,(jw) shown in Fig. 9-37 has a 
very steep slope near the gain crossover, For example, if we wish to realize a phase margin 


Time (sec) 


Figure 9-36 Unit-step responses of sun-seeker system in Example 9-5-2 with phase-lead 
1+aTs 
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controller. G(s) = 
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sun-seeker sy xample (s) Ta Ts 


of 65°, we need at least 65 — 29.74 = 35.26° of phase lead. Or, ¢,, = 35.26°. Using Eq. 
(9-72), the value of a is calculated to be 


_1+sing,, 1 +sin35,26° 


= 57 - 
Tage Tense Ce) 
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Toolbox 9-5-7 


Bode plots shown in Fig. 9-37 are obtained by the following sequence of MATLAB functions 


a= [100 500); 
T= [0.00005 0.00001]; 


for i =1:Length(T) 
num = [aCi)*T(i) 1]; 
den=[({T(i) 1]; 
bode(Cnum,den); 
hold on; 

end 


for i=1:length(T) 
num =4.6875e7 * [aCi)*TCi) 1]; 
den = conv([1 625 156250 0], ({TCi) 1]); 
bode Cnum, den); 
hold on; 
end 
axis([11e6 -300 90]); 
grid 


Let us choose a = 4. Theoretically, to maximize the utilization of @,,, @,, Should be placed 
at the new gain crossover, which is located at the frequency where the magnitude of G,(/w) 
is —10log,)9adB = —10log,)4 = —6dB. From the Bode plot in Fig. 9-37, this frequency 
is found to be 380 rad/sec. Thus, we let w, = 380 rad/sec. The value of Tis found by using 
Eg. (9-67): 


I ] 
T = — = —— = 0.0013 9-104) 
OnV/a 380.4 ( 


However, checking the frequency response of the phase-lead compensated system with 
a = 4 and T = 0.0013, we found that the phase margin is only improved to 38.27°, and 
M, = 1.69. The reason is the steep negative slope of the phase curve of G,(jw). The fact is 
that, at the new gain-crossover frequency of 380 rad/sec, the phase of G,(jw) is — 170°, as 
against —150.26° at the original gain crossover—a drop of almost 20°! From the time- 
domain design, the first line in Table 9-14 shows that, when a = 4 and 7 = 0.001, the 
maximum overshoot is 21.7%. 

Checking the frequency response of the phase-lead compensated system with a = 500 
and T = 0.00001, the following performance data are obtained: 


PM = 60.55 degrees M,=1 BW = 664.2 rad/sec 


This shows that the value of a has to be increased substantially just to overcome the steep 
drop of the phase characteristics when the gain crossover is moved upward. 

Fig. 9-37 shows the Bode plots of the phase-lead controller and the forward-path 
transfer functions of the compensated system with @= 100, T=0.0005 and 
a = 500, T = 0.00001. A summary of performance data is given in Table 9-15. 
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TABLE 9-15 Attributes of System with Phase-Lead Controller in Example 9-5-2 


PM GM BW Maximum t, t, 
T a (deg) (dB) M,. (rad/sec} §Overshoot (%) (sec) (sec) 
] ] 29.74 6.39 2.16 430.4 43.0 0.00478 0.0459 
0.00005 100 59.61 31.41 1,009 670.6 4.5 0.00353 0.015 
0.00001 500 60.55 45.21 1.000 664.2 3.8 0.00357 0.0146 


Selecting a = 100 and T = 0.00005, the phase-lead controller is described by the 
transfer function 


1 1 Ts : 
pee +a soi 14+. 0.005s (9-105) 


Using Eas. (9-63) and (9-64), and letting C = 0.01 uF, the circuit parameters of the phase- 
lead controller are found to be 


T 5x10 
R> = G= Goce = 50000 (9-106) 
R, = aR2 = 500, 0009 (9-107) 


The forward-path transfer function of the compensated system is 


O,(s) _ 4.6875 x 107(1 +.0.005s) (9-108) 

A(s) —_s(s? + 625s + 156, 250)(1 + 0.000055) 

where the amplifier gain K has been set to 100 to satisfy the steady-state requirement. 
From the results of the last two illustrative examples, we can summarize the effects 

and limitations of the single-stage phase-lead controller as follows. 


9-5-3 Effects of Phase-Lead Compensation 


1, The phase-lead controller adds a zero and a pole, with the zero to the right of the 
pole, to the forward-path transfer function, The general effect is to add more 
damping to the closed-loop system. The rise time and settling time are reduced in 
general. 


2. The phase of the forward-path transfer function in the vicinity of the gain- 
crossover frequency is increased. This improves the phase margin of the closed- 
loop system. 


3. The slope of the magnitude curve of the Bode plot of the forward-path transfer 
function is reduced at the gain-crossover frequency. This usually corresponds to 


an improvement in the relative stability of the system in the form of improved gain 
and phase margins. 


4, The bandwidth of the closed-loop system is increased, This corresponds to faster 
time response. 


5. The steady-state error of the system is not affected. 
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9-5-4 Limitations of Single-Stage Phase-Lead Control 


In general, phase-lead control is not suitable for all systems. Successful application of 
single-stage phase-lead compensation to improve the stability of a control system is hinged 
on the following conditions: 


1. Bandwidth considerations: If the original system is unstable or with a low stability 
margin, the additional phase lead required to realize a certain desired phase 
margin may be excessive. This may require a relatively large value of a for the 
controller, which, as a result, will give rise to a large bandwidth for the 
compensated system, and the transmission of high-frequency noise entering 
the system at the input may become objectionable. However, if the noise enters 
the system near the output, then the increased bandwidth may be beneficial to 
noise rejection. The larger bandwidth also has the advantage of robustness; that 1s, 
the system is insensitive to parameter variations and noise rejection as descnbed 
before. 


2. Ifthe original system is unstable, or with low stability margin, the phase curve of the 
Bode plot of the forward-path transfer function has a steep negative slope near the 
gain-crossover frequency. Under this condition, the single-stage phase-lead con- 
troller may not be effective because the additional phase lead at the new gain 
crossover is added to a much smaller phase angle than that at the old gain crossover. 
The desired phase margin can be realized only by using a very large value of a@ for 
the controller. The amplifier gain K must be set to compensate a, so a large value for 
a requires a high-gain amplifier, which could be costly. 

As shown in Example 9-5-2, the compensated system may have a larger 
undershoot than overshoot. Often, a portion of the phase curve may still dip below 
the 180°-axis, resulting in a conditionally stable system, even though the desired 
phase margin is satisfied. 


3. The maximum phase lead available from a single-stage phase-lead controller is 
less than 90°. Thus, if a phase lead of more than 90° is required, a multistage 
controller should be used. 


9-5-5 Multistage Phase-Lead Controller 


When the design with a phase-lead controller requires an additional phase of more than 
90°, a multistage controller should be used. Fig. 9-38 shows an op-amp-circuit 


i Ot Figure 9-38 Two- 
Stage phase-lead 
= (phase-lag) 
controller. 


| 
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EXAMPLE 9-5-3 


Toolbox 9-5-8 
Bode plots shown in Fig. 9-39 are obtained by the following sequence of MATLAB functions 


num = 156250000 * 


realization of a two-stage phase-lead controller. The input—output transfer function of 
the circuit 1s 


] 1 
eget —_ ST RC TRC 
Ein(s) af “2 
S+ RC s+ RC (9-109) 


_ RoR ae + RiCs (; + R3Cs 
~ RiYR3\1+RoCs/ \1 + RaCs 
Or 


1 l+aj7\s\ {14+ aoTtos 
G ——__— | {| ——_—— -110 
e(s) = ajay = ( 1+7\s ; ( 1+ Tos © 


where a, = R,/R2, az = R3/R4, T; = RoC, and T2 = R4C. 

The design of a multistage phase-lead controller in the time domain becomes more 
cumbersome, since now there are more poles and zeros to be placed. The root-contour 
method also becomes impractical, since there are more variable parameters. The fre- 
quency-domain design in this case does represent a better choice of the design method. For 
example, for a two-stage controller, we can choose the parameters of the first stage of a 
two-stage controller so that a portion of the phase margin requirement is satisfied, and then 
the second stage fulfills the remaining requirement. In general, there is no reason why the 
two stages cannot be identical. The following example illustrates the design of a system 
with a two-stage phase-lead controller. 


For the sun-seeker system designed in Example 9-5-2, let us alter the rise time and settling time 
requirements to be 


Rise timet, < 0.001 sec 
Settling time t, < 0.005 sec 


The other requirements are not altered. One way to meet faster rise time and settling time requirements 
is to increase the forward-path gain of the system. Let us consider that the forward-path transfer 
function is 
Om Gols) _ 156, 250, 000 
“A(s) ~ s(s2 + 625s + 156,250) 
Another way of interpreting the change in the forward-path gain is that the ramp-error constant is 
increased to 1000 (up from 300 in Example 9-5-1), The Bode plot of G,(s) is shown in Fig. 9-39. The 
closed-loop system is unstable, with a phase margin of —15.43°. “A 


G(s) = (9-111) 


[0.0087 1]; 


den = conv( [0.000087 1] ,[1 625 156250] ); 


bode(Cnum,den); 


Amplitude (dB) 


Degrees 


with two-state phase-lead controller. G,(s) = 
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Figure 9-39 Bode plots of uncompensated and compensated sun-seeker systems in Example 9-5-2 
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hold on; 


num = 156250000 * conv( [0.0087 1],[0.002778 1]); 
den =conv(conv( [0.000087 1],[0.00002778 1]),[1 625 156250 0]); 


bode (num,den); 
hold on; 


num = 156250000 * conv( [0.003872 1],[0.003872 1]): 

den =conv(conv([0.0000484 1], [0.0000484 1])}, [1 625 156250 0]); 
bode (num, den); 
axis([11e5 -300 20]): 
grid 


Because the compensated system in Example 9-5-2 had a phase margin of 60.55°, we 
would expect that, to satisfy the more stringent time response requirements in this example, 
the corresponding phase margin would have to be greater. Apparently, this increased phase 
margin cannot be realized with a single-stage phase-lead controller. It appears that a two- 
stage controller would be adequate. 

The design involves some trial-and-error steps in arriving at a satisfied controller. 
Because we have two stages of controllers at our disposal, the design has a multitude of 
flexibility. We can set out by arbitrarily setting a; = 100 for the first stage of the phase-lead 
controller. The phase lead provided by the controller is obtained from Eq. (9-71), 


—1 
Om = sin7! (a=) = sin”! (a) = 78.58" (9-112) 


To maximize the effect of ¢,,,, the new gain crossover should be at 
—10logig a; = —101log;9 100 = —20dB (9-113) 


From Fig. 9-39 the frequency that corresponds to this gain on the amplitude curve is 
approximately 1150 rad/sec. Substituting w,,; = 1150 rad/sec and a; = 100 in Eq. (9-67), 
we get 


] 1 


T, = ——_— = ———. = 0.000087 9-114 
| Omisar 1150/1000 ad 


The forward-path transfer function with the one-stage phase-lead controller is 


156, 250, 000(1 + 0. 
ols) =- 56, 250, 000(1 + 0.00875) rere 


(s2 + 625s + 156, 250)(1 + 0.0000875) 


The Bode plot of the last equation is drawn as curve (2) in Fig. 9-39. We see that the phase 
margin of the interim design is only 20.36°. Next, we arbitrarily set the value of a, of the 
second stage at 100. From the Bode plot of the transfer function of Eq. (9-115) in Fig. 9-39, 
we find that the frequency at which the magnitude of G(jw) is —20 dB is approximately 
3600 rad/sec. Thus, 


1 1 
1b = ———— = ——. = 0.00002778 9-116 
: On2f@2 36007100 ( 
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TABLE 9-16 Attributes of Sun-Seeker System in Example 9-5-3 with Two-Stage 
Phase-Lead Controller 


PM BW Maximum t, t 
a; = a2 T| T> (deg) M, (rad/sec) Overshoot (%) (sec) (sec) 
80 0.0000484 0.0000484 80 1 5686 ) 0.00095 0,00475 
100 0.000087 0.0000278 69.34 1 5686 0 0.000597 0.00404 
70 0.0001117 0.000039 66.13 1 5198 0 0.00063 0.00404 


The forward-path transfer function of the sun-seeker system with the two-stage phase-lead 
controller is (a, = a2 = 100) 


156, 250, 000(1 + 0.0087s){1 + 0.002778s) 


G(s) = 5G 625s + 156,250)(1 + 0.0000875)(1 + 0.000027785) 


(9-117) 


Fig. 9-39 shows the Bode plot of the sun-seeker system with the two-stage phase-lead 
controller designed above [curve (3)]. As seen from Fig. 9-39, the phase margin of the 
system with G(s) given in Eq. (9-117) is 69.34°. As shown by the system attributes in 
Table 9-16, the system satisfies all the time-domain specifications. In fact, the selection 
of a; = a2 = 100 appears to be overly stringent. To show that the design is not critical, 
we can select a) = a2 = 80, and then 70 and the time-domain specifications are still 
satisfied. Following similar design steps, we arrived at 7; = 0.0001117 and 72 = 
0.000039 for a; = a2 = 70, and T; = T2 = 0.0000484 for a) = a2 = 80. Curve (4) of 
Fig. 9-39 shows the Bode plot of the compensated system with a, = az = 80. Table 
9-16 summarizes all the attributes of the system performance with these three 
controllers. 

The unit-step responses of the system with the two-stage phase-lead controller for 
a; = a2 = 80 and 100 are shown in Fig. 9-40. 


Toolbox 9-5-9 
Fig. 9-40 is obtained by the following sequence of MATLAB functions 


num = 156250000 * conv(C[100*0.000087 1], [80*0.00002778 1]); 
den =conv(conv( [0.000087 1], [0.00002778 1]),[1 625 156250 0]); 
[numCL ,denCLJ=cloop(num,den); 

step(numCL ,denCL) 

hold on 


num = 156250000 * conv([80*0.0000484 1), [30*0.0000484 1}); 

den =conv(conv( [0.0000484 1], [0.0000484 1]),[1 625 156250 0]); 
[numCL,denCLJ=cloop(num,den): 

step(numCL, dencL) 

grid 


9-5-6 Sensitivity Considerations 


The sensitivity function defined in Section 8-16, Eq. (8-122), can be used as a design 
specification to indicate the robustness of the system. In Eq. (9-122), the sensitivity of the 
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Figure 9-40 Unit-step responses of sun-seeker system in Example 9-5-2 with two-stage phase-lead 
| 1+ajT\s\ {1 +a2Tos 156, 250, 000 
troller. G.(s) = | ———— }{ ———— = 

eoumolla Ce) ( 1+7\s ) ( T+ Ts) rl) = 25 6055 + 156,250) 


closed-loop transfer function with respect to the variations of the forward-path transfer 
function is defined as 


uj _ OM(S)/M(s)__ GMs) 
SG(9) = 96) /G(s) ~ T4618) — 1 G@) (oe) 


The plot of |S4#{ jw)| versus frequency gives an indication of the sensitivity of the system 
as a function of frequency. The ideal robust situation 1s for Si ( jo)| to assume a small 
value { <1) over a wide range of frequencies. As an example, the sensitivity function of 
the sun-seeker system designed in Example 9-5-2 with the one-stage phase-lead controller 
with a = 100 and T = 0.00005 is plotted as shown in Fig. 9-41. Note that the sensitivity 
function 1s low at low frequencies and is less than unity for w < 400rad/sec. Although the 
sun-seeker system in Example 9-5-2 does not need a multistage phase-lead controller, we 
shall show that, if a two-stage phase-lead controller is used, not only the value of a will be 
substantially reduced, resulting in lower gains for the op-amps, but the system will be more 
robust. Following the design procedure outlined in Example 9-5-3, a two-stage phase-lead 
controller is designed for the sun-seeker system with the process transfer function 
described by Eq. (9-96). 
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Figure 9-41 Sensitivity functions of sun-seeker system in Example 9-5-2. 


The parameters of the controller are a; = a2 = 5.83 and 7; = T2 = 0.000673. The 
forward-path transfer function of the compensated system is 


4.6875 x 107(1 + 0.0039236s)* 
s(s? + 625s + 156, 250)(1 + 0.000673s)" 


Fig. 9-41 shows that the sensitivity function of the system with the two-stage phase-lead 
controller is less than unity for w < 600 rad/sec. Thus, the system with the two-stage phase-lead 
controller is more robust than the system with the single-stage controller. The reason for this is 
that the more. robust system has a higher bandwidth. In general, systems with phase-lead 
control will be more robust due to the higher bandwidth. However, Fig. 9-41 shows that the 
system with the two-stage phase-lead controller has a higher sensitivity at high frequencies. 


G(s) = (9-119) 


> 9-6 DESIGN WITH PHASE-LAG CONTROLLER 


The transfer function in Eg. (9-62) represents a phase-lag controller or low-pass filter when 
a<1. The transfer function is repeated as follows. 


<1 (9-120) 


1+ aTs 
1 + Ts 


Gels) =2{ 


9-6-1 Time-Domain Interpretation and Design of Phase-Lag Control 


The pole—zero configuration of G,(s) is shown in Fig. 9-42. Unlike the PI controller, which 
provides a pole at s = 0, the phase-lag controller affects the steady-state error only in the 


s-plane 


Figure 9-42 Pole—zero 
configuration of phase-lag 
controller. 
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sense that the zero-frequency gain of G,(s) is greater than unity. Thus, any error constant 
that is finite and nonzero will be increased by the factor I1/a from the phase-lag controller. 
Because the pole at s = —1/T is to the right of the zero at —1/aT, effective use of the 
phase-lag controller to improve damping would have to follow the same design principle of the 
PI control presented in Section 9-3. Thus, the proper way of applying the phase-lag control is to 
place the pole and zero close together. For type 0 and type 1 systems, the combination should 
be located near the origin in the s-plane. Fig. 9-43 illustrates the design strategies in the s-plane 
for type 0 and type 1 systems. Phase-lag control should not be applied to a type 2 system. 


jo 
s-plane 


KP 


Poles of controlled 
process 


(a) Type 0 system 
s-plane X-P\ ja 


Poles of controlled 
process 


(b) Type 0 system XP 


s-plane X-P1 j@ 


Poles of controlled 
process 


Figure 9-43 Design 
strategies for phase-lag 
control for type 0 and type 1 
(c) Type | system X -P systems. 
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The design principle described above can be explained by considering that the 
controlled process of a type 0 control system is 
K 
Gp(s) = -———_-_——_~ (9-121) 
j (s+ pi}(S + By)(s + p3) 
where p; and p, are complex-conjugate poles, such as the situation shown in Fig. 9-43. 
Just as in the case of the phase-lead controller, we can drop the gain factor 1 /a in Eq. 
(9-121), because whatever the value of a is, the value of K can be adjusted to compensate 
for it. Applying the phase-lag controller of (9-121), without the factor 1/a, to the system, 
the forward-path transfer function becomes 


_ _K(l+ars) - 

CO) SO) Capeenieendety OC 
Let us assume that the value of K is set to meet the steady-state-error requirement. Also 
assume that, with the selected value of K, the system damping is low or even unstable. Now 
let 1/T = 1/aT, and place the pole—zero pair near the pole at —1 / 3, as shown in Fig. 9-43. 
Fig. 9-44 shows the root loci of the system with and without the phase-lag controller. 
Because the pole-zero combination of the controller is very close to the pole at —1/ ps, the 
shape of the loci of the dominant roots with and without the phase-lag control will be very 
similar. This is easily explained by writing Eq. (9-122) as 


= Ka(s + 1/aT) 
G8) = Ba pG+BG + ps\G F177) 
Ka 


(s+ pr)(s +p, ){s + ps) 


Because @ is less than 1, the application of phase-lag control is equivalent to reducing the 
forward-path gain from K to Ka, while not affecting the steady-state performance of the 
system. Fig. 9-44 shows that the value of a can be chosen so that the damping of the 
compensated system is satisfactory. Apparently, the amount of damping that can be added 
is limited if the poles — p; and —p, are very close to the imaginary axis. Thus, we can select 
a using the following equation: 


(9-123) 


Ile 


K torealize the desired damping 


= 9-124 
. K to realize the steady-state performance ( 


The value of T should be so chosen that the pole and zero of the controller are very close 
together and close to —1/ p3. 

In the time domain, phase-lag control generally has the effect of increasing the rise 
time and settling time. 


9-6-2 Frequency-Domain Interpretation and Design of Phase-Lag Control 


The transfer function of the phase-lag controller can again be written as 


1+aTs 
1+ Ts 


G,(s) = (a<1) (9-125) 


by assuming that the gain factor —1/a is eventually absorbed by the forward gain K. The 
Bode diagram of Eq. (9-125) is shown in Fig. 9-45, The magnitude curve has corner 
frequencies at w = 1/aT and 1/T. Because the transfer functions of the phase-lead and 
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Figure 9-44 Root loci of uncompensated and phase-lag-compensated systems. 


phase-lag controllers are identical in form, except for the value of a, the maximum phase 
lag ¢,, of the phase curve of Fig. 9-45 is given by 


bm = sin”! teal. (a< 1) (9-126) 


| G.. (je) | (GB) 


ZG, Ya) (deg) 


Figure 9-45 Bode diagram of the phase-lag controller. G,(s) = 
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Fig. 9-45 shows that the phase-lag controller essentially provides an attenuation of 20 
logio 4@ at high frequencies, Thus, unlike the phase-lead control that utilizes the maximum 
phase lead of the controller, phase-lag contro] utilizes the attenuation of the controller at 
high frequencies. This is parallel to the situation of introducing an attenuation of a to the 
forward-path gain in the root-locus design. For phase-lead control, the objective of the 
controller is to increase the phase of the open-loop system in the vicinity of the gain 
crossover while attempting to locate the maximum phase lead at the new gain crossover. In 
phase-lag control, the objective is to move the gain crossover to a lower frequency where 
the desired phase margin is realized, while keeping the phase curve of the Bode plot 
relatively unchanged at the new gain crossover. 

The design procedure for phase-lag control using the Bode plot is outlined as follows: 


1. 


The Bode plot of the forward-path transfer function of the uncompensated system 
is drawn. The forward-path gain K is set according to the steady-state performance 
requirement. 


The phase and gain margins of the uncompensated system are determined from 
the Bode plot. 


Assuming that the phase margin is to be increased, the frequency at which the 
desired phase margin 1s obtained is located on the Bode plot. This frequency is 
also the new gain crossover frequency Ow, where the compensated magnitude 
curve crosses the 0-dB-axis. 


To bring the magnitude curve down to 0 dB at the new gain-crossover frequency 
Was the phase-lag controller must provide the amount of attenuation equal to the 
value of the magnitude curve at w,. In other words, 


le, ( jw} )| = —20log;)adB (a<1) (9-127) 
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Solving for a from the last equation, we get 


a= 107 |Ge{ Jo) {/20 (a<1) (9-128) 
Once the value of a is determined, it is necessary only to select the proper value of T to 
complete the design. Using the phase characteristics shown in Fig. 9-45, if the corner 
frequency 1/aT is placed far below the new gain-crossover frequency Wo, the phase lag of 
the controller will not appreciably affect the phase of the compensated system near ow’. 
On the other hand, the value of 1/aT should not be too small because the bandwidth of 
the system will be too low, causing the system to be too sluggish and less robust. Usually, 
as a general guideline, the frequency 1/aT should be approximately one decade below 
wh; that is, 


-12 
aT 10 hee) 
Then, 
a aay 9-130 
eT; rad/sec (9-130) 


5. The Bode plot of the compensated system is investigated to see 1f the phase margin 
requirement is met; if not, the values of a and T are readjusted, and the procedure is 
repeated. If design specifications involve gain margin, M,, or BW, then these 
values should be checked and satisfied. 


Because the phase-lag control brings in more attenuation to a system, then if the design 
is proper, the stability margins will be improved but at the expense of lower bandwidth. The 
only benefit of lower bandwidth is reduced sensitivity to high-frequency noise and 
disturbances. 

The following example illustrates the design of the phase-lag controller and all its 
ramifications. 


In this example, we shall use the second-order sun-seeker system described in Example 9-5-1 to 
illustrate the principle of design of phase-lag control. The forward-path transfer function of the 
uncompensated system is 


@o(s) _ 2500K 
A(s)  s(s +25) 


G,(s) = (9-131) 


A. 


You may use ACSYS to solve this problem. 


Time-Domain Design 
The time-domain specifications of the system are as follows: 


1. The steady-state error of a(t) due to a unit-ramp function input for 6,(t) should 
be < 1%. 


The maximum overshoot of the step response should be less than 5% or as small as 
possible. 


3. Rise time t, < 0.5 sec. 


De 
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(b) Phase-lag-compensated system 


Figure 9-46 Root loci of sun-seeker system in Example 9-6-1. 


2500K 1+aTs 
_— = ee, =U, = 100. 
Gp (s) s(s +25) +25) G(s) laTs a=0.125 T 


4. Settling time z, < 0.5sec. 
5. Due to noise problems, the bandwidth of the system must be < 50 rad/sec. 


Notice that the rise-time and settling-time requirements have been relaxed considerably 
from the phase-lead design in Example 9-5-1. The root loci of the uncompensated system 
are shown in Fig. 9-46(a). 

As in Example 9-5-1, we set K = | initially. The damping ratio of the uncompensated 
system is 0.25, and the maximum overshoot is 44.4%. Fig. 9-47 shows the unit-step 
response of the system with K = 1. 

Let us select the phase-lag controller with the transfer function given in Eq. (9-121). 
The forward-path transfer function of the compensated system is 


2500K(s + 1/aT) 


G(s) = G-(s)Gp(s) = s(s + 25)(s + 1/T) 


(9-132) 


If the value of K is maintained at 1, the steady-state error will be @ percent, which is 
better than that of the uncompensated system, since a<1. For effective phase-lag 
control, the pole and zero of the controller transfer function should be placed close 
together, and then for the type I system, the combination should be located relatively 
close to the origin of the s-plane. From the root loci of the uncompensated system in 
Fig. 9-46(a), we see that, if K could be set to 0.125, the damping ratio would be 0.707, 
and the maximum overshoot of the system would be 4.32%. By setting the pole and zero 
of the controller close to s = 0, the shape of the loci of the dominant roots of the 
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compensated system will be very similar to those of the uncompensated system. We can 
find the value of a using Eq. (9-124); that is, 


ae K to realize the desired damping _ 0.125 0195 (9-133) 


Thus, if the value of T is sufficiently large, when K = 1, the dominant roots of the 
characteristic equation will correspond to a damping ratio of approximately 0.707. Let us 
arbitrarily select T = 100. The root loci of the compensated system are shown in Fig. 9-46(b). 
The roots of the characteristic equation when K = 1, a = 0.125, and T = 100 are 


s = —0.0805, —12.465 + f12.465, and —12.465 — 712.465 


which corresponds to a damping ratio of exactly 0.707. If we had chosen a smaller value for 
T, then the damping ratio would be slightly off 0.707. From a practical standpoint, the value 
of T cannot be too large, since from Eq. (9-64), T = RoC, a large T would correspond to 
either a large capacitor or an unrealistically large resistor. ‘To reduce the value of T and 
simultaneously satisfy the maximum overshoot requirement, a should also be reduced. 
However, a cannot be reduced indefinitely, or the zero of the controller at —1/aT would be 
too far to the left on the real axis. Table 9-17 gives the attributes of the time-domain 
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TABLE 9-17 Attributes of Performance of Sun-Seeker System in Example 9-6-1 with 
Phase-Lag Controller 


Maximum ty t, BW Roots of 
a TF  OQvershoot (%) (sec) (sec) (rad/sec) Characteristic Equation 
1.000 l 44.4 0.0255 0.2133 75.00 —12.500 + j48.412 
0.125 100 49 0.1302 0.1515 17.67 —0.0805 —12.465 + 712.465 
0.100 100 2.5 0.1517 0.2020 13.97 —0,1009 —I12.455 + j9.624 
0.100 50 3.4 0.1618 0.2020 14.06 —0.2037 —12.408 + j9.565 
0.100 30 4.5 0.1594 0.1515 14.19 —0.3439 —12.345 + j9.484 
0.100 20 5.9 0.1565 0.4040 14.33 —0.5244 —12.263 4 j9.382 
0.090 50 3.0 0.1746 0.2020 12.53 ~—0.2274 —12.396 + j8.136 
0.090 30 4.4 0.1719 0.2020 12.68 —0.3852.  —12.324 + j8.029 
0.090 20 6.1 0.1686 0.5560 12.84 —0.5901 —12.230 + 77.890 


performance of the phase-lag compensated sun-seeker system with various values for a and 
T. The ramifications of the various design parameters are clearly displayed. 

Thus, a suitable set of controller parameters would be a = 0.09 and T = 30. With 
T = 30, selecting C = 1 xF would require R> to be 30 MQ. A smaller value for T can be 
realized by using a two-stage phase-lag controller. The unit-step response of the 
compensated system with a= 0.09 and T = 30 is shown in Fig. 9-47. Notice that 
the maximum overshoot is reduced at the expense of rise time and settling time. 
Although the settling time of the compensated system is shorter than that of the 
uncompensated system, it actually takes much longer for the phase-lag-compensated 
system to reach steady state. 

It would be enlightening to explain the design of the phase-lag controller by means of 
the root contours, The root-contour design conducted earlier in Example 9-5-1 using Eqs. 
(9-80) through (9-83) for phase-lead control and Figs. 9-31 and 9-32 is still valid for phase- 
lag control, except that in the present case, a < 1. Thus, in Fig. 9-32 only the portions of the 
root contours that correspond to a< 1 are applicable for phase-lag control. These root 
contours clearly show that, for effective phase-lag control, the value of T should be 
relatively large. In Fig. 9-48 we illustrate further that the complex poles of the closed-loop 
transfer function are rather insensitive to the value of T when the latter is relatively large. 


Frequency-Domain Design 
The Bode plot of G,(jw) of Eq. (9-131) is shown in Fig. 9-49 for K = 1. The Bode plot 
shows that the phase margin of the uncompensated system is only 28°. Not knowing what 
phase margin will correspond to a maximum overshoot of less than 5%, we conduct the 
following series of designs using the Bode plot in Fig. 9-49. Starting with a phase margin of 
45°, we observe that this phase margin can be realized if the gain-crossover frequency oO, iS 
at 25 rad/sec. This means that the phase-lag controller must reduce the magnitude curve of 
G,(jw) to 0 dB at @ = 25 rad/sec while it does not appreciably affect the phase curve near 
this frequency. Because the phase-lag controller still contributes a small negative phase 
when the corner frequency 1/aT is placed at 1/10 of the value of w,, it is a safe measure to 
choose a, at somewhat less than 25 rad/sec, say, 20 rad/sec. 

From the Bode plot, the value of Go jo) | at w, = 20 rad/sec is 11.7 dB. Thus, 
using Eq. (9-128), we have - 


a = 107 !Gol jo) |/20 — 4Q-11-7/20 _. 9.26 (9-134) 
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Figure 9-48 Root contours of sun-seeker system in Example 9-6-1 with phase-lag controller. 


The value of 1/aT is chosen to be at 1/10 the value of w’, = 20 rad/sec. Thus, 


1 @, 20 
— ss  ——_— TT ? § - 
> ir 0 rad/sec (9-135) 
and 
1 | 
T =— = —— = 1.923 (9-136) 
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Figure 9-49 Bode plot of uncompensated and compensated systems with phase-lag controller in 


1+ 3s 2500 
Example 9-6-1. G.(s) = 130s p(s) = ss +25) 


Checking out the unit-step response of the system with the designed phase-lag control, we found 
that the maximum overshoot is 24.5%. The next step is to try aiming at a higher phase margin. 
Table 9-18 gives the various design results by using various desired phase margins up to 80°. 

Examining the results in Table 9-18, we see that none of the cases satisfies the maximum 
overshoot requirement of < 5%. The a = 0.044 and T = 52.5 case yields the best maximum 
overshoot, but the value of 7 is too large to be practical. Thus, we single out the case with 
a = 0.1 and7 = 10 and refine the design by increasing the value of 7. As shown in Table 9-17, 
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* EXAMPLE 9-6-2 


TABLE 9-18 Performance Attributes of Sun-Seeker System in Example 9-6-1 with 
Phase-Lag Controller 


Desired Actual BW Maximum t i 
PM (deg) a T PM (deg) M,  (rad/sec) Overshoot (%) (sec) (sec) 
45 0.26 1.923 46.78 1.27 33.37 24.5 0.0605 0.2222 
60 0.178 3.75 54.0 1.19 25.07 17.5 0.0823 0.303 
70 0.1 10 63.87 1.08 14.72 10.0 0.1369 0.7778 
80 0.044 52.5 74.68 1.07 5.7 7.1 0.3635 1.933 


when a = 0.1 and 7 = 30, the maximum overshoot is reduced to 4.5%, The Bode plot of the 
compensated system is shown in Fig. 9-49. The phase margin is 67.61°. 

The unit-step response of the phase-lag-compensated system shown in Fig. 9-47 points 
out a major disadvantage of the phase-lag control. Because the phase-lag controller is 
essentially a low-pass filter, the rise time and settling time of the compensated system are 
usually increased. However, we shall show by the following example that phase-lag control 
can be more versatile and has a wider range of effectiveness in improving stability than the 
single-stage phase-lead controller, especially if the system has low or negative damping. 


Consider the sun-seeker system designed in Example 9-5-3, with the forward-path transfer function 
given in Eq. (9-111). Let us restore the gain K, so that a root-locus plot can be made for the system. 
Then, Eg. (9-111) is written 

156, 250, 000K 
s(s* + 625s + 156, 250) 
The root loci of the closed-loop system are shown in Fig. 9-50. When K = 1, the system is unstable, 
and the characteristic equation roots are at —713.14, 44.07 + j466.0], and 44.07 — j466.01. 

Example 9-5-3 shows that the performance specification on stability cannot be achieved with a 
single-stage phase-lead controller. Let the performance criteria be as follows: 


G(s) = (9-137) 


Maximum overshoot < 5% 
Rise time t, < 0,02 sec 
Settling time ¢, < 0.02 sec 


Let us assume that the desired relative damping ratio is 0.707. Fig. 9-50 shows that, when 
K = 0.10675, the dominant characteristic equation roots of the uncompensated system are at 
—172.77 + j172.73, which correspond to a damping ratio of 0.707. Thus, the value of a is determined 


from Eq. (9-124), 
ass K torealize the desired damping __ 0.10675 = 0.10675 


= 9-138 
K to realize the steady-state performance 1 ( ) 


Let a = 0.1. Because the loci of the dominant roots are far away from the origin in the s-plane, the 
value of T has a wide range of flexibility. Table 9-19 shows the performance results when a = 0.1 and 
for various values of T. 


TABLE 9-19 Performance Attributes of Sun-Seeker System in Example 9-6-2 with 
Phase-Lag Controller 


BW PM Fo Max i, i. 

a T (rad/sec) (deg) Overshoot (sec) (sec) 
0.1 20 173.5 66.94 1.2 0.01273 0.01616 
0.1 10 174 66.68 1.6 0.01262 0.01616 
0.1 5 174.8 66.15 2.5 0.01241 0.01616 
0.1 2 177.2 64.56 4.9 0.01601 0.0101 
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Figure 9-50 Root loci of uncompensated system in Example 9-6-2. 
Gis 156, 250, 000 K 
PX’) ~ 5(s2 + 6255 + 156, 250) 


Therefore, the conclusion is that only one stage of the phase-lag controller is needed to satisfy 
the stability requirement, whereas two stages of the phase-lead controller are needed, as shown in 
Example 9-5-3. “< 


Sensitivity Function 

The sensitivity function By ( je)| of the phase-lag compensated system with a = 0.1 and 
T = 20 is shown in Fig. 9-51. Notice that the sensitivity function is less than unity for 
frequencies up to only 102 rad/sec. This is due to the low bandwidth of the system as a 
result of phase-lag control. 
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Figure 9-51 Sensitivity function of phase-lag-compensated system in Example 9-6-2. 


9-6-3 Effects and Limitations of Phase-Lag Control 


From the results of the preceding illustrative examples, the effects and limitations of phase- 
lag control on the performance of linear control systems can be summarized as follows. 


1. For a given forward-path gain K, the magnitude of the forward-path transfer 
function is attenuated near the gain-crossover frequency, thus improving the 
relative stability of the system. 


2. The gain-crossover frequency is decreased, and thus the bandwidth of the system 
is reduced. 


3. The rise time and settling time of the system are usually longer, because the 
bandwidth is usually decreased. 


4. The system is more sensitive to parameter variations because the sensitivity 
function is greater than unity for all frequencies approximately greater than the 
bandwidth of the system. 


> 9-7 DESIGN WITH LEAD-LAG CONTROLLER 


We have learned from preceding sections that phase-lead control generally improves rise time 
and damping but increases the natural frequency of the closed-loop system. However, phase- 
lag control when applied properly improves damping but usually results in a longer rise time 
and settling time. Therefore, each of these control schemes has its advantages, disadvantages, 
and limitations, and there are many systems that cannot be satisfactorily compensated by either 
scheme acting alone. It 1s natural, therefore, whenever necessary, to consider using a 
combination of the lead and lag controllers, so that the advantages of both schemes are utilized. 
The transfer function of a simple lag—lead (or lead-lag) controller can be written 


1+aI\s\ {1 + aotos 
G,(s) = Ge! (s)G.2(s) = (“tae ( 1+ Tos ) (a a as a 1) (9-139) 


| — lead — || —lag — | 


The gain factors of the lead and lag controllers are not included because, as shown previously, 
these gain and attenuation are compensated eventually by the adjustment of the forward gain K. 

Because the lead-lag controller transfer function in Eq. (9-139) now has four unknown 
parameters, its design is not as straightforward as the single-stage phase-lead or phase-lag 
controller. Im general, the phase-lead portion of the controller is used mainly to achieve a 
shorter rise time and higher bandwidth, and the phase-lag portion is brought in to provide 
major damping of the system. Either the phase-lead or the phase-lag control can be 
designed first. We shall use Example 9-7-1 to illustrate the design steps. 
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> EXAMPLE 9-7-1 As an illustrative example of designing a lead-lag controller, let us consider the sun-seeker system of 
Example 9-5-3. The uncompensated system with K = 1 was shown to be unstable. A two-stage 
phase-lead controller was designed in Example 9-6-1, and a single-stage phase-lag controller was 
designed in Example 9-6-2. 
Based on the design in Example 9-5-3, we can first select a phase-lead control with a = 70 and 
T, = 0.00004. The remaining phase-lag control can be designed using either the root-locus method 
or the Bode plot method. Table 9-20 gives the results by letting 72 = 2, which is an insensitive 
parameter, and various values of a. The results in Table 9-20 show that the optimal value of a>, from 
the standpoint of minimizing the maximum overshoot, for aq; = 70 and Tz = 0.00004, is approxi- 
mately 0.2. Compared with the single-stage phase-lag control designed in Example 9-6-1, the BW is 
increased to 351.4 rad/sec from 66.94 rad/sec, and the rise time is reduced to 0.00668 sec from 
0.01273 sec. The system with the lead-lag controller should be more robust, because the magnitude 
of the sensitivity function should not increase to unity until near the BW of 351.4 rad/sec. As a 
comparison, the unit-step responses of the system with the two-stage phase-lead control, the single- 
stage phase-lag control, and the lead-lag control are shown in Fig. 9-52. 


TABLE 9-20 Performance Attributes of Sun-Seeker System in Example 9-7-1 with 
Lead—Layg Controller: a, = 70, 7, = 0.00004 


PM BW Maximum t, ts 
ao T> (deg) M,. (rad/sec) Overshoot (%) (sec) (sec) 
0.1 20 81.81 1.004 122.2 0.4 0.01843 0.02626 
0.15 20 76.62 1.002 225.5 0,2 0.00985 0.01515 
0.20 20 70.39 1.001 351.4 0.1 0.00668 0.00909 


0.25 20 63.87 1.001 443.0 49 0.00530 0.00707 


§,(t} 


Time (sec) 


Figure 9-52 Sun-seeker system in Example 9-7-1 with single-stage phase-lag controller, 
lead-lag controller, and two-stage phase-lead controller. 
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it should be noted that the bandwidth and rise time of the sun-seeker system can be further 
increased and reduced, respectively, by using a larger value of a, for the phase-lead portion of the 
controller. However, the resulting step response will have a large undershoot, although the maximum 
overshoot can be kept small. < 


> 9-8 POLE-ZERO-CANCELLATION DESIGN: NOTCH FILTER 


The transfer functions of many controlled processes contain one or more pairs 
of complex-conjugate poles that are very close to the imaginary axis of the s-plane. 
These complex pules usually cause the closed-loop system to be lightly damped or 
unstable. One immediate solution is to use a controller that has a transfer function with 
zeros selected, which would cancel the undesirable poles of the controlled process, 
and to place the poles of the controller at more desirable locations in the s-plane to 
achieve the desired dynamic performance. For example, if the transfer function of a 
process is 


K 


co ee 
pls) = 245410) 


(9-140) 


in which the complex-conjugate poles may cause stability problems in the closed-loop 
system when the value of K is large, the suggested series controller may be of the form 


(9-141) 


The constants a and 4 may be selected according to the performance specifications of the 
closed-loop system. 

There are practical difficulties with the pole-zero-cancellation design scheme that 
should prevent the method from being used indiscriminately. The problem is that in 
practice exact cancellation of poles and zeros of transfer functions is rarely possible. In 
practice, the transfer function of the process, G,(s), is usually determined through 
testing and physical modeling; linearization of a nonlinear process and approximation 
of a complex process are unavoidable. Thus, the true poles and zeros of the transfer 
function of the process may not be accurately modeled. In fact, the true order of the 
system may even be higher than that represented by the transfer function used for 
modeling purposes. Another difficulty is that the dynamic properties of the process may 
vary, even very slowly, due to aging of the system components or changes in the 
operating environment, so the poles and zeros of the transfer function may move during 
the operation of the system. The parameters of the controller are constrained by the 
actual physical components available and cannot be assigned arbitrarily. For these and 
other reasons, even if we could precisely design the poles and zeros of the transfer 
function of the controller, exact pole—zero cancellation is almost never possible in 
practice. We will now show that, in most cases, exact cancellation is not really necessary 
to effectively negate the influence of the undesirable poles using pole-zero-cancellation 
compensation schemes. 

Let us assume that a controlled process is represented by 


K 


Gris) = s(s+ pi)(s+By) 


(9-142) 
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where p; and p, are the two complex-conjugate poles that are to be canceled, Let the 
transfer function of the series controller be 


(s+ pi +e1)(s +p, +&) 


Ge(s) = st +ast+b 


(9-143) 


where ¢, is a complex number whose magnitude is very small and &, 1s its complex 
conjugate. The open-loop transfer function of the compensated system is . 


K(s+ p; — &1)(s +B, + #1) 


G(s) = G,(s)G)(s) = s(s + pi)(s +1) (s2 +as +b) 


(9-144) 


Because of inexact cancellation, we cannot discard the terms (s+ p;)(s +p ,) in the 
denominator of Eq. (9-144). The closed-loop transfer function is 


eee 


Y(s = K(s + py +é1)(s +p, +21) 
R(s)  s(s + pi)(s + Py )(s? +as +b) + K(s~ pt +ei)(s +7, +61) 


(9-145) 


The root-locus diagram in Fig. 9-53 explains the effect of inexact pole—zero cancel- 
lation. Notice that the two closed-loop poles as a result of inexact cancellation lie between 


the pairs of poles and zeros at s = — p;, —p, and — p; — &1, —p — &1, respectively. Thus, 
jo 
Root 
locus 
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5-plane Pole of controller 
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ee 
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— 


Figure 9-53 Pole—zero configuration and root loci of inexact cancellation. 
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these closed-loop poles are very close to the open-loop poles and zeros that are meant to be 
canceled. Eq. (9-145) can be approximated as 


Y(s) K(s+ pi +é1)(s +B, +82) (9-146) 
R(s) (s+ pp +61)(s +p, +8))(s8 +as+b4+K) 


where 6, and 6; are a pair of very small complex-conjugate numbers that depend on ¢), @}, 
and all the other parameters. The partial-fraction expansion of Eq. (9-146) is 


Y(s) K| K> 


——— 


—_—_——_—_—__—_—_——_—. ++ ——_—__—_——_— 
(s) stp, td; s+p, +6) 


Ike 


+ terms due to the remaining poles (9-147) 


We can show that K, is proportional to ¢; — 6,, which is a very small number. Similarly, Ko 
is also very small. This exercise simply shows that, although the poles at —p; and —p 
cannot be canceled precisely, the resulting transient-response terins due to inexact 
cancellation will have insignificant amplitudes, so unless the controller zeros earmarked 
for cancellation are too far off target, the effect can be neglected for all practical purposes. 
Another way of viewing this problem is that the zeros of G(s) are retained as the zeros of 
closed-loop transfer function Y(s)/R(s), so from Eq. (9-146), we see that the two pairs of 
poles and zeros are close enough to be canceled from the transient-response standpoint. 

Keep in mind that we should never attempt to cancel poles that are in the right-half 
s-plane, because any inexact cancellation will result in an unstable system. Inexact 
cancellation of poles could cause difficulties if the unwanted poles of the process transfer 
function are very close to or right on the imaginary axis of the s-plane, In this case, inexact 
cancellation may also result in an unstable system. Fig. 9-54(a) illustrates a situation in which 


J@ 


j@ 


s-plane s-plane 


(a) (b) 
Figure 9-54 Root loci showing the effects of inexact pole—zero cancellations. 
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the relative positions of the poles and zeros intended for cancellation result in a stable system, 
whereas in Fig, 9-54(b), the inexact cancellation is unacceptable. The relative distance 
between the poles and zeros intended for cancellation is small, which results in residual terms 
in the time response solution. Although these terms have very small amplitudes, they tend to 
grow without bound as time increases. Hence the system response becomes unstable. 


9-8-1 Second-Order Active Filter 


Transfer functions with complex poles and/or zeros can be realized by electric circuits with 
op-amps. Consider the transfer function 


Ep(s) _ eh + bis + bo 
E\(s) s* taystay 


G,(s) = (9-148) 


where (1, G2, 6}, and 52 are real constants. The active-filter realization of Eq. (9-148) can be 
accomplished by using the direct decomposition scheme of state variables discussed in 
Section 10-10. A typical op-amp circuit is shown in Fig, 9-55. The parameters of the 
transfer function in Eq. (9-148) are related to the circuit parameters as follows: 


Re 
peneee Br: 
Ree (9-149) 
1 
= 9-150 
l= REG ( ) 
2 9-151 
Se Re CC ae 


—, 
— 


Figure 9-55 Op-amp circuit realization of the second-order transfer function. 
E>(s) _ s+ bist by 
Et (s) st +ayst+az 
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_ a R,R7 
b; = (1 ae (by <a) (9-152) 
RoR7 
— 1 we a 
7) ( Ra) a2 (b2 <ay) (9-153) 


Because 5, < a1, the zeros of G,(s) in Eq. (9-148) are less damped and are closer to the 
origin in the s-plane than the poles. By setting various combinations of R7 and Rg, and Rz to 
infinity, a variety of second-order transfer functions can be realized. Note that all the 
parameters can be adjusted independently of one another. For example, R; can be adjusted 
to set a); R4 can be adjusted to set a2; and 6, and 52 are set by adjusting Rg and Ro, 
respectively. The gain factor K is controlled independently by Rg. 


9-8-2 Frequency-Domain Interpretation and Design 


While it is simple to grasp the idea of pole-zero-cancellation design in the s-domain, 
the frequency-domain provides added perspective to the design principles. Fig. 9-56 


| G.(ja) | (dB) 


4£G6.G@) (deg) 


@ ({rad/sec) 
Figure 9-56 Bode plot of a notch controller with the transfer function. 
7+0.85+4 
G(s) = _ (6 +0.85+4) 
(s + 0.384) (s + 10.42) 
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illustrates the Bode plot of the transfer function of a typical second-order controller 
with complex zeros. The magnitude plot of the controller typically has a ‘‘notch”’ at the 
resonant frequency w,,. The phase plot is negative below and positive above the resonant 
frequency, while passing through zero degrees at the resonant frequency. The attenua- 
tion of the magnitude curve and the positive-phase characteristics can be used 
effectively to improve the stability of a linear system. Because of the ‘‘notch’’ 
characteristic in the magnitude curve, the controller is also referred to in the industry 
as a notch filter or notch controller. 

From the frequency-domain standpoint, the notch controller has advantages over the 
phase-lead and phase-lag controllers in certain design conditions, because the magnitude 
and phase characteristics do not affect the high- and low-frequency properties of the 
system. Without using the pole-zero-cancellation principle, the design of the notch 
controller for compensation in the frequency domain involves the determination of the 
amount of attenuation required and the resonant frequency of the controller. 

Let us express the transfer function of the notch controller in Eq. (9-148) as 


2 2 

§° + 20.0,5 + w 

G,(s) = >= 9-154 
e(s) S* + 20,008 + w? { 
where we have made the simplification by assuming that az = bo. 
The attenuation provided by the magnitude of G,{jw) at the resonant frequency w,, is 


IG.{ jan)| = be (9-155) 
op 


Thus, knowing the maximum attenuation required at w,, the ratio of ¢./¢, is known. 
The following example illustrates the design of the notch controller based on pole— 
zero cancellation and required attenuation at the resonant frequency. 


EXAMPLE 9-8-1 Complex-conjugate poles in system transfer functions are often due to compliances in the 
coupling between mechanical elements, For instance, if the shaft between the motor and load is 
nonrigid, the shaft is modeled as a torsional spring, which could lead to complex-conjugate 
poles in the process transfer function. Fig. 9-57 shows a speed-contro] system in which the 
coupling between the motor and the load is modeled as a torsional spring. The system equations 
are 


diy, (t) 
at 


da; (t) 
at 


Tm(t) = Jn 7. Bin@m(t) + Jr (9-156) 


Tachometer 
Figure 9-57 Block diagram of speed-control system in Example 9-8-1. 
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Kil6m(t) ~ 9(0)] + Belom(t) — o(¢)] = 1. AO) o-187) 
Tin{t) = Kae(t) (9-158) 
We(t) = wy{t) — wz(t) (9-159) 


T,,({t) = motor torque 
@,{t) = motor angular velocity 
ow, (t) = load angular velocity 
6,{t) = load angular displacement 
@m(t) = motor angular displacement 
Jn = Motor inertia = 0.0001 0z-in.-sec* 
J; = loadinertia = 0.0005 oz-in.-sec* 
B,, = viscous-friction coefficient of motor = 0.01 0z-in.-sec 
B, = viscous-friction coefficient of shaft = 0,001 oz-in.-sec 
K, = spring constant of shaft = 100 on-in./rad 
K = amplifier gain = 1 


The loop transfer function of the system is 


Qz(s) 
Gr(s) = 

p( ) 0,(s) 

a en os ee ne nr (9-160) 

~~ Imdps3 + (Bide + Buln t By J,\s* + (Kid, + BmBt + Kpdimn\s + BmK1 
By substituting the system parameters in the last equation, G,(s) becomes 
6iq 20, 000(s + 100,000) 
PANT 33 4.11282 + 1,200, 200s + 20, 000, 000 
(9-161) 


= 20, 000(s + 100, 000) 

~ (s+ 16.69) (s + 47.66 + j1094)(s + 47.66 — j1094) 
Thus, the shaft compliance between the motor and the load creates two complex-conjugate poles in 
G,(s) that are lightly damped. The resonant frequency is approximately 1095 rad/sec, and the closed- 


loop system is unstable. The complex poles of G,(s) would cause the speed response to oscillate even 
if the system were stable. 


. 
< 


Pole-Zero-Cancellation Design with Notch Controller 
The following are the performance specifications of the system: 


The steady-state speed of the load due to a unit-step input should have an error of not 
more than 1%. 

Maximum overshoot of output speed < 5%. 

Rise time t, <0.5 sec. 

Settling time t, < 0.5 sec. 


To compensate the system, we need to get rid, or, perhaps more realistically, minimize 
the effect, of the complex poles of G,(s) at s = —47.66 + j1094 and —47.66 — j1094. Let 
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us select a notch controller with the transfer function given in Eq. (9-154) to improve the 
performance of the system. The complex-conjugate zeros of the controller should be so 
placed that they will cancel the undesirable poles of the process. Therefore, the transfer 
function of the notch controller should be 


_ s* +95.3s + 1, 198, 606.6 


G(s) = 2 
c(s) ee area (9-162) 
The forward-path transfer function of the compensated system is 
20, 000{s + 100, 000) 
G(s) = G-(s)G,(s) = ———— 9-163 
is) = Gels)Gpls) = (516. 69)(<2 + 2 pcos + a) awn 
Because the system is type 0, the step-error constant is 
Kp = lim G(s) =-—<2 10? ‘1.198 x 108 (0-164) 
Pe sa0 16.69 xa2 awe 
For a unit-step input, the steady-state error of the system is written 
" I 


Thus, for the steady-state error to be less than or equal to 1%, Kp > 99. The corresponding 
requirement on @, is found from Eq. (9-164), 


Wn < 1210 (9-166) 


We can show that, from the stability standpoint, it is better to select a large value for w,,. 
Thus, let @, = 1200rad/sec, which is at the high end of the allowable range from the 
steady-state error standpoint. However, the design specifications given above can only be 
achieved by using a very large value for ¢,. For example, when ¢, = 15,000, the time 
response has the following performance attributes: 


Maximum overshoot = 3.7% 
Rise time t, = 0.1897 sec 
Settling time t; = 0.256 sec 


Although the performance requirements are satisfied, the solution is unrealistic, because 
the extremely large value for ¢, cannot be realized by physically available controller 
components. 

Let us choose ¢, = 10 and w, = 1000 rad/sec. The forward-path transfer function of 
the system with the notch controller is 


20, 000(s + 100, 000) 


G(s) = Gels)Gols) = 76 60)(e + 50)(8 + 19,950) 


(9-167) 


We can show that the system is stable, but the maximum overshoot is 71.6%. Now we can 
regard the transfer function in Eq. (9-167) as a new design problem. There are a number of 
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TABLE 9-21 Time-Domain Performance Attributes of System in Example 9-8-1 
with Notch-Phase-Lag Controller 


Maximum t,. ft. 

a T at Overshoot (%) (sec) (sec) 
0.001 10 0.01 14.8 0.1244 0.3836 
0.002 LO 0.02 10.0 0.1290 0.3655 
0.004 10 0.04 32 0.1348 0.1785 
0.005 10 0.05 1.0 0.1375 0.1818 
0.0055 10 0.055 0.3 0.1386 0.1889 


0.006 10 0.06 0 0.1400 0.1948 


possible solutions to the problem of meeting the design specifications given. We can 
introduce a phase-lag controller or a PI controller, among other possibilities. 


Second-Stage Phase-Lag Controller Design 

Let us design a phase-lag controller as the second-stage controller for the system. The roots 
of the characteristic equation of the system with the notch controller are at 
s = —19954, —31.328 + j316.36, and —31.328 — 7316.36. The transfer function of the 
phase-lag controller is 


l+atls 
1+ Ts 


Gei(s) = (a<1) (9-168) 


where for design purposes we have omitted the gain factor 1/a in Eq. (9-168). 

Let us select 7 = 10 for the phase-lag controller. Table 9-21 gives time-domain 
performance attributes for various values of a. The best value of a from the overall 
performance standpoint appears to be 0,005. Thus, the transfer function of the phase-lag 
controller is 


l+aTs 140.058 
t+T7s  14+10s (9-169) 


Gei(s) = 


The forward-path transfer function of the compensated system with the notch-phase-lag 
controller is 


20, 000(s + 100, 000)(1 + 0.05s) 


G(s) = Ge(s)Gei(s) Gols) = Foy 5 4 SoVl6 E19, D501 10s) 


(9-170) 


The unit-step response of the system is shown in Fig. 9-58. Because the step-error constant 
1s 120.13, the steady-state speed error due to a step input is 1/120.13, or 0.83%. 


Second-Stage PI Controller Design 
A PI controller can be applied to the system to improve the steady-state error and the 
stability simultaneously. The transfer function of the PI control is written 


K s+ K)/K 
G.2(s) = Kp += Kp( Oe) (9-171) 
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| 
System with exact pole-zero cancellation and 
notch-PI control 


System with exact pole-zero cancellation and 
notch-phase-lag control 


System with inexact pole—zero cancellation and 
notch-PI control 


@;(t) 


Time (sec) 


Figure 9-58 Unit-step responses of speed-control system in Example 9-8-1, 


We can design the PI controller based on the phase-lag controller by writing Eq. (9-169) as 


s+ 20 
1 (s) = 0.005 -1 
Ger(s) (5) (9-172) 
Thus, we can set Kp = 0.005 and K;/Kp = 20. Then, K; = 0.1. Fig. 9-58 shows the unit- 
step response of the system with the notch-PI controller. The attributes of the step response 
are as follows: 


% Maximum overshoot = | % 
Rise time t, = 0.1380 sec 
Settling time z, = 0.1818 sec 


which are extremely close to those with the notch-phase-lag controller, except that in the 
notch-PI case the steady-state velocity error is zero when the input is a step function. 


Sensitivity Due to bnperfect Pole—Zero Cancellation 

As mentioned earlier, exact cancellation of poles and zeros is almost never possible in real 
life. Let us consider that the numerator polynomial of the notch controller in Eg. (9-162) 
cannot be exactly realized by physical resistor and capacitor components. Rather, the 
transfer function of the notch controller is more realistically chosen as 


s* + 100s + 1,000, 000 


CAS) 20, 000s + 1,000, 000 


(9-173) 
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Fig. 9-58 shows the unit-step response of the system with the notch controller in Eq. 
(9-173). The attributes of the unit-step response are as follows: 


% Maximum overshoot = 0.4% 
Rise time ft, = 0.17 sec 
Settling time t; = 0.2323 sec 


Frequency-Domain Design 

To carry out the design of the notch controller, we refer to the Bode plot of Eq. (9-161) shown in 
Fig. 9-59, Due to the complex-conjugate poles of G,,(s), the magnitude plot has a peak of 24.86 
dB at 1095 rad/sec. From the Bode plot in Fig. 9-59, we see that we may want to bring the 
magnitude plot down to —20 dB at the resonant frequency of 1095 rad/sec so that the resonance 
is smoothed out. This requires an attenuation of —44.86dB. Thus, from Eq. (9-155), 


IGe( jeoc)| = 44.86 dB = fs _ 0.0435 


(9-174) 
Pp op 


where ¢, is found from Eq. (9-62). Solving for ¢, from the last equation, we get 
¢, = 7.612. The attenuation should be placed at the resonant frequency of 1095 rad/ 
sec; thus, w, = 1095 rad/sec. The notch controller of Eq. (9-162) becomes 


s? + 95.35 + 1, 198, 606.6 


Gels) = 776 670.285 + 1, 199, 025 


(9-175) 


The Bode plot of the system with the notch controller in Eq. (9-175) is shown in Fig. 9-59. 
We can see that the system with the notch controller has a phase margin of only 13.7°, and 
M, is 3.92. 

To complete the design, we can use a PI controller as a second-stage controller. 
Following the guideline given in Section 9-3 on the design of a PI controller, we assume 
that the desired phase margin is 80°. From the Bode plot in Fig. 9-59, we see that, to realize 
a phase margin of 80°, the new gain-crossover frequency should be Wp = 43 rad/sec, and 
the magnitude of o( jie, is 30 dB. Thus, from Eq. (9-32), 


. 4 \ [420 
Kp = 107|6(J2)les = 1039/20 — 9.0316 (9-176) 
The value of X; is determined using the guideline given by Eq. (9-25), 


_@,Kp 43 x 0.0316 _ 
Ky = = = 0.135 (9-177) 


Because the original system is type 0, the final design needs to be refined by adjusting the 
value of K;. Table 9-22 gives the performance attributes when Kp = 0.0316 and K; is varied 
from 0.135. From the best maximum overshoot, rise time, and settling time measures, the 
best value of K; appears to be 0.35. The forward-path transfer function of the compensated 
system with the notch-PI controller is 


G(s) = 20, 000(s + 100, 000}{0.0316s + 0.35) 


~ s(s-+ 16.69)(s? + 16, 670.285 + 1, 199,025) (9-178) 
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Figure 9-59 Bode plots of the uncompensated speed-control system in Example 9-8-1, with 


notch controller and with notch-PI controller. 
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Figure 9-59 shows the Bode plot of the system with the notch-PI controller, 
with Kp = 0.0316 and K; = 0.35. The unit-step responses of the compensated system 


with Kp = 0.0316 and K; = 0.135, 0.35, and 0.40 are shown in Fig. 9-60. 
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TABLE 9-22 Performance Attributes of System in Example 9-8-1 with Notch-P! Controller 


Designed in Frequency Domain 


Kp K; 
0.0316 0.1 
0.0316 0.135 
0.0316 0,200 
0.0316 0.300 
0.0316 0.350 
0.0316 0.400 


@;(t) 


PM 
(deg) 


76.71 
75.15 
72.22 
67.74 
65.53 
63.36 


M, 


1.00 
1.00 
1.00 
1,00 
1.00 
1,00 


Maximum 
Overshoot (%) 


Time (sec) 


0 


1.6 
4.3 


t, 
(sec) 
0.2986 
0.2036 
0.0430 
0.0350 
0.0337 
0.0323 


0.7 


fs 
(sec) 
0.5758 
0.4061 
0.2403 
0.1361 
0.0401 
0.0398 


0.8 


Figure 9-60 Unit-step responses of speed-control system in Example 9-8-1 with notch-PI controller, 


G-(s) = 


> 9-9 FORWARD AND FEEDFORWARD CONTROLLERS 


s* +95.3s + 1, 198, 606.6 
s? + 16, 670.285 + 1,199,025 


G.2(s) = 0.0316 care 


0.35 


The compensation schemes discussed in the preceding sections all have one degree of 
freedom in that there is essentially one controller in the system, although the controller can 
contain several stages connected in series or in parallel. The limitations of a one-degree-of- 
freedom controller were discussed in Section 9-1. The two-degree-of-freedom compensa- 
tion scheme shown in Fig. 9-2(d) through Fig. 9-2(f) offers design flexibility when a 
multiple number of design criteria have to be satisfied simultaneously. 


EXAMPLE 9-9-1 
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From Fig. 9-2(e), the closed-loop transfer function of the system is 


(s) 1 +G,(s)Gp(s) (9-179) 


and the error transfer function is 


E(s) = — (9-180) 
R(s) 1+G,(s)Gp(s) 

Thus, the controller G,(s) can be designed so that the error transfer function will have 
certain desirable characteristics, and the controller G,,(s) can be selected to satisfy 
performance requirements with reference to the input-output relationship. Another way 
of describing the flexibility of a two-degree-of-freedom design is that the controller G,(s) is 
usually designed to provide a certain degree of system stability and performance, but 
because the zeros of G,.(s) always become the zeros of the closed-loop transfer function, 
unless some of the zeros are canceled by the poles of the process transfer function, G,(s), 
these zeros may cause a large overshoot in the system output even when the relative 
damping as determined by the characteristic equation is satisfactory. In this case and for 
other reasons, the transfer function G,(s) may be used for the control or cancellation of the 
undesirable zeros of the closed-loop transfer function, while keeping the characteristic 
equation intact. Of course, we can also introduce zeros in G,-(s) to cancel some of the 
undesirable poles of the closed-loup transfer function that could not be otherwise affected 
by the controller G,(s). The feedforward compensation scheme shown in Fig, 9-2(f) serves 
the same purpose as the forward compensation, and the difference between the two 
configurations depends on system and hardware implementation considerations. 

It should be kept in mind that, while the forward and feedforward compensations may 
seem powerful because they can be used directly for the addition or deletion of poles and zeros 
of the closed-loop transfer function, there is a fundamental question involving the basic 
characteristics of feedback. If the forward or feedforward controller is so powerful, then why do 
we need feedback at all? Because G,,(s) in the systems of Figs. 9-2(e) and 9-2(f) are outside the 
feedback loop, the system is susceptible to parameter variations in G,-(s). Therefore, in reality, 
these types of compensation cannot be satisfactorily applied to all situations. 


As an illustration of the design of the forward and feedforward compensators, consider the second- 
order sun-seeker system with phase-lag control designed in Example 9-6-1. One of the disadvantages 
of phase-lag compensation is that the rise time is usually quite long. Let us consider that the phase- 
lag-compensated sun-seeker system has the forward-path transfer function 

2500(1 + 10s) 


Gls) = Gels)G ols) = 95077 + 1005) 


(9-181) 


The time-response attributes are as follows: 


Maximum overshoot = 2.5% 
ty = 0.1637 sec 
ts = 0.2020 see 


We can improve the rise time and the settling time while not appreciably increasing the overshoot by 
adding a PD controller G.,(s) to the system, as shown in Fig. 9-61(a). This effectively adds a zero to 
the closed-loop transfer function while not affecting the characteristic equation. Sclecting the PD 
controller as 


G(s) = 1 + 0.058 (9-182) 
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Figure 9-61 (a) Forward compensation with series compensation. (b) Feedforward compensation 
with series compensations. 


the tune-domain performance attributes are as [ollows: 


Maximum overshoot = 4.3% 
t, = 0.1069 sec 
tr = 0.1313 sec 
If instead the feedforward configuration of Fig. 9-61(b) is chosen, the transfer function of G.,,(s) is 


directly related to G,-(s); that is, equating the closed-loop transfer functions of the two systems in 
Figs. 9-61(a) and 9-61(b), we have 


[Gepi(s) + G-{s)]| G(s) _ GpGe{s)G p(s) 


= 9-183 
1+G(s)Gp(s) _ 14+G,(s)Gp(s) as 
Solving for G(s) from Eq. (9-183) yields 
G-i(s) = [Gep(s) — 1] G(s) (9-184) 
Thus, with G,-(s) as given in Eq. (9-179), we have the transfer function of the feedforward controller: 
1 + 10s 
Ge ft (s) = 0.05s (oe) (9-] 85) 


9-10 DESIGN OF ROBUST CONTROL SYSTEMS 


In many control-system applications, not only must the system satisfy the damping and 
accuracy specifications, but the contro] must also yield performance that is robust 
(insensitive) to external disturbance and parameter variations, We have shown that 
feedback in conventional control systems has the inherent ability to reduce the effects 
of external disturbance and parameter variations. Unfortunately, robustness with the 
conventional feedback configuration is achieved only with a high loop gain, which is 
normally detrimental to stability. Let us consider the control system shown in Fig. 9-62. 


Ds) 


Figure 9-62 Control system with disturbance. 
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The external disturbance is denoted by the signal d(t), and we assume that the amplifier 
gain K is subject to variation during operation. The input-output transfer function of the 
system when d(t) = 0 is 

_ Y(s) _ KGeg(s)Ge(s)G p(s) 


MOE RG) T+ RG)G (5) _ 


and the disturbance-output transfer function when r(t) = 0 is 


Y(s) | 
Ts) = BG) > T¢ KGe(s)G pls) ceIS!) 
In general, the design strategy is to select the controller G,(s) so that the output y(Z) is 
insensitive to the disturbance over the frequency range in which the latter is dominant and 
to design the feedforward controller G,,(s) to achieve the desired transfer function between 
the input r(é) and the output y(Z). 
Let us define the sensitivity of M(s) due to the variation of K as 


M percent changeinM(s) dM(s)/M(s) (9-188) 
- percentchangeinK = dK/K : 
Then, for the system in Fig. 9-62, 
| ] 
sy =. (9-189) 


~ 14+. KG-(s)G p(s) 


which is identical to Eq. (9-187). Thus, the sensitivity function and the disturbance-output 
transfer function are identical, which means that disturbance suppression and robustness 
with respect to variations of K can be designed with the same control schemes. 

The following example shows how the two-degree-of-freedom control system of Fig. 
9-62 can be used to achieve a high-gain system that will satisfy the performance and 
robustness requirements, as well as noise rejection. 


Let us consider the second-order sun-seeker system in Example 9-6-1, which is compensated with 
phase-lag contro]. The forward-path transfer function is 
2500K 
cna = s(s +25) 
where K = 1. The forward-path transfer function of the phase-lag-compensated system with a = 0.1 
and T = 100 is 


(9-190) 


2500K(1 + 10s) 


G(s) = G,(s)Gp{s) = s(s + 25)(1 + 100s) 


(K =1) (9-191) 


Because the phase-lag controller is a low-pass filter, the sensitivity of the closed-loop transfer 
function M(s) with respect to K is poor. The bandwidth of the system is only 13.97 rad/sec, but it is 
expected that |S}/( jw)| will be greater than unity at frequencies beyond 13.97 rad/sec. Fig. 9-63 
shows the unit-step responses of the system when K = 1, the nominal value, and K = 0.5 and 2.0. 
Notice that, if for some reason, the forward gain K is changed from its nominal value, the system 
response of the phase-lag-compensated system would vary substantially. The attributes of the step 
responses and the characteristic equation roots are shown in Table 9-23 for the three values of K. 
Fig. 9-64 shows the root loci of the system with the phase-lag controller. The two complex roots of the 
characteristic equation vary substantially as K varies from 0.5 to 2.0. 
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Figure 9-63 Unit-step responses of the second-order sun-seeker system with phase-lag controller, 


2500(1 + 10s) 


G(s) = 54 25)(1 + 100s) 


TABLE 9-23 Attributes of Unit-Step Response of Second-Order Sun-Seeker System with 


Phase-Lag Controller in Example 9-10-1 


K Maximum Overshoot (%) f, (sec) 
2.0 12.6 0.07854 
1.0 2.6 0.1519 
0.5 1.5 0.3383 


Toolbox 9-10-1 


Fig. 9-63 is obtained by the following sequence of MATLAB functions 


K=1:; 
num = K *2500 * [101] 


den =conv( [125 0], [1001]); 
[numCL,denCL]=cLloop(num, den) ; 
step(CnumCL ,dencCL) 


hold on; 


K= 2; 
num = K*2500 * [101] 


t, (sec) 
0.2323 


0.2020 
0.4646 


Roots of Characteristic Equation 


0.1005 — 12.4548 + 18.51 
—0.1009 — 12.4545 + j9.624 
—0.1019 — 6.7628 — 18.1454 
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den = conv([1 250], [1001]); 
[numCL ,denCLJ=cLloop(num,den); 
step(numCL, denCL) 


hold on; 


K=0.5; 

num = K*2500 * [101] 

den = conv([1 250], [1001]); 
[numCL ,denCL]=cloop(num, den); 


stepCnumCL, denCL) 


hold on; 
axis(€[0101.2]); 
prid 


jo 


K- =x 


s-plane 


K=2 
~12.4548 + 718.51 


K=1 
—12.4545 + 79.624 


K=0 ake K=0 
_25 / 12.5 / SK o 


K=0.5 K=0.5 -0.01 K=0 
—18.1454 6.7628 


fe oa i 


Figure 9-64 Root loci of the second-order sun-seeker system with phase-lag controller, 
500(1 + 10 
s{s + 25)(1 + 100s) 
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The design strategy of the robust controller is to place two zeros of the controller near the desired 
closed-loop poles, which according to the phase-lag-compensated system are at s = —12.455 + j9.624. 
Thus, we let the controller transfer function be 


_ (s+13 + fl0)(s +13 — j10) _ (s* + 26s + 269) 


9-192 
Ge\s) 269 269 on 
The forward-path transfer function of the system with the robust controller is 
K{s* + 26s + 269 
G(s) = 9.2937K (s* + 26s + 269) (9-193) 


s(s + 25) 


Toolbox 9-10-2 
Fig. 9-64 is obtained by the following sequence of MATLAB functions 


K=1; 

num = K *2500 * [101] 
den=conv([1 250], [1001]); 
[numcL, denCL] = cloop(num, den) 
rlocus(CnumCL,dencCL) ; 


hold on 


K= 2; 

num = K *2500 * [101] 

den=conv( [125 0], [1001]); 
[numCL, denCLJ =cloop(Cnum, den) 
rlocus(numCL ,dencCL); 


hold on 


K=1; 

num = K *2500 * [10 1] 

den = conv([{1 25 0], {[1001)]); 
rlocus(num, den); 


hold on 


K=2:3 

num = K *2500 * [101] 
den=conv([1 25 0], [1001]); 
rlocus(num,den); 


hold on 


Fig. 9-65 shows the root loci of the system with the robust controller. By placing the two zeros of G,(s) 
near the desired characteristic equation roots, the sensitivity of the systern is greatly improved. In fact, 
the root sensitivity near the two complex zeros at which the root loci terminate is very low. Fig. 9-65 
shows that, when K approaches infinity, the two characteristic equation roots approach —13 + j10. 


Toolbox 9-10-3 


Fig. 9-65 is obtained by the following sequence of MATLAB functions 


Kel; 

num = 9.2937*K *[1 26 269] 

den= [125 0]; 

—numCL, denCL] = cloop(num, den) 
rlocus(CnumCL,dencL) ; 
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hold on 


K= 2: 

num = 9.2937*K *[1 26 269] 

den= [125 0]; 

{numCL, denCL] = cloop(num, den) 
rlocus(numCL,dencCL); 

hold on 


K=1; 

num = $.2937*K *{1 26 269 ] 
den=[1250]; 
rlocus(num, den); 


hold on 


K=2; 

num = 9,2937*K *[1 26 269] 
den=[125 0]; 
rlocus(num, den); 
axis([-35 2 -15 15]) 

% grid 
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K = 2 K =x 
—12.9745 + j9.3236 tee tate -13 +10 
K=]1 
—12.9514 + j8.6676 —12.9115 + 77.393 


K=0 
25 -(3{ |-12.5 


C>|-13 —j10 


K==x 


Figure 9-65 Root loci of the second-order sun-seeker system with robust controller, 
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Figure 9-66 Second-order sun-seeker system with robust controller and forward controller. 


Because the zeros of the forward-path transfer function are identical to the zeros of the closed- 
loop transfer function, the design is not complete by using only the series controller G,(s), because the 
closed-loop zeros will essentially cancel the closed-loop poles. This means we must add the forward 
controller, as shown in Fig. 9-62, where G,,(s) should contain poles to cancel the zeros of s* + 
26s + 269 of the closed-loop transfer function. Thus, the transfer function of the forward controller is 

SG) = aa ort 269 one 
The block diagram of the overall system is shown in Fig. 9-66. The closed-loop transfer function of 
the compensated system with K = 1 is 


©.(s) 242,38 
eS 9-19 
@,(s) 52+ 25.9035 + 242.88 ea) 
The unit-step responses of the system for K = 0.5, 1.0, and 2.0 are shown in Fig. 9-67, and their 
attributes are given in Table 9-24. As shown, the system is now very insensitive to the variation of X. 
Because the system in Fig. 9-66 is now more robust, it is expected that the disturbance effect will 
be reduced. However, we cannot evaluate the effect of the controllers in the system of Fig. 9-66 by 


G,(t) 


Time (sec) 


Figure 9-67 Unit-step responses of the second-order sun-seeker system with robust controller 
and forward controller. 
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TABLE 9-24 Attributes of Unit-Step Response of Second-Order Sun-Seeker System with 


Robust Controller in Example 9-10-1 
aaa a ee ee ee 


Maximum t, te Roots of 
K Overshoot (%) (sec) (sec) Characteristic Equation 
2.0 1.3 0.1576 0.2121 —12.9745 + 79.3236 
1.0 0.9 0.1664 0.2222 —12.9514 + j8.6676 
0.5 0.5 0.1846 0.2525 —12.9115 + 7.3930 
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Figure 9-68 Amplitude Bode plot of response due to noise of second-order sun-seeker system. 


applying a unit-step function as a(t). The true improvement on the noise rejection properties is more 
appropriately analyzed by investigating the frequency response of @,({s)/D(s). The noise-to-output 
transfer function, oan from Fig. 9-66, is 

@o(s) _ I s(s + 25) 

Dis) 1+G,(s)G (Ss) 10.293752 + 266.6365 +- 2500 


The amplitude Bode plot of Eq. (9-196) is shown in Fig. 9-68, along with those of the uncompensated 
system and the system with phase-lag control. Notice that the magnitude of the frequency response 
between D(s) and @,(s) is much smaller than those of the system without compensation and with 
phase-lag control. The phase-lag control also accentuates the noise for frequencies up to approxi- 
mately 40 rad/sec, adding more stability to the system. 


(9-196) 


In this example, a robust controller with forward compensation is designed for the third-order sun- 
seeker system in Example 9-6-2 with phase-lag control. The forward-path transfer function of the 
uncompensated system is 
| 156, 250,000K 
G)(s) = 


~ $(s? + 625s + 156, 250) len) 
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Figure 9-69 Root loci of the third-order sun-seeker system with robust and forward controllers. 


where K = 1. The root loci of the closed-loop system are shown in Fig. 9-50, which lead to the phase- 
lag control with results shown in Table 9-19, Let us select the parameters of the phase-lag controller as 
a = 0.1 and 7 = 20. The dominant roots of the characteristic equation are s = —187.73 + j164.93. 

Let us place the two zeros of the second-order robust controller at —180 + 3166.13, so that the 
controller transfer function is 


s* + 360s + 60, 000 


Gels) = 60, 000 


(9-198) 


To ease the high-frequency realization problem of the controller, we may add two nondominant poles 
to G,(s). The following analysis is carried oul with G,(s) given in Eq. (9-198), however. The root loci 
of the compensated system are shown in Fig. 9-69, Thus, by placing the zeros of the controller very 


TABLE 9-25 Attributes of Unit-Step Response and Characteristic Equation Roots of Third-Order 
Sun-Seeker System with Robust and Forward Controllers in Example 9-10-2 


Maximum Characteristic 
K Overshoot (%) i, (sec) t, (sec) Equation Roots 
0.5 1.0 0.01115 0.01616 —1558.1 — 184.5 + j126.9 
1.0 2.1 0.01023 0.01414 —2866.6 — 181.3 + j147.1 
2.0 2.7 0.00966 0.01313 —5472.6 — 180.4 + j156.8 


10.0 3.2 0.00924 0.01263 —26307 — 180.0 + j164.0 


EXAMPLE 9-10-3 
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close to the desired dominant roots, the system is very insensitive to changing values of K near and 
beyond the nominal value of K. The forward controtler has the transfer function 
60, 000 
G(s) = 


5? + 360s + 60,000 oe 


The attributes of the unit-step response for K = 0.5, 1.0, 2.0, and 10.0 and the corresponding 
characteristic equation roots are given in Table 9-25. 


In this example, we consider the design of a position-control system that has a variable load inertia. 
This type of situation is quite common in control systems. For example, the load inertia seen by the 
motor in an electronic printer will change when different printwheels are used. The system should 
have satisfactory performance for all the printwheels intended to be used with the system. 

To illustrate the design of a robust system that is insensitive to the variation of load inertia, 
consider that the forward-path transfer function of a unity-feedback control system is 


Kk; 
G,(s) = ————— 9-200 
p\s) s[(Js + B)(Ls + B) + KjKp] ( 
The system parameters are as follows: 
K; = motor torque constant = I N-m/A 
K, = motor back-emf constant = 1 V/rad/sec 
R = motor resistance = 1) 
L = motor inductance = 0.01H 
B = motor and load viscous-friction coefficient =0 
J = motor and load inertia, varies between 0.01 and 0.02 N-m/rad/sec* 
K = amplifier again 
Substituting these system parameters into Eq. (9-200), we get 
10, 000K 
For J = 0.01 G,(s) =——__.—————-~ 9-201 
oe pS) = 535 100s + 10,000) aun 
5000K 
For J = 0.02 Gp(s) = (9-202) 


s{s* + 100s + 5000) 
The performance specifications are as follows: 


Ramp error constant K, > 200 

Maximum overshoot < 5% or as small as possible 
Rise timet, < 0.05 sec 

Settling time t, < 0.05 sec 


These specifications are to be maintained for 0.01 < J < 0.02. 

To satisfy the ramp-error constant requirement, the value of K must be at least 200. Fig. 9-70 
shows the root loci of the uncompensated system for J = 0.01 and J = 0.02. We see that, regardless 
of the value of /, the uncompensated system is unstable for K > 100. 

To achieve robust control, let us choose the system configuration of Fig. 9-61(a). We introduce a 
second-order series controller with the zeros placed near the desired dominant characteristic equation 
of the compensated system. The zeros should be so placed that the dominant characteristic equation 
roots would be insensitive to the variation in J. This is done by placing the two zeros at —55 + /45, 
although the exact location is unimportant. By choosing the two controller zeros as designated, the 
root laci of the compensated system show that the evo complex roots of the characteristic equation 
will be very close to these zeros for various values of J, especially when the value of K is large. The 
transfer function of the robust controller is 


(s* + 110s + 5050) 


Cele) 5050 


(9-203) 
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Figure 9-70 Root loci of the position-control system in Example 9-10-3 with robust and 


forward contrcllers. 


As in the last example, we may add two nondominant poles to G,(s) to ease the high-frequency 
tealization problem of the controller. The analysis is carried out with G,(s) given in Eq. (9-203). 
Let K = 1000, although 200 would have been adequate to satisfy the K, requirement. Then, for 


J = 0.01, the forward-path transfer function of the compensated system is 
1980.198(s? + 110s + 5050) 
Os) = Gels)Gp(s) = “a 1005 + 10, 000) 
and for / = 0.02, 

990.99(s? + 110s + 5050) 


Gls) = a + 100s + 5000) 


(9-204) 


(9-205) 
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TABLE 9-26 Attributes of Unit-Step Response and Characteristic Equation Roots of System with 
Robusi and Forward Controllers in Example $-10-3 


Maximum Roots of 
J N-mirad/sec* Overshoot (%) t, (sec) t, (sec) Characteristic Equation 
0.01 1.6 0.03453 0.04444 —1967 — 56.60 + 743.3 
0.02 2.0 0.03357 0.04444 —978.96 — 55.57 + j44.94 


To cancel the two zeros of the closed-loop transfer function, the transfer function of the forward 
controller is 
5050 
Ger) = SF Toy 4 5050 
The attributes of the unit-step response and the characteristic equation roots of the compensated 
system with K = 1000, / = 0.01, and J = 0.02 are given in Table 9-26. 


(9-206) 


9-11 MINOR-LOOP FEEDBACK CONTROL 


The control schemes discussed in the preceding sections have all utilized series controllers 
in the forward path of the main loop or feedforward path of the control system. Although 
series controllers are the most common because of their simplicity in implementation, 
depending on the nature of the system, sometimes there are advantages in placing the 
controller in a minor feedback loop, as shown in Fig. 9-2(b). For example, a tachometer 
may be coupled directly to a dc motor not only for the purpose of speed indication but more 
often for improving the stability of the closed-loop system by feeding back the output 
signal of the tachometer. The motor speed can also be generated by processing the back 
emf of the motor electronically. In principle, the PID controller or phase-lead and phase-lag 
controllers can all, with varying degrees of effectiveness, be applied as minor-loop 
feedback controllers. Under certain conditions, minor-loop control can yield systems 
that are more robust, that is, less sensitive to external disturbance or internal parameter 
variations. 


9-11-1 Rate-Feedback or Tachometer-Feedback Control 


The principle of using the derivative of the actuating signal to improve the damping of a 
closed-loop system can be applied to the output signal to achieve a similar effect. In other 
words, the derivative of the input signal is fed back and added algebraically to the actuating 
signal of the system. In practice, if the output variable is mechanical displacement, a 
tachometer may be used to convert mechanical displacement into an electrical] signal that is 
proportional to the derivative of the displacement. Fig, 9-71 shows the block diagram of a 
control system with a secondary path that feeds back the derivative of the output. The 


Figure 9-71 Control system with tachometer feedback. 
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transfer function of the tachometer is denoted by K,s, where K, is the tachometer constant, 
usually expressed in volts per radian per second for analytical purposes. Commercially, K, 
is given in the data sheet of the tachometer, typically in volts per 1000 rpm. The effects of 
rate or tachometer feedback can be illustrated by applying it to a second-order prototype 
system. Consider that the controlled process of the system shown in Fig. 9-71 has the 
transfer function 


Wr 
G oS) = 9-207 
p(s) s(s + 2a) 
The closed-loop transfer function of the system is 
Ys) (9-208) 
R(s) s* + (2ta, + K,w2)s + a2 
and the characteristic equation is 
s” + (2a, + K,w2)s + w% = 0 (9-209) 


From the characteristic equation, it is apparent that the effect of the tachometer feedback 
is the increase of the damping of the system, since K, appears in the same term as the 
damping ratio €. 

In this respect, tachometer-feedback control has exactly the same effect as the PD 
control. However, the closed-loop transfer function of the system with PD control in 
Fig, 9-3 is 


¥(s)_ (Kp +Kps) (9-210) 
R(s)  s* + (26m + Kpw2)s + w2Kp 7 


Comparing the two transfer functions in Eqs. (9-208) and (9-210), we see that the two 
characteristic equations are identical if Kp = 1 and Kp = K;. However, Eq. (9-210) has 
a zero at s = —Kp/Kp, whereas Eq. (9-208) does not. Thus, the response of the system 
with tachometer feedback Is uniquely defined by the characteristic equation, whereas 
the response of the system with the PD control also depends on the zero at 
s = —Kp/Kp, which could have a significant effect on the overshoot of the step 
response. 

With reference to the steady-state analysis, the forward-path transfer function of the 
system with tachometer feedback is 


a 
(s)  s(s+ 2Ce_ + K,w2) (9-211) 


Because the system is still type 1, the basic characteristics of the steady-state error are not 
altered by the tachometer feedback; that is, when the input is a step function, the steady- 
state error is zero. For a unit-ramp function input, the steady-state error of the system is 
(2¢ + K;o,,)/@,, whereas that of the system with PD control in Fig. 9-3 is 2¢/a,. Thus, for 
a type I system, tachometer feedback decreases the ramp-error constant K, but does not 
affect the step-error constant Kp. 
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§-11-2 Minor-Loop Feedback Control with Active Filter 


EXAMPLE 9-11-1 


Instead of using a tachometer, an active filter with RC elements and op-amps can be used to 
reduce cost and save space in the minor feedback loop for compensation. We illustrate this 
approach with the following example. 


Consider that, for the second-order sun-seeker system in Example 9-6-1, instead of using a series 
controller in the forward path, we adopt the minor-loop feedback control, as shown in Fig. 9-72(a), with 
2500 


and 
K,s 
H(s)= 147s (9-213) 


To maintain the system as type 1, it is necessary that H(s) contain a zero at 5 = 0. Eq, (9-213) can be 
realized by the op-amp circuit shown in Fig. 9-72(b). This circuit cannot be applied as a series controller 
in the forward path, because it acts as an open circuit in the steady state when the frequency is zero. As a 
minor-loop controller, the zerv-transmission property to dc signals does not pose any problems. 

The forward-path transfer function of the system in Fig. 9-72(a) is 


G(s) 


@.(s) o 1+6G,(s)H(s) 
(9-214) 
7 2500(1 + 7s) 
~~ si(s + 25)(1 + Ts) + 2500K;] 
The characteristic equation of the system is 
Ts? + (25T + L)s? + (25 + 25007 + 2500K;)s + 2500 = 0 (9-215) 


To show the effects of the parameters K, and 7, we construct the root contours of Eq, (9-215) by first 
considering that X, is fixed and 7 is variable. Dividing both sides of Eq. (9-215) by the terms that do 
not contain 7, we get 


Ts(s* + 25s + 2500) 


1 + 24 25 + 2500K;)s +5000 


(9-216) 


When the value of XK; is relatively large, the two poles of the Jast equation are real with one very close 
to the origin. It is more effective to choose K, so that the poles of Eq. (9-216) are complex. 


(a) 


Figure 9-72 (a) 

"oe Sun-seeker control 
wa | system with minor- 

= loop control. (b) Op- 

amp circuit 

realization of 

Ks 
(b) 1+Ts 


|} on 
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s-plane 


67.47 + j52.85 


Figure 9-73 Root contours of Ts? + (25T + 1)s? + (25 + 2500K;, + 25007T)s + 2500 = 0, 
K, = 0.02. 


Fig. 9-73 shows the root contours of Eq. (9-215) with K, = 0.02, and T varies from 0 to oo. 
When T = 0.006, the characteristic equation roots are at —56.72, —67.47 + j52.85, and 
—67.47 — j52.85. The attributes of the unit-step response are as follows: 


Maximum overshoot = 0 
t, = 0.04485 sec 

t; = 0.06061 sec 

tmax = 0.4 sec 


The ramp-error constant of the system is 
100 


Be = BO) = 1 100K, 


(9-217) 


Thus, just as with tachometer feedback, the minor-loop feedback controller of Eq. (9-213) reduces the 
ramp-error constant K,, although the system is still type 1. “4 
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> 9-12 A HYDRAULIC CONTROL SYSTEM 


In this case study, we model a four-way electro-hydraulic-valve control of a linear actuator. 
After deriving the mathematical model for the system, we apply the model to do position 
control for three different applications: 1) robot arm joint (translational system), 2) 
dropping a disk into a hole (rotational system), and 3) variable load. At the end, we 
design P, PD, PI, and PID controllers for the robot-arm-joint system. 

A schematic diagram of the system for the first application (robot arm joint) is shown 
in Fig. 9-74. The diagram is the same for all the applications except for the load. This 
system consists of a double-acting single rod linear actuator, a two-stage electro-hydraulic 
valve, controller circuitry, and potentiometer. The input to the system is the voltage 
corresponding to the desired output position of the load. The output position is fed back 
through the potentiometer. The output voltage of the potentiometer gets subtracted from 
the input voltage to produce the error signal. This error signal is used to control the position 
of the main valve displacement, which controls the pressure level and flow rate entering and 
leaving the linear actuator. The output force exerted by the linear actuator rod is directly 
proportional to the pressure difference between two sides of the piston. 


§-12-1 Modeling Linear Actuator 


A double-acting single rod actuator is shown in Fig. 9-75. We call it double acting since its 
piston can be forced in both right and left directions. The direction of the piston movement 
depends on the pressure difference on the two sides of the piston: port A and port B. We call 
this actuator single rod since the piston is connected to only one rod. 


Linear Actuator 


WMA 


Wels 


WLLL 


Two stage electro-hydraulic valve 


! Viesived 


SESSESSENSSSASSSSSRERSNES 


Figure 9-74 Schematic diagram of the system for the robot arm joint. 
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Port A Figure 9-75 Schematic of 


double-acting single rod 
actuator. 


The hydraulic fluid can enter and exit the actuator from either port A or port B. The 
magnitude of the flow and pressure of ports A and B are controlled by the four-way valve 
explained in the following section. For now, we want to develop a relationship between 
the fluid pressures in port A and port B, the area of the piston (A), and the displacement of 
the piston rod. 

We can take sides A and B of the piston to have the same area A. Ignoring the pressure 
transient effect of the actuator, we can express the applied force F to the actuator as 


F = (AP, — APg)ny (9-218) 


Note that in Eq. (9-218) nis the force efficiency of the actuator, which is due to the friction 
of the piston and the viscous shear of the hydraulic fluid. The force efficiency is always less 
than one. For ideal actuators, we can consider the force efficiency to be one. 

Volumetric efficiency, 7,, 1s another source of non-ideality in linear actuators, The 
volumetric efficiency will always be less than one due to hydraulic fluid compression and 
leakage past the piston. We can express volumetric efficiency as 


hy = 27 (9-219) 


where A 1s the area of the piston, and v is the velocity of the piston. For an ideal case, we can 
neglect the leakage and consider the hydraulic fluid to be incompressible. For an ideal case, 
we can write 


Os = Av = Az (9-220) 


This equation 1s based on the law of conservation of mass in fluid mechanics shown in Eq. 
4-124. 


9-12-2 Four-Way Electro-Hydraulic Valve 


The four-way electro-hydraulic valve is a two-stage control valve that takes voltage as 
input and provides the required fluid flow and pressure to the actuator. The first stage of 
the valve is an electrically actuated hydraulic valve, which controls the displacement of 
the spool of the second stage of the valve. The second stage is a four-way spool valve, 
which controls the fluid flow and pressure into and out of ports A and B of the actuator. 
The first stage itself is not capable of overcoming opposing spring and flow forces; 
therefore, the second stage is required. Fig. 9-76 shows the schematic of the electro- 
hydraulic valve. 

From Figs. 9-75 and 9-76, we can see that the displacement of the main spool is 
controlled by the left and right flow rates, which are controlled by the displacement of the 
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Figure 9-76 Electro-hydraulic 
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pilot spool. The control valve consists of a two-way critically centered valve, which has a 
pilot spool attached to a torque motor. The output from the servo amplifier actuates the 
torque motor and controls the displacement of the pilot spool. 

The displacement of the pilot spool x, is directly proportional to the output voltage of 
the servo amplifier, When the main spool is centered, there are no flow rates and both sides 
of the main spool are zero. We look at the operation of the valve around an operating point 
to be able to use the linearized flow equations derived in the following sections. At the 
nominal operating conditions, 


l 
Xm =X. = 0, Po = Pso — Pao = Po — Pao = 5 P30» and P, = 0 


where x,,, 18 the displacement of the main valve, x, is the displacement of the pilot spool, 
Po and Ppp are pressure in the lines going from the main valve to the actuator, and P, is the 
pressure of the return line to the reservoir. Note that, during the valve operation, the supply 
pressure coming from the pump is kept constant and equal for both the main valve and the 
control valve. 


Orifice Equation 

First, let’s see what happens as the fluid passes through an orifice. Consider Fig. 9-77, 
which shows a flow passage with a sharp-edged orifice separating two sides of the flow 
passage. The classic orifice equation for the fluid flow can be written as 


Q = AoCay| - (P, — P,) (9-221) 
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where Q is the volumetric flow rate through the onfice, Ag is the cross-sectional area of the 
orifice, o is the fluid density, P, is the fluid pressure before passing through the orifice, P., is the 
fluid pressure after passing through the orifice, and C,71s the discharge coefficient and is given by 


a (9-222) 


where Ay, A; and Az are shown in Fig, 9-77. 


Liberalized Flow Equations for the Four-Way Valve 

In the orifice equation, we note that A, and P,, are both variables. A, the opening area of the 
valve, is a function of the displacement of the spool. Using Taylor series, we can write Eq. 
(9-221) as 


00 OA, 
QA, Ox 


Oo 
O=Qo+ (x — xo) Ss (Pa — Po) (9-223) 


Pp 


For Eq. (9-223) to be valid, the operating conditions of the valve should not deviate too 

much from the nominal operating conditions. If we take x9 = 0 and Po = Psy — Pgo = 
l 

Pw — Pao = 5 Pst» we can write Eq. (9-223) as 


1 
O= 5 Oo + Kgx + Ke(Ps — Pa) (9-224) 


Q,.P, Q..P, 


2, Oz,Ps, OP, 'Q, 
Figure 9-78 Main valve schematic. 
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where K, is called flow gain and is given by 


2 OA 
Ky = Cay] i (Pso — Pad)gr|. (9-225) 


and K.. is the pressure-flow coefficient and is given by 


ede AO (9-226) 


a J 20(Pso — Pao) 


A 
The term a can be evaluated based on the valve-porting geometry. For the rectangular 


Xx 
geometry shown in Fig. 9-79, we can write 


A=hé (9-227) 


where & is the open distance of the valve port and /2 is the width of the valve port. For the 
open-centered valve shown in Fig, 9-79, 


g=oxtu (9-228) 

where x is the displacement of the spool and w is the fixed underlapped dimension. 

Therefore, 
OA 
Now we can write the following: 
2 
Kg = hCy Fou (9-230) 
} 

eal (9-231) 


where 
1 
Po = Pso — Pao = Pso — Pao = 5 Ps0 (9-232) 


Let’s now apply the linearized flow equation to the open-centered four-way valve shown 
in Fig. 9-76. For the four-way valve, ports A and B are used for directing flow to and 
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from the linear actuator. To direct flow into port A and receive flow from port B, the main 
spool moves to the right, thus allowing fluid flow from the supply line to port A and, at the 
same time, allowing fluid flow from port B to the return line. The flow rate and pressure 
levels at ports A and B are the function of the valve displacement x,,,. When modeling the 
whole system, we can neglect the pressure drop in the pipelines connecting ports A and B 
of the linear actuator to ports A and B of the four-way valve. Hence, we can assume 
pressure levels and flow rates at ports A and B of the four-way valve are the same as 
pressure levels and flow rates at ports A and B of the linear actuator. 

Now consider the main spool is moved to the right by a displacement x,,. Using 
Eg. (9-232), we can write 


O1 = 5 Oo — Kon + Ke(Pa ~ Pr) (9-233) 
Or = 500 + Kotm + Ke(Ps — Pa) (9-234) 
O1 = 5 Qo ~ Kom + Ke(Ps ~ Pa) (9-235) 
01 = 500 + KgXm + K-(Pp — Pr) (9-236) 


Note that, in the above equations, we can use the same flow gain, Kz, and the sume pressure- 
flow coefficient, K,, for all the metering lands because the nominal pressure across each 
metering land is equal to half the supply pressure P,/2 and P, = 0. 

The volumetric flow rates into and out of the actuator can now be expressed as 


O04 = Q2 — Q1 = 2Kgxm — 2Ke(Pa — Ps/2) (9-237) 
Op = 04 — 3 = 2Kgim + 2K-(Pp — Ps/2) (9-238) 


Note that the above flow equations are valid for open-centered four-way valves. For other 
valve designs such as critically centered or closed-centered designs, the flow equations are 
different. For critically centered valves, such as the control valve in Fig. 9-76, the flow 
equation can be expressed as 


Os = Op = Kgxe (9-239) 


The flow-rate equations into and out of the actuator are very important in control analysis, 
which will follow. The reason is that these equations enable us to relate the flow rate and the 
pressure level, which delivers power to the actuator. Using these equations, we are able to control 
the displacement and velocity of the linear actuator (which depends on pressure level and the 
flow rate delivered to ports A and B of the actuator) based on the main spool displacement x,,,. In 
other words, for this open-centered four-way valve control, we can change flow rate and pressure 
level simultaneously using a single variable of the main spool displacement x,,,. 


Relationship between Input Voltage and Main Spool Displacement x,, 
Because the control valve is critically centered, the flow equation of the pilot spool can be 
expressed as 


Op = Kyx- (9-240) 
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Figure 9-80 Two-stage valve block diagram. 


Assuming an incompressible fluid, the interaction between the two stages can be 
described by 
AXm 
= A,, — 9-241 
Q P in dt ( ) 
where A,,, is the area of the main spool. The displacement of the pilot spool can be 
expressed as 


Xe = VinKaKy (9-242) 
Equating Eq. (9-241) and (9-242), we get 
Am dx 
KaK,Vin = K 7 (9-243) 


For the two-stage valve alone (ignoring the output position feedback for the moment), 
using Laplace transforms and assuming zero initial conditions, we have 


K,K,K, 
Xm(s) = 7 —* Vins) (9-244) 
my 
and 
V in (s) = Vuesired — K;X»(s) (9-245) 


where X,, is the Laplace transform of xy. 
The transfer function of the two-stage valve can be expressed as 


Xm{s) ] 
SS (9-246) 
Vaesired Ky (1 + Tes) 
where 
Am 
T.. = ——_——— = 
© KqKaKpKy ae) 


Two-stage valve characteristics 


Figure 9-81 Two-stage valve block diagram incorporating Eq. (9-247). 
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§-12-3 Modeling the Hydraulic System 


Fig. 9-82 shows the schematic diagram of the whole system. In the following sections, let 
us rewrite the mathematical equations we derived for each component. 
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Figure 9-82 Schematic diagram of the whole translational system. 


Force Balance Equation for an Ideal Linear Actuator 
If the rod of the linear actuator is used for opposing a load force F, in the z direction, using 
Eq. (9-247), we can express the force balance equation for the rod as 


F, = A(P4 — Pp) (9-248) 
where we assume the force efficiency to be one. 


Expressing the Pressure Level P, and the Pressure Level P, 
Substituting Eq. (9-220) into Eq. (9-237) and rearranging the terms, we can express P, as 


K, A. 
Pa = Km = 2K, <u +P s/2 (9-249) 


§-12-4 Applications 
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Substituting Eq. (9-220) into Eq. (9-239) and rearranging the terms, we can express Pg as 


K, A, 
PR =- Kom + 2K, <u + Psi9 (9-250) 


Expressing the Pressure Difference Between Two Sides of the Linear Actuator 
We can express the pressure difference, P4 — Pg, by subtracting Eq. (9-249) from Eq. (9-250): 


K. A, 
Pa —Pz= 2 tm = FP (9-251) 


General Equation 
Assuming an ideal actuator where force and volume efficiencies are one, and by 
substituting Fq. (9-248) into Eq. (9-251), we get 


AK 2A? . 
F, = 2 K. Am — Fi (9-252) 


Eq. (9-252) is the general equation that will be used to find the transfer functions for 
different applications in the following section. 


In this section we apply the system model in three different applications: translational 
motion, rotational system, and variable load. 


Position Control of a Hydraulic System (Translational Motion) 
In this application, the linear actuator rod is used to move a mass, M; a spring, kz; and a 
damper, D,; in the z direction, as shown in Figure 9-82. 

For the two-stage valve alone, 


K. 
Xre(s) = as v.0(5) 9-253) 
Ams 
Vin (s ) Viesired = Kpxn(s) (9-254) 


The transfer function of the two-stage valve can be expressed as 


Xm(s) l 
= (9-255) 
Vaesired K;(1 + 7,5) 


where 


Am 


Te = ie 6 
KKaKpK; on 


We can represent the two-stage valve with the block diagram in Fig. 9-81. 
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To maintain position control of the actuator, a voltage Vp, is fed back from the actuator 
displacement z: 


Vo = Rout (9-257) 


where / is the gain of the transducer. The input voltage to the two-stage valve V,,,, can be 
expressed as 


Verror = Vdesired — VO = Veesired — hZout (9-258) 


It is desired to have position as input instead of voltage. As a result, a potentiometer is used 
to convert the desired input Zyesieq to the desired voltage Vesirea. The relationship can be 
expressed as 


Vaesired = N2desired (9-259) 


Using general Eq. (9-252), the equation-relating input (main valve displacement x,,,) and 
output (actuator displacement Z,,,,) can be expressed as 


ots 2A? AK. 
25ut (me? + (D+ R +h) =2 z Xm(s) (9-260) 


e Cc 


From the valve equation derived above, we know that main valve displacement x,,, can be 
expressed as 


1 
Xm(s ) = (mists) ( Vuesired = hZout) (9-261) 
So the transfer function is 
2— ah 
i (9-262) 
Zdesired 2A? AKg 
Ky(1 + Tes) ( Ms? + { D+ St+kp| +2h— 
K,. K.. 
Am 
h _— ——_—__—_.. 
where 7, K,KaK;Ky 


In the above equation, 


K, = Flow gain of the control valve 

K,. = Pressure-flow coefficient 

K, = Gain of the proportional controller 

Ky = Gain of the main spool feedback transducer 
K, = Ratio between the input voltage and displacement of the control spool 
A, = Area of the main spool 

M = Mass of the load 

D = Damping of the load 

k;, = Load spring stiffness 

h = Transducer gain 

A = Area of the actuator piston 
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Figure 9-83 Translational system block diagram. 


‘We can represent the system with the block diagrams in Figs. 9-83 and 9-84. 


Position Control (Rotational System) 

In this application we refer to Fig. 9-85, where the linear actuator rod is used to move a 
mass, M, @ radians. We start by writing the translational displacement of the rod in terms of 
the angular displacement @: 


Zout = Pourl. (9-263) 


From the valve equation derived in the previous section, we know that main valve 
displacement x,, can be expressed as 


1 


Xin(S ) = ( ) (ese a hOoul.) (9-264) 


Ky(1 + Tes) 


2 
Ms* +(D+ os +k, 


ri 


Valve characteristics System characteristics 


desired 


? 
“o8tpul 


2 2A? AK, 
Kyl + Ta\Ms? + (D+ Ss + 2k) + 2h 


Cc € 


System characteristics 


(b) 
Figure 9-84 Translational reduced system block diagram. 
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Linear Actuator 


WH 


Figure 9-85 Schematic diagram of a linear actuator rod used for rotational motion. 


Using Eq. (9-260) and Eq. (9-263) for the system shown, the equation-relating 
input (main valve displacement x,,) and output (actuator displacement 0,,;) can be 
expressed as 


4 

2 AK 
= Ls] = 2h iy (9-265) 

Cc Cc 


Gout (G + 
where J is the moment of inertia. Substituting Eq. (9-264) into Eq. (9-265), we can express 
the system transfer function as 


out = “ Ke 


of at a, ee Nae (9-266) 
Ouesired K;(1 se TS) (Js? ae 24s) a 2hL et 


Variable Load 

In this application, as shown in Figure 9-86, the linear actuator rod is used to exert force on 
a variable load. From the valve equation derived in the previous section, we know that main 
valve displacement x,,, can be expressed in Laplace domain as 


j 
s)= (> (V ired —~ h OU. ~26 
Xm(s) (ar EE =) ( desired rd 1) (9-267) 
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Figure 9-86 Schematic diagram of a variable load application. 


Using general Eq. (9-252), the general equation for the system shown in Fig, 9-88 can be 
expressed as 


AK. l 
a) hf a eee * -268 
Fy K. ( K; a 72 =) (hidesired Zout ) (9 ) 


f& 9-13 CONTROLLER DESIGN 
§-13-1  P Control 


Consider the model of the hydraulic system shown in Fig. 9-88, where we added a 
proportional controiler in the forward path. The new system block diagram is shown in 
Figure 9-87. 


P controller 


Valve characteristics System characteristics 


Figure 9-87 Block diagram of the hydraulic system with a proportional controller. 
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Pole-Zero Map 


~|5 —10 —5 Q Figure 9-88 Pole—zero 
Real Axis x104 map of Eq. (9-269). 


This system assumes an ideal actuator where force and volume efficiencies are one. 


K, = 0.359 m/s Flow gain of the control valve 
K.. = 1.70*107'! m?/Pa/s Pressure-flow coefficient 
Kg = 1 Gain of the proportional controller 
Ky = 1 Gain of the main spool feedback transducer 
K, = 1 Ratio between the input voltage and displacement of the control spool 
Any = 500 x 10-° m? Area of the main spool 
M = 4kg Mass of the load 
D =1N-s/m Damping of the load 
ky = 2N/m Load spring stiffness 
h = 1 Transducer gain 
A =1.1 x 107-? m? Area of the actuator piston 
Substituting the preceding values into the hydraulic system transfer function [Eq. (9-262)], 
we get 
G(s) = 3.033*10!° 
(s + 1.4235*10°)(s + 653)(s + 7.02*10-5) 


The poles of Eq. (9-269) are shown in Fig. 9-88. Poles are at —142350, —653, and 
~7,02%107°. 


(9-269) 


We simplify the forward-path transfer function in Eq. (9-269) by neglecting the pole at 
—142350. The simplified hydraulic system transfer function is 
213041 
ls) = 35 6535 + 0.004584 


We note that one of the dominant poles is very close to the origin; therefore, we can write 
the forward-path transfer function as 


(9-270) 


213041 
G a ane Z 
(S) = 4 653) ee 
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150 Figure 9-89 Root loci of 
“"=700«-600~«=«S00-—«—400—«—“<«~CSs—=—2000s—i‘=—00-—“(i«é«i :C*é‘«i.j. (9-274). 


Applying a proportional controller, the forward-path transfer function becomes 


213041 (Kp) 
= ——— 9-272 
oo) s* + 653s 
The closed-loop transfer function ts 
, 213041(Kp) 
(ee ea 9-273 
(S) = 35 653s + 213041 Kp ate 
The characteristic equation is written 
s* + 653s + 213041Kp = 0 (9-274) 


The root loci of Eq. (9-274) are shown in Fig. 9-89. 
By looking at the root loci in Fig. 9-90, we see that, depending on the value of K,, we 
can get two real or two complex-conjugate poles. When K, = 0.500, we get a damping 


Step Response 


Amplitude 


0.2 


0 : : . 
0 0.005 0.01 0.015 0.02 0.025 0.03 0.035 0.04 0.045 0.05 Figure 9-90 Unit-step 
Time (sec) responses with P control. 
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Figure 9-91 System block diagram. 


ratio of 1, and the system is critically damped. For values of K, greater than 0.500, the 
system is underdamped, and for values of K, less than 0.500, the system 1s overdamped. We 
also note that the system is stable for all the values of Kp > 0. The step responses of the 
system for three different values of K, are shown in Fig. 9-91. 


Toolbox 9-13-1 
Fig. 9-89 is obtained by the following sequence of MATLAB functions 


num = [3.0333e+10]; 
den = conv(conv( [1 1.4235e5] ,[1 653]),[1 7.02e-6]) 
pzmap(Cnum,den) ; 


Fig. 9-90 is obtained by the following sequence of MATLAB functions 


KP=1 ; 

KD=0; 

num = [1 653+213041*KD 213041*KP]; 
den = [1 653 213041*KP]; 

tfCnum, den) 

riocus(num, den) 

axis([-700 0 -11]) 


Fig. 9-91 is obtained by the following sequence of MATLAB functions 


KP=0.3; 

num = [0 213041*KP]; 
den = [1 653 213041*KP]; 
step (num, den) 

hold on; 

KP=0.5; 

num = [0 213041*KP]; 
den = [1 653 213041*KP]; 
step(num, den) 

hold on; 

KP=2; 

num = [0 213041*KP]; 
den = [1 653 213041*KP]; 
step(num, den) 

hold on; 


§-13-2 


PD Control 
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TABLE 9-27 Attributes of the Unit-Step Response with P control 


Maximum Steady-State Error 
Kp Overshoot (%) t,(sec) t.{sec} Due to Unit Step 
2 16,3 0.0124 0.00253 0) 
0.5 — 0.0179 0.0103 0 
0.3 — 0.0348 0.0191 0 


Table 9-27 summarizes the attributes of the system’s unit-step response for three 
different values of K,,. 

When poles are complex conjugates, as we increase K,, the overshoot of the system 
increases, but the settling time and rise time of the system remain unchanged. Also note 
that steady-state error due to unit-step input decreases as K, increases. 


Consider the second-order forward-path transfer function of the hydraulic system dis- 
cussed in Section 9-13-1. Applying a PD controller, the forward-path transfer function 
becomes 


__ 213041 (Kp + Kps) 


me: s(s + 653) ca) 


The system block diagram is shown in Fig. 9-91. 
Now, let us set the performance specifications as follows: 
Settling time ¢; < 0.005 sec 
Maximum overshoot < 5% 
Steady-state error due to unit-ramp input < 0.00061 


The closed-loop transfer function is 


213041 (Kp + Kps) 


T =" | vres . 19nd es AIA 
ae + (653 + 213041Kp)s + 213041Kp 


(9-276) 


The characteristic equation is written 
s* + (653 + 213041Kp)s + 213041Kp = 0 (9-277) 


We start by finding the steady-state error for a unit-ramp input: 


, I 
€ss|ramp = lim; 0 T+5G() 1 + 2auIKe (9-278) 


Therefore, for the system to have steady-state error due to unit ramp < 0.00061, we need 
Kp = 5. The damping ratio of the system for Kp = 5 can be expressed as 


= 653 + Kp213041 


7064.2 = 0.316 + 103.209Kp (9-279) 
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If we wish to have critical damping, ¢ = 1, the above equation gives Kp = 0.0066. One 
thing we need to check is that this value satisfies the settling-time requirement. Settling 
time can be expressed as 


8 


‘s = (653 + 213041Kp) (ree 


We see that, for Kp > 0.0044, we have t,< 0.005 sec. Therefore, with Kp = 0.006624, we 
can satisfy the settling-time requirement. We note that Eq. (9-280) is an approximation and, 
as damping ratio comes closer to one, the actual settling time will be higher; therefore, Ky 
must be higher than 0.0044 to satisfy the settling time for damping ratio of one. Never- 
theless, we can still use the approximation and verify our answer by simulation once a 
value for Kp is found. Also, we need to make sure that, for the values found for Kp and Kp, 
the system is stable. Applying the stability requirement, we find that for system stability 


Kp>0O and Kp> — 0.00307 
Alternatively, we can use the system’s root contours to find Kp and Kp. We can apply the 


root-contour method to the characteristic equation in Eq. (9-277) to examine the effect of 
varying Kp and Kp. First, by setting Kp to zero, Eq. (9-277) becomes 


s* + 6535 + 213041Kp = 0 (9-281) 

The root loci of Eq. (9-281) are shown in Fig. 9-92. 
The code used to plot the root locus is given in Toolbox 9-13-2 for Kp = 0. 
Alternatively you can use Toolbox 5-8-1. When Kp #0, the characteristic equation in 


Bg. (9-281) becomes 


213041 Kps 
1 + Geg(s) = 1+ s* + 6535 +213041Kp — (9-282) 


The root contours for Kp = 1 and Kp = 5 based on the pole—zero configuration of Geg(s) 
are shown in Fig. 9-94. Note that we chose Kp = 5 to satisfy the steady-state error 
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Eg. (9-277) when Kp = 0. 
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requirement. For Kp = 5 and Kp = 0, the characteristic equation roots are at —326.5 + 
j979.08 and the damping ratio of the closed-loop system is 0.316. When the value of Kp is 
increased, the two characteristic equation roots move toward the real axis along a circular 
arc. The dashed line shows the points on the s-plane with the constant damping ratio of 
0.69, which corresponds to 5% overshoot. We see that this line intersects the root contour 
for Kp = 5 at Kp = 0.00362. Because this value of Kp is not big enough to satisfy the 
settling-time requirement of less than 0.002 sec, we need a larger Kp. When Kp is increased 
to 0.006624, the roots are real and equal at -1032.09, and the damping is critical. At this 
point Kp > 0.0044; therefore, our settling-time requirement is met. When Kp, = 1 and 
Kp = 0, the two characteristic equation roots are at —326.5 + j326.3. As Kp increases in 
value, the root contours again show the improved damping due to the PD controller. 
Fig. 9-95 shows the unit-step responses of the closed-loop system without PD control and 
with K» = 5 and Kp = 0.006624. With the PD control, although Kp is chosen for critical 


Bs er s s 4 K 
damping, the maximum overshoot is 0.888%. This is because of the zero at 5 = — a for the 
D 


Step Response 


PD control No PD contrat 


rd 


Kp = 5, Kp = 0.0066 
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Figure 9-94 Unit-step 
; responses with and without 
0 0.002 0.004 0.006 0.008 0.01 0.012 0.014 0.016 0.018 PD control using Toolbox 
Time (sec) 9-13-3. 
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PT controller 


Valve characteristics System characteristics 


Figure 9-95 System block diagram with PI controller. 


closed-loop transfer function. When Ky, = 5 and Kp = 0.0066, the zero is at~-754.5, which is 
close to the dominant poles of the system at ~1032.09; therefore, it has a significant effect on 
the transient response of the system. Note that the zero makes the response faster by lowering 
the rise time and the settling time of the system. 


Toolbox 9-13-2 
Fig, 9-94 is obtained by the following sequence of MATLAB functions 


%Closed Loop transfer function for Kp=5 
sgrid(0.69); 
Kp = 5:;Kd =1e-6; 
for i1=1:1:260 
if Ci == 222) 
Kd = CCCKp*213041)AC0.5)*2)-653)/213041; %if this statement is not used 
then the graph will not continuous 
end 
num =[213041*Kd 213041*Kp];den= [1 653 0]; 
tf£Cnum,den); 
[numCL, denCL]=cloop(num,den) ; 
T=tfCnumCL,dencL); 
PoleData(: ,i)=pole(T); 
Kd = Kd +3e-5; 
end 
plot(real (PoleData(1, :)),imag(PoleData(1, :)),realCPoleData(2, :>),imag(PoleData(2,:))); 


%Closed Loop transfer function for Kp=1 
Kp =1; Kd=1e-6; 
for i=1:1:260 


if (i == 44) 

Kd = (C(Kp*213041)AC0.5)*2)-653)/213041; 
end 
num =[213041*Kd 213041*Kp] ;den = [1653 0]; 
t£Cnum,den); 


[numCL ,denCL]=cloop(num,den); 
T = tf£CnumCL,denchL): 
PoleData(:,i}=pole(T); 
Kd = Kd +3e-5; 
end 
hold on 
plotCreal (PoleData(1, :)),imag(PoleData(1, :)),real(PoleData(2, :)),imag(PoleData(2,:))); 


#Open loop transfer function 
Kp =1; Kd=0; 

num =[213041*Kd 213041*Kp]; 
den= [16530]; 

hold on 

rlocus(num,den); 
axis([-1800 0 -1500 1500]) 
step(num,den) 

hold on; 


KP=2 ;num = [0 213041*KP] :den= [1653 213041*KP] ; 
step(num, den) 


hold on; 
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Table 9-28 summarizes the attributes of the unit-step response for K, = 5 and different 


values of Kp. 


TABLE 9-28 Attributes of the Unit-Step Response with PD Control 


i,(sec) 


t(sec) 


Kp Maximum Overshoot (%) 


0.001 23.9 
0.006624 0.888 
0.01 — 


Toolbox 9-13-3 
Fig. 9-94 is obtained by the following sequence of MATLAB functions 


Kp = 5;Kd = 0.0066; 

num =(213041*Kd 213041*Kp]; 
den = [1653 0]; 

t£Cnum,den); 
[numCL,denCL]=cLoop(num,den)}; 
stepCnumCL, dencL) 

hold on 

Kp =1;Kd=0; 

num =[213041*Kd 213041*Kp] ; 
den= [16580]; 

tfCnum,den);: 

[numCL ,denCL]=cloop(num,den); 
step(CnumCL, denCL) 


0.00794 
0.00215 
0.00363 


0.00141 
0.00138 
0.00126 


At this point we need to go back to the original hydraulic transfer function expressed in 
Eq. (9-269), which has three poles. We need to make sure that the third pole is still far away 
from the origin so that the second-order approximation is valid. In the root locus of the pure 
proportional control systern, the third pole moves to the left as K increases; therefore, the 
second-order approximation is valid for any value of K > 0. For the PD control design system, 
we introduce a zero in the forward path, which changes the behavior of the third pole. In this 
case, the third pole starts to move toward the origin as we increase Kp. For K, = 5 and 
Kp = 0.0066, the poles of the closed-loop third-order system are at —14093, —1090, and —980. 
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9-13-3 Pl Control 


Because the third pole is still far away from the origin relative to the other poles, it can be 
safely neglected, and our second-order approximation holds. 


Consider the second-order forward-path transfer function of the hydraulic system discussed 
in Section 9-13-1. Applying a PI controller, the forward-path transfer function becomes 


= 213041 Kp(s + K;/Kp) 


Gls} = 36+ 653) (77289) 


The system’s block diagram is shown in Fig. 9-95. 
Let the time-domain performance requirement be as follows: 


Settling time t; < 0.06 sec 

Rise time ¢t, < 0.01 sec 

Maximum overshoot < 1.52% 

Steady-state error due to parabolic input < 0.2 


We start by finding the steady-state error for a ramp input: 


] 


] 
—————— TL -284 
s*G(s) 213041K;/653 eee 


Ess | parabolic =lim; 9 


Therefore, for the system to have steady-state error due to parabolic input < 0.2, we need 
K; > 0.015. Later we need to make sure that the value of K; used is above 0.015. 
The characteristic equation of the closed-loop system is 


s? + 653s? + 213041. Kps + 213041K; = 0 (9-285) 


Applying Routh’s test to Eq. (9-277) yields the result that the system is stable for 
K, 
O< K <653. This means that, if the zero of G(s) be placed too far to the left in the 
P 
left-half s-plane, the system will be unstable. 
Let us place the zero at —K;/K,, relatively close to the origin. For this case, the most 
significant poles of the forward-path transfer function without the PI controller are at -653 
and 0. Thus K;/K, should be chosen so that the following condition is satisfied 


K 
—! <653 (9-286) 
Kp 


The root loci of Eq. (9-283) with K;/Kp = 5 are shown in Fig. 9-96. Notice that one of the 
poles always has a value close to zero while the other two poles behave the same as those 
shown in Fig. 9-93, which is for Eq. (9-281). 

With the condition in Eq. (9-286) satisfied, the pole near zero is effectively cancelled 
by the zero at —K;/K py, and we are left with the poles of Eq. (9-283). Therefore, Eq. (9-284) 
can be approximated by 


213041Kp 


G(s) = (a 65354 213041) 


(9-287) 
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Figure 9-96 Root loci of 
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—700 —600 —500 —400 —300 —200 —100 0 Eq. (9-283). 


Let us assume we wish to have a relative damping ratio of 0.9. From Eq. (9-287), the 
required value of Kp for this damping ratio is 0.62. Thus with Kp = 0.62 and K; = 3.09, we 
find the roots of the characteristic equation of Eq. (9-285): 


s=—$.13 —323.94 + j152.8 and —323.9.3 — j152.8 


In this case we see that the real pole of the closed-loop system is very close to the 
zero at —K;/K, so that the transient due to the real pole is negligible, and the system 
dynamics are essentially dominated by the two complex poles; therefore, Kp = 0.62 will 
give us a damping ratio that is close to 0.9. In general, when s takes on values along the 
operating points on the complex portion of the root loci, we can neglect the effect of the 
real pole of the closed-loop system and use Eq. (9-287) to find the system 
characteristics. 

Table 9-29 summarizes the attributes of the unit-step response for various values of 
K,/Kp with Kp = 0.62, which corresponds to a relative damping ratio of 0.9. The results 
verify that PI control reduces overshoct at the expense of longer rise time. 

Fig. 9-97 shows the unit-step response of the hydraulic system with PI control with 
Kp = 0.62 and K; = 3.09, The unit-step response is the same for system with P control 
designed in Section 9-13-1. 


TABLE 9-29 Attributes of the Unit-Step Response with PD Control 


Maximum 

K,/Kp K; Kp Overshoot (%) t,(sec) t,(sec) 
0 0 5 35.1 0.0108 0.00131 
20 12.4 0.62 8.78 0.0856 0.00688 
12 7.44 0.62 5.59 0.099 0.00723 
5 3.09 0.62 2.52 0.0555 0.00778 

3 1.86 0.62 1.6 0.0121 0.0078 
l 0.62 0.62 — 0.0126 0.00787 


0.5 0.31 0.62 — 0.0128 0.00791 
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Figure 9-97 Unit-step 
0 responses of the system with 
0 002 004 0.06 0.08 O1 012 0.14 0.16 0.18 PD and PI control using 
Time (sec) Toolbox 9-13-1. 


Toolbox 9-13-4 
Fig. 9-97 is obtained by the following sequence of MATLAB functions 


Ki =3.09 

Kp = 0.62 

num = [213041*Kp 213041*Ki/Kp] 
den= [165300]; 

tfCnum,den); 

[numCL ,denCL]=cloop(num, den); 
step(CnumCL,denCL) 

hold on 

Kp = 5; 

Kd = 0.0066; 

num =[213041*Kd 213041*Kp]; 
den= [16530]; 

c£(num,den); 

[LnumCL ,denCL]=cloop(num, den); 
step(numCL, dencL) 

hold on 


9-13-4 PID Control 


Consider the second-order forward-path transfer function of the hydraulic system discussed 
previously. Applying a PID control, the forward-path transfer function of the plant is 


2 213041(Kp; + Kp,s)(Kp2 + Kiz/s) 


oy) s(s + 653) oy) 


The system’s block diagram is shown in Fig. 9-98. 
Let the time-domain performance requirements be as follows: 


Rise time t, < 0.003 sec 
Settling time tf; < 0.004 sec 
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Figure 9-98 System block diagram with PID controller. 


Maximum overshoot < 1.2% 
Steady-state error due to parabolic input < 0.2 


We realize that we need a PID controller to fulfill the above requirements. First, we apply 
the PD control with the transfer function Kp; + kp,s. The forward-path transfer function 
becomes 


213041({Kp, + Kp15) 


EGr= s(s + 653) 


(9-289) 


Table 9-28 shows that the PD controller that can be obtained from the settling time 
standpoint is with Kp; = 0.0066 and Kp; = 5, and the maximum overshoot is 0.888%. The 
rise time and settling time are well within required values. Next we add the PI controller, 
and the forward-path transfer function becomes 


_ 1406.07Kp2(s + 757.58)(s + Kr2/Kp2) 
a) s(s* + 653s) een 
Following the guidelines of choosing a relatively small value for Ky./Kp2, we let 
Kin /Kp2 = 5. Eq. (9-290) becomes 


1406.07Kp2(s + 757.58)(s + 5) 


Gis) = s(s? + 653s) 


(9-291) 


Table 9-30 gives the time domain performance characteristics along with the roots of the 
characteristic equation for various values of Kp. 


TABLE 9-30 Attributes of the Unit-Step Response with PID Control 


Maximum Roots of 
Kp> Overshoot (%) t,(sec) t{sec) Characteristic Equation 
2 1.23 0.00113 0.000718 —5 —799.5 —2660.6 
1.2 1.27 0.00178 0.00116 —5.0 —14464.5 -870.3 
0.9 1,2 0.00232 0.00151 —5.02 -956.7 +j200.2 
0.62 1.05 0.00327 0.00213 —5,02 ~759.9 + j282.4 
0.40 0.91 0.00505 0.00321 —5.04 —605.9 + j237.8 
0.20 — 0.00983 0.00622 —5.08 -—542.6 —386.5 
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Kp=3.12 K,;= 15.5 Kp = 0.0041 
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Pe PI control 


Kp=0.62 K,=3.09 


Figure 9-99 Unit- 

step responses with 

PD, PI, and PID 

0 0005 0.01 0.015 0.02 0.025 0.03 0.035 0.04 0.045 control using 
Time (sec) Toolbox 9-13-5. 


Setting Kp} = 5, Kp; = 0.0.0066, Kp2 = 0.62, and Kjy2 = 5Kp2 = 3.09, the following 
results are obtained for the parameters of the PID controller. 


Kp = 3.12 
K; = 15.5 
Kp = 0.0041 


Fig. 9-99 shows the unit-step responses of the system with the PID controller, as well as 
those with PD and PI controls designed before. 


Toolbox 9-13-5 
Fig. 9-99 is obtained by the following sequence of MATLAB functions 


Kp1=5 ;kd1=0.0066; 

num = [21304*kd1 21304*Kp1] ;den = conv([1 0],[{1 653)); 
tfCnum, den) 

(numCL,denCL]=cloopCnum, den) ; 

step(numCL ,denCL) 

hold on 

Kp2=0 .62;KI2=5*Kp2; | 

num = conv(conv( [0 1406.07*Kp2], [1 757.58]),[1KI2/Kp2]) 
den=conv([10],[1653 0]); 

tf£Cnum, den) 

[numCL,denCL]J=cloop(num, den); 

stepCnumCL ,denCL) 

hold on 

Kp2=2 ;num = conv(conv( [0 1406.07*Kp2],[1755.58]),[15]); 
den= [165300]; 

tf£Cnum, den) 

[numCL ,denCL]=cloop(num, den); 

tf£CnumCL,dencL) 

step(CnumCL ,dencL) 
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3-14 MATLAB TOOLS AND CASE STUDIES 


In this 


section we will go through the steps involved in finding some of the results and 


displaying many of the graphics from the examples in this chapter using the ACSYS 
software. The tools involved are all contained in the Controller Design Tool. This tool 
allows the user to conduct the following tasks: 


Enter the transfer function values in polynomial form. (User must use the tftool as 
discussed in Chapter 2 to convert the transfer function from pole-zero-gain form 
into polynomial form.) 


Obtain the step, impulse, parabolic, ramp, or other type input time responses. 
Obtain the closed-loop frequency plots. 


Obtain the phase and gain margin Bode plots and the polar plot of the loop transfer 
functions (in a single feedback loop configuration). 

Understand the effect of adding zeros and poles to the closed-loop or open-loop 
transfer functions. 


Design and compare various controllers including PID, lead, and lag 
compensators, 


To run the Controller Design Tool, type ““Acsys” at the MATLAB command line and click 
the appropriate button on the menu. Fig. 9-100 will appear on the screen. 


Trang ter fenctans —— 


i} 

| 
Cackon iites jo thang fansite fucSens 

li 


F 


1 } 
C3(4) = } | 


Ca) = 4 i 


: : | 
ms, mes § | 


bet 


Stone 


Diaptey on Corer and Lins ] 


ee 


TR nn a - ~ 
a rr err a ent eg OT aa Taian st ——— —_ pero 


Figure 9-100 Main Controller Design Tool window. 
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EXAMPLE 9-2-1 
Revisited 


Recall from Example 9-2-1 the forward-path transfer function for the altitude-control system was 
4500K 

G(s) = ———- 

\S) = 54 361.2) 
The design constraints for this problem were as follows: 


(9-292) 


Steady-state error due to unit-ramp input = 0.000443 
Maximum overshoot < 5% 

Rise time ¢, < 0.005 sec 

Settling time t, < 0.005 sec 


To enter the transfer function into the CONTROLS tool, click on the G(s) box in the 
transfer function input panel. For the moment we will leave the value of K as 1, so in the 
numerator text box, enter [4500], and in the denominator text box, enter [1,361.2,0}], as is 
pictured in Fig. 9-101. 

Pressing the enter button will display the current closed-loop transfer function. For a 
more accurate representation of the transfer function, press the ‘Display on Command 
Line”’ button and refer to the MATLAB command window. 

Now click on the C(s) box and enter the value [181.2]. Click on the “Step Response”’ 
option from the “Time Response’ menu to see the step response of this system, The main 
window should now look like Fig. 9-102. 


Press the “Print To Figure” button, nt 
more information about the response. “~— 

As in Example 9-2-1, we shall use a PD controller to improve the response of the 
system. We will use the root contour tool to see the effect that the PD controller has on the 
poles of the system. From the “Controller Design Tool’? menu, choose the “PD design 
option.” 

The Root Contour tool plots the poles of a system as functions of certain varying 
controller parameters. With the PD controller, the closed-loop transfer function is 


, and right-click on the resulting plot to see 


G(s) = @,(s) 815, 265(Kp + Kps) 
~ @(s) —s s(s +. 361.2) 


(9-293) 


Kp is held at 1, and Kp will vary between the limits that we specify, Choose Ky min to be 
0.001, choose Kp max to be 0,005, and choose 2000 steps. Press enter and you will see the 


4500 


| [4,361 2,0) | 


G(si= 


Enter Cancel | 


Enter coeficients of the polynomials 
eq. for g? 435-7 
enter 103-7 


Figure 9-101 Transfer function input 
module. 


Design window showing 
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closed-loop transfer function, 
Step response, and poles of the 
system. 
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imaginary axis 


-2000 
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Figure 9-103 Root contours 
of PD-controlled system from 
Example 9-2-1. 
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Figure 9-104 Root loci of the system from Example 9-2-1, 


contour plot pictured in Fig, 9-104 in the axis in the top right of the window. Notice that this 
plot is similar to that in Fig. 9-8. The two X’s correspond to the poles of the system with 
Kp = O. You will notice that they are the same as the poles displayed in the lower right axis, 
which are the poles of the proportionally controlled system we entered earlier. Pressing the 


CH button below the axis will enable you to scroll through the different values of Kp with the 


arrow keys and see the corresponding poles. As Ky increases, the two poles of the system 
move together until their imaginary parts disappear. They then move apart on the real axis. We 
know that, for a second-order system such as this, two real and equal poles is a characteristic of 
a critically damped system. To find the value of Kp that corresponds to a critically damped 
system, zoom in on the point where the two root contour lines meet on the real axis. To do this, 


click on the zoom-in button, A and then click and drag a box on the area you would like to 


enlarge. By scrolling through the values of Kp, we can see that the two poles are real and equal 
for some value of Kp between 0.0017712 and 0.0017726. If we choose Kp = 0.001772, then 
we have found exactly what was found analytically in Example 9-2-1. 

Now enter the PD controller values in the C(s) box by clicking on the box and entering 
181.2°[0.001772,1] in the numerator text box. After pressing enter, the new closed-loop 
transfer function will be displayed in the middle of the window and the poles of the new system 
will be plotted in the bottom axis. Notice that while the poles are not equal they are relatively 
close. To check whether we have met our design constraints, open the SISO tool by clicking on 
the Root Locus option in the Controller Design menu. Now from the Other Responses option 
from the Analysis menu, choose Step and press OK. You will now see the step response of the 
system plotted versus time. Right-click on the plot and choose characteristics from the pop-up 
menu. Choase Peak Response to see the overshoot of the step response. A dot will appear at the 
Maximum point on the response plot; holding the mouse over it will display the percentage 
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overshoot as 4.17%, which is within our constraint. Checking the other characteristics will 
show you that all the design constraints have been met. 

You will notice that there are many examples in this book where multiple time- 
responses are plotted on the same axes as in Fig. 9-107. The capability to do this is not built 
into the ACSYS software. However, there is a short tutorial in Section 9-11 that shows you 
the steps involved in plotting multiple responses on the same axes. 

Now let us repeat this same analysis using the SISO design tool, which is built into the 
Control System Toolbox, which is a component of MATLAB. Click on the C(s) block and 
change the value in the numerator text box back to [1]. 

To examine the performance of the proportional controller, we need to find the system 
root locus. The root locus of the system may be obtained by clicking the “‘Root Locus” 
option from the “Controller Design Tool’” menu, which will activate the MATLAB SISO 
design tool. Fig, 9-104 shows the root locus of system. To see the poles and zeros of G and 
H, go to the View menu and select System Data or, alternatively, double-click the blocks G 
or H in the top right corner of the block diagram in the top right comer of the figure. 

The squares in Fig. 9-104 correspond to the closed-loop system poles for K = 1. To see 
the closed-loop system time response to a unit-step input, select the Closed-Loop Step 
option from the Other Loop Responses category within the Analysis menu, which is 
located at the top of the screen shown in Fig. 9-105. Fig, 9-106 shows the unit-step response 
of the closed-loop system for K = 1, You may also obtain the closed-loop system poles by 
selecting Closed-Loop Poles from the View menu in the SISO Design Tool window. Recall 
the poles of the closed-loop system are 


$1.2 = —180.6 + V32616 — 4500K (9-294) 
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Figure 9-105 Unit-step response of the system from Example 9-2-1, 
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Figure 9-106 The root-locus diagram for Example 9-2-1, after incorporating the percent overshoot 
and the settling time as design constraints. 


Changing XK, therefore, affects the pole locations. In the Root Locus windows, “C(s)”’ 
represents the controller transfer function; in this case, C(s) = K = 1. Hence, if C(s) is 
increased, the effective value of K increases, forcing the closed-loop poles to move together 
on the real axis and then ultimately to move apart to become complex. 


Incorporation of the Design Criteria: As a first step to design a controller, we use the 
built-in design criteria option within the SISO Design Tool to establish the desired pole 
regions on the root Jocus. To add the design constraints, choose the Root Locus option from 
the Edit menu. ‘“‘New” must then be selected within the Design Constraints option. The 
Design Constraints option allows the user to investigate the effect of the following: 


- Settling time 

¢ Percent overshoot 
¢« Damping ratio 

e Natural frequency 


In this case we have included settling time and percent overshoot as design constraints. Enter the 
two constraints as they are listed at the beginning of this example, one at a time. In order also to 
enter the rise time as a constraint, the user must first establish a relation between the damping ratio 
and the natural frequency using an equation forrise time. Recall that the approximate equations for 
rise time for a second-order prototype system were provided in Chapter 5. Because the settling 
time and the percent overshoot are more important criteria in this example, we will use them as 
primary constraints. After designing a controller based on these constraints, we will determine 
whcther the system complies with the rise-time constraint. 

Fig. 9-106 shows the desired closed-loop system pole locations on the root locus after 
inclusion of the design constraints. Obviously, the poles of the system for K = 1 are not in 
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the desired area. The desired poles of the system must lie to the left of the boundary imposed 
by the settling time between —700 and —800 markers in Fig. 9-106. Obviously, it is impossible 
to use the proportional controller (for any value of K) to move the poles of the closed-loop 
system farther to the left-half plane. However, a PD controller may be used to accomplish this 
task. As proposed earlier in the solution to Example 9-2-1, a PD controller with a zero at 
z = —1/0.001772 may be used for this purpose. Recall from the solution of Example 9-2-1 
that this number was obtained from the steady-state error criterion by examining Eq. (9-13). 
In this case, if the proportional component of a PD controller is set to Kp = 1, the steady- 
state error due to a unit-ramp input is es, = 0.000443 for Kp = 0.001772, 

To enter a zero to the controller, click the C(s) block in the block diagram in the top 
right corner of Fig. 9-106, or simply follow the instructions on the bottom of the screen 
shown in Fig. 9-106 and right-click the mouse to edit the controller transfer function, Fig. 
9-107 shows the Edit Compensator window and how the PD controller is added. 

The new root-locus diagram for the system appears in Fig. 9-108. It is now very easy to 
establish the required gain to push the poles to the desired region. Using the value of 
K = 181.2, which was proposed in the original solution of Example 9-2-1, would force the 


Figure 9-107 Addition of a 
zero to the controller C(s) to 
create a PD controller. 
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Figure 9-108 The root-locus diagram for Example 9-2-1, after incorporating a zero in the PD 
controller at —1 /0.001772. 
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Figure 9-109 The root-locus diagram for Example 9-2-1 after incorporating a zero in the PD 
controller at —1/0.001772 and using a gain of 181. 


closed-loop poles to the right region, as shown in Fig. 9-109. After dragging the poles, you can 
view their current location from the View menu. The step response of the controlled system in 
Fig. 9-110 shows the system has now complied with all design criteria. The 2% settling time is 
now 0.0488 sec, while the percent overshoot is 4.17. It is interesting that, although the closed- 
loop poles are both real, the system has a non-oscillatory response with an overshoot. This is 
because of the effect of zero on the response. Review the effect of adding a zero to a closed- 
loop transfer function, which was discussed in Section 5-11, to further appreciate this behavior. 

Finally, in practice, always verify that the actuator used has enough torque or load to 
create such response. The actuator limitations must always be included because they are 
some of the most important design constraints. 


Frequency-Domain Design 
Now let us carry out the design of the PD controller in the frequency domain using the 
following performance criteria: 


Steady-state error due to a unit-ramp input < 0.00443 
Phase margin > 80° 

Resonant peak M, < 1.05 

BW < 2000 rad/sec 


To start the frequency-domain design process, click the Bode button in the Controller Design 
main window (Fig. 9-100) to get the MATLAB SISO Design Tool, as shown in Fig. 9-112. 
As in the root-locus design approach, a PD controller with a zero at z = —1/0.001772 
may be used for this purpose. Recall that this number was obtained from the steady-state 
error criterion. Similar to the root-locus approach, in order to enter zero for the controller, 
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Figure 9-110 Step response of the system in Example 9-2-1 with a PD controller, 
C(s) = 181(s + 1/0.001772). 
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Figure 9-111 The loop magnitude and phase diagrams in the frequency-domain SISO Design 
Tool for Example 9-2-1. 
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Figure 9-112 The loop magnitude and phase diagrams for Example 9-2-1, after incorporating a zero 


in the PD controller at —1/0.001772 and a gain of K = 181.2. 


click the C(s) block in the block diagram in the top right corner of the screen shown in Fig. 
9-112. The new open-loop Bode diagram of the system appears in Fig. 9-1 13 for the system 
with a PD controller G,{s) = C(s) = 181.2(1 + 0.001772s). The gain margin in this case 
is infinity, while the phase margin is 83°. As a result, the system has also fully complied 
with all the design criteria in the frequency domain. Review the effect of adding a zero toa 
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closed-loop transfer function, which was discussed in Section 9-3 (see also Section 9-4 for 
addition of a pole) to appreciate this behavior. Alternatively, you may select the Open-Loop 
Bode option from the View menu in the root-locus diagram in Fig. 9-108 to obtain the root- 
locus and frequency-response representations of the system together on the same figure. 


We will now use the ACSYS tool to solve the problem from Example 9-2-2. Recall that the forward- 
path transfer function for the system was 


1.5 x 107K 
s(s* + 3408.35 + 1,204,000) 


And the design contraints remain the same as in Example 9-2-2. 

Click on the G(s) block to enter the plant transfer function. In the numerator text box, enter 
{1.5e7], and in the denominator text box, enter [1,3408.3,1204000,0]. K will be chosen to be 181.17, 
which we will enter in the C(s) block. Click on the C(s) block and enter [181.17] in the numerator text 
box. Let us again use the Root Contour too]. Choose the ““PD design: Root Contour” option from the 
Controller Design menu. Choose Kp min to be 0.00001, choose Kp max to be 0.005, and choose 3000 
steps. Pressing enter will display the plot shown in Fig. 9-113, which is similar to Fig, 9-12. Press the 
“arrow cursor’ button and scroll through the values of Pp. You will see the behavior described in 
Example 9-2-2; as the value of Kp increases, the real pole moves toward the origin and the two 
complex poles approach asymptotically to the line at s = —1704. 

In Example 9-2-2 the value of 0.002 is chosen for Kp; let us apply a PD controller with Kp = 
0.002 to see its effect. Kp will be left at 1. Click on the C(s) block and enter 181.17+#{.002,1] in the 
numerator text box. After pressing enter, click on the Step Response option from the Time Response 
menu and then press the Print to Figure button. Right-click on the resulting plot and choose 
“Characteristics” and ‘“‘Peak Response” from the pop-up menu. Holding the pointer over the marker 
that appears at the point of maximum amplitude will display the value of the overshoot for this system. 
Repeating this for the rise time and the settling time will show you all the data listed in Table 9-3. 

To see the Bode plots of this PD-controlled system, choose the Bode option from the Controller 
Design menu and you will see the window shown in Fig. 9-114. 
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Figure 9-114 Bode plots of the PD-controlled system from Example 9-2-2. 
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EXAMPLE 3-3 We will now go through the steps involved in finding some of the results of Example 9-3-1. First input 
Revisited the plant for the system. Click on the G(s) block and enter [4500] in the numerator text box and 


[1,361.2,0] in the denominator text box. Adding the PI controller is accomplished by setting C(s) 


equal to a function of the form 
KKp (s + =) 
C(s) =—_~—*4 


: (9-296) 


Adding the PI controller effectively adds a zero at s = K;/K, and a pole at s=0. We can 
use MATLAB’s SISO tool to do this. As is done in Example 9-3-1 let’s have K = 181.17. Click 
on the C(s} block and enter [181.17] in the numerator text box. From the Contraller Design menu, 
choose the Root Locus option. This will open the SISO Design Tool pictured in Fig. 9-115. The plot 
shows the effect on the poles of the system of varying the value of a constant multiplied by C(s). 

Now to add the PI controller, we need to add in the pole and zero. Click on the C block in the 
block diagram located tn the top right of the SISO window. Now, add a pole at s = 0, and as is done in 
Example 9-3-1, add a zero at s = —10. Click OK and you will see the plot pictured in Fig. 9-116. 

Notice that this plot is similar to that in Fig. 9-19. As it is now, the value of C(s) is equal to 181,17 
times the function pictured just above the Root Locus plot. Let us set the controller parameters equal 
to those in the third row of Table 9-5. We already have the ratio of K;/Kp that we want. To change the 
value of Kp, grab one of the complex poles and drag it toward the real axis. You will see that the value 
of the gatn in front of the controller function starts to decrease. Move the pole until the gain 1s equa) to 
0.8. Now from the Analysis menu, choose the Step option from the Other Loop Responses menu. 
Right-click on the resulting graph and choose “Characteristics” and ‘“‘Peak Response.”” Hold the 
pointer over the dot marking the maximum response to see the percentage overshoot, as pictured in 
Fig. 9-117. Repeat this for the rise time and the settling time and you will see values close to those 
listed in Table 9-5. Note that the settling time referred to in Table 9-5 is the 5% settling time, so you 
may need to change the definition of settling time in the Properties menu, located in the same pop-up 
menu as the characteristics option. If you put both the main SISO window and the Step Response 
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Right-click on the plots for more design options. 


Figure 9-115 Root loci of the system from Example 9-3-1. 
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Figure 9-116 Root loci of the Pl-controlled system from Example 9-3-1. 
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Figure 9-117 Step response of the PI-controlled system from Example 9-3- 
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Right-click on the plots for more design options. 


Figure 9-118 Bode plots of the Pi-controlled system from Example 9-3-1. 


window in view at the same time, you can see the effect that moving the poles has on the response in 
real time. 

Now return to the Controller Design Tool window. To obtain the Bode plots shown at the end of 
Example 9-3-1, using the parameters from the second row in Table 9-6, enter 181,17+*{0.08,1.6] into 
the C(s) numerator, and enter [1,0] into the C(s) denominator. Then choose the Bode option from the 
Controller Design Tool menu. You will then see the window pictured in Fig. 9-118. 


We will now go through the steps involved in finding some of the results of Example 9-3-2 using the 
ACSYS software, First enter the plant transfer function. Click on the C(s) block, and in the numerator 
text box, enter [1.5e7]. In the denominator text box, enter [1,3408.3,1.204e6,0]. Press enter, and then 
click the C(s) block, and enter 181.17. From the Time Response menu, choose the Step option. You 
will obtain one of the plots shown in Fig, 9-23. 

To improve the system, we will apply a PI controller, Let us use the parameter values from the 
fourth row in Table 9-8. Click on the C(s) block. In the numerator text box, enter 
181.17°0.075"*[1,1}, and in the denominator text box, enter [1,0]. Again plot the step response 
and you will see one of the other plots shown in Fig. 9-23. To see the frequency response, choose 
the Bode option from the Controller Design Tool menu and you will see some of the information 
shown in Fisure 9-22. 


We will now go through the steps involved in inputting the parameters that correspond to the PID 
controller of Example 9-4-1. First enter the plant transfer function. Click on the G(s) block, and enter 
[2.718e9] in the numerator text box and [1,3408.3,1204000,0] in the denominator text box. To enter 
the PID controller in the C(s) text boxes, it needs to be written in the form of the left side of Eq. (9-48). 
We will choose Kp = 0.0006, Kp = 0.309, and K; = 4.5. In the C(s) numerator text box, enter 
[0.0006,0.309,4.5], and in the denominator text box, enter [1,0]. Press enter, and then choose the Step 
Response option from the Time Response menu; you will obtain one of the plots shown in Fig, 9-24, 

From the Controller Design Tool menu, choose the Bode option, and you will see the Bode plot 
shown in Fig. 9-25. 
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EXAMPLE 9-5-1 We will now use ACSYS to obtain some of the results from Example 9-5-1. First, enter the plant 
Revisited of the system. In the C(s) numerator text box, enter [2500], and in the denominator text box, 
enter [1,25,0)]. We are going to use a phase-lead controller to improve the performance of the 
system. Let us use the root contour lool to examine the effect that varying 7 has on the poles of 
the system. From the Controller Design Tool menu, choose the ‘‘Lead Lag Design: Root 
Contour” option. Set a to be 0. Set Timin to be 0.0001, set Tmax to be 100, and choose 400 steps. 
After pressing enter, you will notice that the x scale on the resulting plot is much wider than that 
in Fig. 9-31. To get a better view, click on the zoom-in button below the plot. Then click and drag 
the box around the area you would like to be displayed, You should be able to generate 
something that looks similar to Fig. 9-119. 

Now we will apply the Phase-Lead coniroller to see its effect on the response. Choosing the 
parameter values from the fourth row in Table 9-12, we will have a = 16.67 and T = 0.003. Click on 
the C(s} block, and in the numerator text box, enter [0.05,1]; in the denominator text box, enter 
[0.003,1]. Press enter, and then plot the step response from the Time Response menu. Press the Print 
to Figure button, and right-click on the plot to see details about the response, 


O= zero, A= pole 


2 
a 
£ 
i 
E 


Figure 9-119 Root contours 
of the leadag controlled 
system from Example 9-5-1. 


EXAMPLE 9-5-2 Now we will use some of the ACSYS tools to examine the application of a phase-lead controller 
Revisited to the third-order system of Example 9-5-2, First input the plant transfer function. In the G(s) 
numerator text box, enter [4.6875e7], and in the denominator text box, enter [1,625,156250,0]. 
As in Example 9-5-2, we will use a phase-lead controller to improve the performance of the 
system. First let’s use the root contour tool to examine the effect that the controller has on the 
poles of the system. From the Controller Design Tool menu, choose the ‘‘Lead Lag Design: Root 
Contour’ option. Choose a = 0, Tmin = 0.0005, and Tmax = 1, and choose 500 steps. After 
pressing enter, you will see the plot shown in Fig. 9-121, which is similar to one of the lines 
plotted in Fig. 9-35. 
Now implement the phase-lead controller with the parameters from the last row in Table 9-14. 
In the C(s) numerator text box, enter [0.005,1], and in the denominator text box, enter [0.00001,1]. 
From the Time Response menu, choose the Step Response option, press the Print to Figure button, 
and right-click on the resulting plot to see the characteristics of the system, which are listed in 
Table 9-14, From the Controller Design menu, choose the Bode option to see the Bode plots for 
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from Example 9-5-3. 


this system. Right-click on the plot and change the properties to sce the full range of frequencies 
shown in Fig. 9-37. 


EXAMPLE 9-5-3 We will now go through some of the steps of Example 9-5-3 using the ACSYS tools. First input the 
Revisited plant transfer function. Click on the G(s) block, and in the numerator text box, enter [1.5625e8]. In 

the denominator text box, enter [1,625,156250,0]. After pressing enter, click the Bode option from 

the Controller Design Tool menu to see the Bode plot of the uncompensated system, which is shown 

in Fig. 9-39. From the Time Response menu, choose the Step command and you will see that the 

system is indeed unstable. The step response of the uncompensated system is shown in Fig. 9-121, 
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To improve the performance we will use a two-Stage phase-lead controller. Let us use the 
parameter values from the first row of Table 9-16. To input the controller transfer function, we need to 
rewrite the numerator and denominator in polynomial form. In the C(s) numerator text box, enter 
[1.499e-5,7.744e-3,1], and in the denominator text box, enter [2.343e-9,9.68e-5,1]. Press enter and plot 
the step response from the Time Response menu to see one of the plots shown in Fig. 9-40. 


EXAMPLE 9-6-1 Now we will go through some of the steps involved in applying the phase-lag controller to a second- 
Revisited order system, as in Example 9-6-1. Input the plant transfer function. Click on the G(s) block. X will be 
set equal to 1, so in the G(s) denominator text box, enter [2500); in the numerator text box, enter 
[1,25,0]. Choose the Step option from the Time Response menu to see the step response of the 
uncompensated system, which is shown in Fig. 9-47, 

Let us use the controller parameters from the second-to-last row in Table 9-17. Click on the C{s) block, 
and in the numerator text box, enter [2.7,1]. In the denominator text box, enter [30,1]. Press enter, and again 
plot the step response. Press the Print to Figure button, and right-click on the resulting plot. By clicking 
the Properties option, you can set the x-limits of the response plot to get a better view of the response. 


EXAMPLE 9-6-2 We will now go through some of the steps involved in Example 9-6-2 with the ACSYS tools. First 
Revisited input the plant transfer function. Click on the G(s) block, and enter [1.5625e8] in the numerator text 
box, and enter [1,625,156250,0] in the denominator text box. After pressing enter, select the Root 
Locus option from the Controller Design menu. You will see the root loci plot pictured in Fig. 9-50. 
We will implement a phase-lag controller to improve the performance of the system. Let's use 
the parameter values from the second row of Table 9-19. Click on the C(s) block, enter [1,1] in 
the numerator text box, and enter [10,1] in the denominator text box. Click the enter button, and 
choose the Step option from the Time Response menu. Right-click on the resulting plot to check the 
characteristics of the current system. 


9-15 PLOTTING TUTORIAL 


You will notice that in many of the examples in this book there are figures containing 
multiple response plots, each corresponding to a certain parameter value. Arranging plots 
in this way is obviously very helpful in discovering the effect that a certain parameter has 
on a system. The functionality to overlay the response plots on the same figure is not built 
into the ACSYS software. This short tutorial will go through the steps involved. This 
tutorial can also serve as an introduction to manipulating graphics and data at the 
MATLAB command line. 

The plots we wish to display are the step responses of the system in Example 9-2-1. 
One plot will be the response of the system with a proportional controller, and the other will 
be the system with a PD controller. What we will do is generate the step response plots for 
each system and then plot the data from each on another figure; this will leave us with a 
graph similar to that in Fig. 9-110. 

Press the G(s) block, enter [4500] in the numerator text box, and enter [1,361.2,0] in 
the denominator text hoax. Press the C(s) block, and enter [181.17] in the numerator tcxt 
box. After pressing enter, choose the Step Response option from the Time Response menu, 
and press the Print to Figure button under the resulting plot. Now change the value in the C 
(s) numerator to 181.17*[.00177,1]. Repeat the procedure to generate a second figure. We 
now have two separate figures, each with its own set of axes and its own set of data plotted. 

We now want to extract the plotted data from each figure so we can plot them again on 
new axes on a new figure. Choose “‘Data Cursor”’ from the toolbar on one of the figures, 
and click somewhere on the line so a marker appears on it. Now, at the MATLAB command 
line, type the following: 


tl = get(gco, ‘xdata’); yl = get(gco, ‘ydata’); 
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Now repeat the procedure for the second figure, this time using the variable names “t2”’ 
and ‘*y2.” 

The line is a graphics object that has a list of properties that define it. GCO stands for 
“get current object.” We make the line the current object by clicking on it with the cursor 
tool; the “‘get’’ command puts the value of the specified property in a variable of our choice. 
Xdata 1s a property of the line, which is a row vector of values. We now have two vectors, a 
time vector ¢]1 and an amplitude vector y1. When we plot, we will be plotting each yl value 
versus its corresponding /1 value. Repeat the procedure for the second figure and place the 
xdata and ydata in the variables ¢2 and y2, respectively. 

Now we are ready to plot the data on a single axis. At the command line, type the 
following: 


figure; axes; plot(tl, y!); hold on; plot(t2, y2); 
plot([0, 0.05}, {1, 1], ‘color’ , [0, 0, 0), ‘linestyle’ , ‘ : ’ ); 


The “hold on” command stops MATLAB from erasing the first plot when the second plot 
command is given. The third plot command just draws a black dotted line between the 
points (0,1) and (.05,1). 

There is one final adjustment to make the new graph complete. It would be much better 
to display the two plots in different colors. Again, choose “‘Data Cursor” from the toolbar, 
and click on one of the lines. Now type the following: 


set(gco, ‘color’ , [1, 0, 0]); 


The “‘set’” command gives the specified value to the specified property of the specified 
object. You should now have a window that looks like Fig. 9-122. 
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m 9-16 SUMMARY 


This chapter was devoted to the design of linear continuous-data control systems. It began by giving some 
fundamental considerations on system design and then reviewed the specifications in the time domain and 
frequency domain. Fixed configurations of compensation schemes used in practice, such as series, 
forward and feediorward, feedback and minor loop, and state feedback were illustrated. The types of 
controllers considered were the PD, PI, PID, phase-lead, phase-lag, lead-lag, pole—-zero cancellation, and 
notch filters. Designs were carried out in the time-domain (s-domain) as well as the frequency domain. 
The time-domain design was characterized by specifications such as the relative damping ratio, maximum 
overshoot, rise time, delay time, settling time, or simply the location of the characteristic-equation roots, 
keeping in mind that the zeros of the system transfer function also affect the transient response. The 
performance was generally measured by the step response and the steady-state error. Frequency-domain 
designs were generally carried out using Bode diagrams or gain-phase plots. The performance 
specifications in the frequency domain were the phase margin, gain margin, M,, BW, and the like. 

The effect of feedforward control on noise and disturbance reduction was demonstrated. A 
section was devoted to the design of robust control systems. 

While the design techniques covered in this chapter were outlined with analytical procedures, 
the text promotes the use of MATLAB Toolboxes and specifically ACSYS. The Controller Design 
Tool has been developed by the authors for this purpose. Through the GUI approach, ACSYS creates 
a user-friendly environment to reduce the complexity of control systems destgn. 


m REVIEW QUESTIONS 


1. What is a PD controller? Write its input-output transfer function. 


2. APD controller has the constants Kp and Kp. Give the effects of these constants on the steady- 
state error of the system. Does the PD control change the type of a system? 


3. Give the effects of the PD control on rise time and settling time of a control system. 
4. How does the PD controller affect the bandwidth of a control system? 


5. Once the value of Kp of a PD controller is fixed, increasing the value of Kp will 
increase the phase margin monotonically. (T) (F) 


6. Ifa PD controller is designed so that the characteristic-equation roots have better 
damping than the original system, then the maximum overshoot of the system 
is always reduced. (T) (F) 


7. What does it mean when a control system is described as being robust? 


8. A system compensated with a PD controller is usually more robust than the 
system compensated with a PI controller. (T) (F) 


9. What is a Pl controller? Write its input-output transfer function. 


10. A PI controller has the constants Kp and K;. Give the effects of the PI controller on the 
steady-state error of the system. Does the PI control change the system type? 


ll. Give the effects of the PI control on the rise time and settling time of a control system. 
12. How does the PI controller affect the bandwidth of a control system? 

13. What is a PID controller? Write its input-output transfer function. 

14. Give the limitations of the phase-lead controller. 

13. How does the phase-lead controller affect the bandwidth of a control system? 

16. Give the general effects of the phase-lead controller on rise time and settling time. 


17. For the phase-lead controller, G.{s) = (1 + aTs)/(1 + Ts), a> 1, what is the effect 
of the controller on the steady-state performance of the system? 


18. The phase-lead controller is generally less effective if the uncompensated 
system is very unstable to begin with. (T) (+) 
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19. The maximum phase that is available from a single-stage phase-lead controller is 90°. (T) (F) 


20. The design objective of the phase-lead controller is to place the maximum phase 
lead at the new gain-crossover frequency. (T) (F) 


21. The design objective of the phase-lead controller is to place the maximum phase 
lead at the frequency where the magnitude of the uncompensated Gp( jw) is —10 logiga, 
where a is the gain of the phase-lead controller. {T) (F) 


22. The phase-lead controller may not be effective if the negative slope of the 
un-compensated process transfer function is too steep near the gain-crossover frequency. (T) (F) 


23. For the phase-lag controller, G(s) — (1 + aTs}/(1 + 7s}, a<1, what is the effect of the 
controller on the steady-state performance of the system? 


24. Give the general effects of the phase-lag controller on rise time and settling time. 
25. How does the phase-lag controller affect the bandwidth? 


26. For a phase-lag controller, if the value of T is large and the value of a is small, it is 
equivalent to adding a pure attenuation of a to the original uncompensated system 
at low frequencies. Tm ® 


27. The principle of design of the phase-lag controller is to utilize the zero-frequency 
attenuation property of the controller. (T) (F) 


28. The corner frequencies of the phase-lag controller should not be too low or else the 
bandwidth of the system will be too low. (T) (F) 


29. Give the limitations of the pole-zero-cancellation control scheme. 


30. How does the sensitivity function relate to the bandwidth of a system? 


Answers to these review questions can be found on this book’s companion Web site: 
www.wiley.com/college/golnaraghi. 
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Most of the following problems can be solved using a computer program. This is highly reconimended 
if the reader has access to such a program. 


9-1. The block diagram of a control system with a series controller is shown in Fig. 9P-1. Find the 
transfer function of the controller G,(s) so that the following specifications are satisfied: 
The ramp-error constant K, is 5. 


The closed-loop transfer function is of the form 

Y(s) K 
~ R(s) (82 + 205 -+ 200)(s +a) 
where K and a are real constants, Find the values of K and a. 


M(s) 


Problems 651 


100 
G(s) = ————_ 
ois) s(s+ 10s + 100) 


Figure SP-1 


The design strategy is to place the clased-logp poles at —-10 + jl0 and —10 — j10, and then adjust 
the values of K and a to satisfy the steady-state requirement. The value of @ is large so that it will 
not affect the transient response appreciably. Find the maximum overshoot of the designed 
system. 


9-2. Repeat Problem 9-1 if the ramp-error constant is to be 9. What is the maximum yalue of K, 
that can be realized? Comment on the difficulties that may arise in attempting to realize a very 
large K,. 
9-3. The forward-path transfer function of a unity-feedback control system is 
K 
= s(ts + 1) 
Find the value of K and tf so that the overshoot of the system is 25.4% at the f= 0.4. 
9-4. The forward-path transfer function of a system is 
24 
Gye ee) 
Design a PD controller that satisfies the following factors: 
(a} The steady-state error is less than 7/10 when the input is a ramp with a slope of 27 rad/sec. 
(b) The phase margin is between 40 and 50 degrees. 
(c) Gain-crossover frequency is greater than 1 rad/sec. 
9-5. A control system with a PD controller is shown in Fig. 9P-5. 


1000 
5(s + 10) 


Figure 9P-5 


(a) Find the values of Xp and Ky so that the ramp-error constant K,, is 1000 and the damping ratio is 
0.5. 

(b) Find the values of Kp and Kp so that the ramp-error constant K, is 1000 and the damping ratio is 
0.707. 

(c) Find the values of Xpand Kp so that the ramp-error constant XK, is 1000 and the damping ratio is 
1.0. 


9.6. For the control system shown in Fig. 9P-5, set the value of Kp so that the ramp-error constant is 
1000. 


(a) Vary the value of Kp from 0.2 to 1.0 in increments of 0.2 and determine the values of phase 
margin, gain margin, M,, and BW of the system. Find the value of Xp so that the phase margin is 
maximum. 


(b}) Vary the value of Kp from 0.2 to 1.0 in increments of 0.2 and find the value of Kp so that the 
maximum overshoot is minimum. 
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9-7. The loop transfer function of a system is 


1 
(2s + 1)(s+ 1)(0.5s +1) 
Design a PD controller such that the Kp = 9 and the phase margin is greater than 25 degrees. 


G(s)H(s) 


9-8. The loop transfer function of a system is 
60 
G(s)A(s) = ——_—_—_—. 
(HS) = Oas+ et De+6) 
{a) Design a PD controller to statisfy the following specifications: 
(i) Ky — 10. 
{ii) The phase margin is 45 degrees. 
(b) Use MATLAB to plot the Bode diagram of the compensated system. 


9-9. Consider the second-order model of the aircraft attitude control system shown in Fig. 5-31. The 
transfer function of the process is 


4500 K 


Gols) = 43612) 


(a) Design a series PD controller with the transfer function G,(s) = Kp + Kps so that the following 
performance specifications are satisfied: 

Steady-state error due to a unit-ramp input < 0.001 

Maximum overshoot < 5% 

Rise time t, < 0.005 sec 

Settling time ¢, < 0.005 sec 


(b) Repeat part (a) for all the specifications listed, and, in addition, the bandwidth of the system 
must be less than 850 rad/sec. 


9-10. Fig. 9P-10 shows the block diagram of the liquid-level control system described in Problem 5- 
42, The number of inlets is denoted by N. Set V = 20. Design the PD controller so that with a unit-step 
input the tank is filled to within 5% of the reference level in less than 3 sec without overshoot. 


E(s) 10N 
= s(s +1)(s + 10) - 


Figure 9P-10 


9-11. For the liquid-level control system described in Problem 9-10, 
(a) Set Kp so that the ramp-error constant is 1. Vary Kp from 0 to 0.5 and find the value of Kp that 
gives the maximum phase margin. Record the gain margin, M,, and BW. 


(b) Plot the sensitivity functions |S%( jq)| of the uncompensated system and the compensated system 
with the values of Kp and Kp determined in part (a). How does the PD controller affect the sensitivity? 


9-12. The block diagram of a servo system is shown in Fig, 9P-12, 


100 
R > | K+K = es % 
i (s) | — s(0.15 + 1)(0.025 + 1) zi 


Figure 9P-12 


> Cs) 


Problems 653 


Design the PD controller so that the phase margin is preater than 50 degrees and the BW is greater 
than 20 rad/sec. Use MATLAB to verify your answer. 


9-13. The loop transfer function of a unity-feedback system is 


LO00K 
GIS)H(s) = 0354 1)(0.005s + 1) 


Design a compensator such that the steady-state error to the unit-step input is less than 0.01 and the 
closed-loop damping ratio ¢ > 0.4. 
Use MATLAB to plot the Bode diagram of the compensated system. 


9-14, The open-loop transfer function of a de motor is 
250 
BU) = 02s) 


Design a PD controller so that the steady-state error to the input ramp is less than 0.005, the maximum 
overshoot is 20% for the unit-step input, and the BW must be maintained at a value approximately the 
same as that of the uncompensated system. 


9-15. The open-loop plant model of a plastic extrusion is given by 


40 
Ol = 10.2582 1) 
Design a series of lead compensator, which is described by 
_r(ts+1) 
~ (rts+4) 
50 that the phase margin is 45 degrees and the BW must be maintained at a value approximately the 
same as that of the uncompensated system. 


G_(s) 


9-16. Repeat Problem 9-15 assuming that the r< 0.1. 
9-17, The loop transfer function of a unity-feedback control system is 


100K 
As\H(s) = F554 10.0584 1) 


(a2) Design a compensator such that 

(i} The steady-state error is less than 0.01 for a unit-ramp input. 

Gi) The phase margin is greater than 45 degrees. 

(iii) The steady-state error is less than 0.004 for a sinusoidal input with w < 0.2. 

(iv) The noise for the frequencies greater than 200 rad/sec reduced to 100 at the output. 
(b) Use MATLAB to plot the Bode diagram of the compensated system and verify or refine your 
design in part (a). 
9-18. A control system with a type 0 process G,(s) and a PI controller is shown in Fig. 9P-18. 


100 


Ci = 
pis) ot 10s + 100 


Figure 9P-18 


(a) Find the value of X; so that the ramp-error constant K, is 10. 


(b) Find the value of Kp so that the magnitude of the imaginary parts of the complex roots of the 
characteristic equation of the system is {5 rad/sec. Find the roots of the characteristic equation. 
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(c) Sketch the root contours of the characteristic equation with the value of K; as determined in part 
(a) and for 0 < Kp < ox. 


9-19. For the control system described in Problem 9-18, 

(a) Set X;so that the ramp-error constant is 10. Find the value of Kp so that the phase margin is 
minimum. Record the values of the phase margin, gain margin, M,, and BW. 

(b) Plot the sensitivity functions |S¢( jw)| of the uncompensated and the compensated systems 
with the values of K; and Kp selected in part (a). Comment on the effect of the PI control on 
sensitivity. 

9-20. For the control system shown in Fig. 9P-18, perform the following: 

(a) Find the value of XK; so that the ramp-error constant K,. is 100. 


(b) With the value of X; found in part (a), find the critical value of Xp so that the system is stable. 
Sketch the root contours of the characteristic equation for 0 < Kp < oo. 


(c) Show that the maximum overshoot is high for both large and small values of Kp. Use the value of 
K; found in part (a). Find the value of Kp when the maximum overshoot is a minimum. What is the 
value of this maximum overshoot? 


9-21. Repeat Problem 9-20 for K, = 10. 


9-22. The transfer function of a system with unity feedback is 


24 


ag s(s + 1)(s + 6) 


(a) Design a PI controller that satisfies the following factors: 
(i) The ramp error constant Ky > 20. 


{ii} The phase margin is between 40 and 50 degrees. 
(iii) Gain-crossover frequency is greater than 1 rad/sec. 
(b) Use MATLAB to plot the Bode diagram of the closed-loop system. 
9-23. The transfer function of a robot arm—positioning system with unity feedback 
is represented by 
40 
G(s) = ——_——__—~ 
(s) s(s + 2)(s + 20) 
(a) Design a PI controller such that: 
(i) The steady-state error is less than 5% of the slope for a ramp input. 
(ii) The phase margin is between 32.5 and 37.5 degrees. 
(iii) Gain-crossover frequency is 1 rad/sec. 
(b) Use MATLAB to plot the Bode diagram of the closed-loop system and verify your design in part 
(a). 
9-24. The transfer function of a system with unity feedback is 


210 


Gls) = 554 The +3) 


Design a PI controller with a unity dc gain so that the phase margin of the system is greater than 40 
degrees, and then find the BW of the system. 


9-25. The transfer function of the steering of a ship is given by 


bie 2353K(71 — 500s) 
~ 71s(40s + 13)(5000s + 181) 


Design a PI controller such that: 
(a) The ramp error constant Ky = 2. 


(b) The phase margin is greater than 50 degrees. 
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(c) For all frequencies preater than crossover frequency, PM > 0. This means the system is always 
stable without any condition. 


(d) Show the closed-loop poles in the root locus with respect to values of K. 
9-26. The transfer function of a unity-feedback system is 


2x 10° 
G(s) = 7] 
s(s + 20)(s* + 50s + 10000) 
1 
(a) A PD controller with the transfer function of H(s) = aay is designed with r = 0.2 and 


t = 0.05. It is desired to find the gain so that the crossover frequency is 31.6 rad/sec. 
(b) Find the ramp error constant Xv by applying the controller designed in part (a). 


{c) Consider the PD controller designed in part (a) is applied to the system. Find the value of K fora 
PI controller so that the ramp error constant Ky, = 100. 


(d) Ifthe Pl controller pole is at 3.16 rad/sec and the crossover frequency maintains at 31.6 rad/sec, 

what is the zero of the PI controller? [Consider the transfer function of the PI controller is 
r(ts + 1) 

H(s) = ——, 

(s) (rts + 1) 
(e) Use MATLAB to plot the Bode diagram of the compensated system and find the phase margin. 
9-27. Acontrol system with a type 0 process and a PID controller is shown in Fig. 9P-27. Design the 
controller parameters so that the following specifications are satisfied: 

Ramp-error constant K, = 100 
Rise time ¢, < 0.01 sec 
Maximum overshoot < 2% 


Plot the unit-step response of the designed system. 


100 


G(s) = =————_— 
pe) s°+ 10s + 100 


Figure 9P-27 


9-28. A considerable amount of effort is being spent by automobile manufacturers to meet the exhaust- 
emission-performance standards set by the government. Modern automotive-power-plant systems 
consist of an internal combustion engine that has an intemal cleanup device called the catalytic 
converter. Such a system requires control of the engine air—fuel ratio (A/F), the ignition-spark timing, 
exhaust-pas recirculation, and injection air. The control system problem considered in this exercise deals 
with the control of the air-fuel ratio. In general, depending on fuel composition and other factors, a 
typical stoichiometric A/F is 14.7:1, that ts, 14.7 grams of air to each gram of fuel. An A/F greater or less 
than stoichiometry will cause high hydrocarbons, carbon monoxide, and nitrous oxide in the tailpipe 
emission. The control system whase block diagram is shown in Fig. 9P-28 is devised ta contral the air— 
fuel ratio so that a desired output variable is maintained for a given command signal. Fig. 9P-28 shows 
that the sensor senses the composition of the exhaust-gas mixture entering the catalytic converter. The 
electronic controller detects the difference or the error between the command and the sensor signals and 
computes the control signal necessary to achieve the desired exhaust-gas composition. The output 
variable y(t) denotes the effective air—fuel ratio. The transfer function of the engine is given by 


¥(s) eW Tas 

—=G ae 

U{s) p(s) 1+ts 
where 7; is the time delay and ts 0.2 sec. The time constant t is 0.25 sec. Approximate the time delay 
by a power series: 


eo” Tas my ] 
{4+ Tys + Tis? {2 
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Reference Error A/F Exhaust 


e(7) emission 
CONTROLLER 


SENSOR 


CATALYST 


Figure 9P-28 


(a) Let the controller be a PI controller so that 
U(s) 
E(s) 
Find the value of K; so that the ramp-error constant K, is 2. Determine the value of Xp so that the 
maximum overshoot of the unit-step response is a minimum and the settling time is a minimum. Give 
the values of the maximum overshoot and the settling time. Plot the unit-step response of y(t}. Find 
the marginal value of Kp for system stability. 
(b) Can the system performance be further improved by using a PID controller? 
U(s) 
G.{s) == 


9-29. One of the advantages of the frequency-domain analysis and design methods is that systems 
with pure time delays can be treated without approximation. Consider the automobile-engine control 
system treated in Problem 9-28. 


K 
G,(s) oa — 


K 
= Kp + Kps+— 


The process has the transfer function 


—f) % 
e 0.25 


1+0.25s 

Let the controller be of the PI type so that G,.(s) = Kp + K;/s. Set the value of K; so that the ramp-error 
constant X, is 2. Find the value of Kp so that the phase margin is a maximum. How does this “optimal” 
Kp compare with the value of Kp found in Problem 9-28(a)? Find the critical value of Xp for system 
stability. How does this value of Kp compare with the critical value of Kp found in Problem 9-28? 


Gp{s) = 


9-30. Fig. 9P-30 shows a simplified design of an airplane attitude controller. 


Figure 9P-30 


where D is the disturbance torque. Design a PID controller with the following satisfactions: 
(a) Zero steady-state error 


(b) PM =65° 
(c) High bandwidth (as high as possible) 
9-31. Consider the open-loop plant model of a plastic extrusion given in Problem 9-15. 


Design a series of lead—lag compensator that is described by 


(tis + 1)(t25 + 1) 


A(s) = ————__- +..." —_ 
T1TjS* + G +2)5+ 1 


Prablems = 657 


and satisfies the following: 
(a) The phase margin is 45 degrees. 


(b) The steady-state error of a closed-loop system to the unit-step input is less than 1%. 
(c) The gain-crossover frequency is 5 rad/sec. 


9-32. A telescope for tracking stars and asteroids on a space shuttle may be modeled as a pure 
mass M. It is suspended by magnetic bearings so that there is no friction, and its attitude is 
controlled by magnetic actuators located at the base of the payload. The dynamic model for the 
control of the z-axis motion is shown in Fig, 9P-32(a). Because there are electrical components on 
the telescope, electric power must be brought to the telescope through a cable, The spring shown is 
used to model the wire-cable attachment, which exerts a spring force on the mass. The force 
produced by the magnetic actuators is denoted by f(z). The force equation of motion in the z 
direction is 


(a) (b) 
Figure $P-32 


d*2(1) 
dt* 
where K, = | lb/ft, and M = 1501b (mass); A) is in pounds, and z(t) is measured in feet. 
(a) Show that the natural response of the system output 2(¢) is oscillatory without damping. Find the 
natural undamped frequency of the open-loop space-shuttle system. 
(b) Design the PID controller 


F(t) — Ks2({t) = M 


K 
G.(s) = Kp + Kps + ae 
shown in Fig. 9P-32(b} so that the following performance specifications are satisfied: 


Ramp-error constant K, = 100. 


The complex charactreristic equation roots correspond to a relative damping ratio of 0.707 and a 
natural undamped frequency of | rad/sec. 


Compute and plot the unit-step response of the designed system. Find the maximum overshoot. 
Comment on the design results. 


(c) Design the PID controller so that the following specifications are satisfied: 
Ramp-error constant K, = 100 


Maximum overshoot < 5% 


Compute and plot the unit-step response of the designed system. Find the roots of the characteristic 
equation of the designed system. 
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9-33. Repeat Problem 9-32(b) with the following specifications: 


Ramp-error constant K, = 100, 
The complex charactreristic equation roots correspond to a relative damping ratio of 1.0 and a 
natural undamped frequency of | rad/sec. 


9-34. Consider a cruise control system shown in Fig. 9P-34. 


—_—-——_—- 


Figure 9P-34 


where f is the engine force, v is the velocity, u is the friction force, and u = jv. 
Assuming M = 1000kg, uw = 50 Nsec/m, and f = 500N: 
(a) Find the transfer function of the system. 


(b) Design a PID controller that satisfies the following: 
(i) Rise time is less than 5 sec. 


(ii) Maximum overshoot is less than 10%. 
(iii) Steady-state error is less than 2%. 
9-35. An inventory control system is modeled by the following state equations: 


malt = —2x3(t) 


where x)(t) = level of inventory, x2(t) = rate of sales of product, and u(t) = productionrate. The 
output equation is y(r) = x) (¢). One unit of time is one day. Fig. 9P-35 shows the block diagram of the 
closed-loop inventory control system with a series controller. Let the controller be a PD controller, 
G-{s) = Kp + Kps. 


Figure 9P-35 


(a) Find the parameters of the PD coniroller, Kp and Kp, so that the roots of the characteristic 
equation correspond to a relative damping ratio of 0.707 and w, = | rad/sec, Plot the unit-step 
response of y(t) and find the maximum overshoot. 


(b) Find the values of Kp and Kp so that the overshoot is zero and the rise time is less than 0.06 sec. 
(c) Design the PD controller so that M, = 1 and BW < 40rad/sec. 
9-36. The block diagram of a type 2 control system with a series controller G(s) is shown in Fig. 9P-36. 


E{s) U(s) LOD00 
Oe al 


Figure 9P-36 
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The objective is to design a PD controller so that the following specifications are satisfied: 
Maximum overshoot < 10% 
Rise time < 0.5 sec 


(a) Obtain the characteristic equation of the closed-loop system, and determine the ranges of the 
values of Kp and Kp for stability. Show the region of stability in the Kp-versus-Xp plane. 


{b) Construct the root loci of the characteristic equation with Kp = 0 and O< Kp <oo. Then 
construct the root contours for0 < Kp < oo and several fixed values of Kp ranging from 0.001 to 0.01. 


(c) Design the PD controller to satisfy the performance specifications given, Use the information on 
the root contours to help your design. Plot the unit-step response of y(¢). 


(d) Check the design results obtained in part (c) in the frequency domain. Determine the phase 
margin, gain margin, M,, and BW of the designed system. 


9-37. Consider a dc motor shown in Fig, 9P-37 and described in Section 4-7-3. 


@ Magnetic 
flux 


Figure 9P-37 


Assuming the following: 
The rotor inertia (/) = 0.01 kg.m2/s? 
Damping ratio of the mechanical system (¢} = 0.1 Nms 
Back-emf constant (K,) = 0.01 Nm/Amp 
Torque constant (X;) = 0.01 Nm/Amp 
Armature resistance (Rg) = 10 


Armature inductance (Lz) = 0.5H 
Design a PID controller that satisfies the following: 
(a) Settling time is less than 2 sec. 


(b) Maximum overshoot is less than 5%. 
(c) Steady-state error ts less than 1%. 
9-38. For the de motor described in Problem 9-37, assuming the following: 


The rotor inertia (J) = 3.2284E-6kg.m2/s* 

Damping ratio of the mechanical system (¢) = 3.5077E-6 Nms 
Back-emf constant (K;,) = 0.0274 Nm/Amp 

Torque constant (K;) = 0.0274 Nm/Amp 

Armature resistance (R,) = 40. 

Armature inductance (L,) = 2.75E-6H 


Design a PID controller that satisfies the following: 


(a) Settling time is less than 40 milliseconds. 
(b}) Maximum overshoot is less than 16%. 

(ce) Zero steady-state error is less than 1%. 

(d) Zero steady-state error due to a disturbance. 
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9-39. Consider the broom-balancing control system described in Problems 4-21 and 10-51. The Ax 
and Bx matrices are given in Problem 10-51 for the small-signal linearized model. 


Ax(t) = A*Ax(r) + B*Ar(t) 
Ay(t) = CAx(t) 
D« = [0 0 1 0] 


Fig. 9P-39 shows the block diagram of the system with a series PD controller. Determine if the PD 
controlier can stabilize the system; if so, find the values of Kp and Kp. If the PD controller cannot 
stabilize the system, explain why not. 


Figure 9P-39 


9-40. The process of a unity-feedback control system has the transfer function 
100 
s* + 105 + 100 


Design a series controller (PD, PI, or PID) so that the following performance specifications arc 
satisfied: 


G p(s} a 


Steady-state error due toa step input = 0 
Maximum overshoot < 2% 
Rise time < 0,02 sec 


Carry out the design in the frequency domain and check the design in the time domain. 


9-41. The forward path of a unity-feedback control system that includes a disturbance signal D(s) is 
given by 
1 
G(s) = ————_—— 
S) = (536549) 


K(tys + 1)(t25 + 1) 


5 
response to any step disturbance is damped in less than 3 sec at the 2% settling time. 


(b) Use MATLAB to plot the response of the closed-loop system to various step disturbance inputs 
and verify your design in part (a). 

9-42. For the inventory control system shown in Fig. 9P-35, let the controller be of the phase-lead 
type: 


(a) Design a PID controller with the transfer function of H(s) = so that the 


1 + als 


Determine the values of @ and T so that the following performance specifications are satisfied: 


Steady-state error due to a step input = 0 
Maximum overshoot < 5% 
(a) Destgn the controller using the root contours with 7 and a as variable parameters, Plot the unit- 


step response of the designed system. Plot the Bode diagram of G(s) = G,(s)Gp(s), and find PM, 
GM, M,, and BW of the designed system. 


(b) Design the phase-lead controller so that the following performance specifications are satisfied: 
Steady-state error due to a step input = 0 


Phase margin > 75° 
M,<1.1 
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Construct the Bode diagram of G(s) and carry out the design in the frequency domain. Find the 
attributes of the time response of the designed system. 


9-43. Consider that the process of a unity-feedback control system is 
1000 
Oe) s(s + 10) 
Let the series controller be a single-stage phase-lead controller: 
1+ aTs 


>] 
1+7s “ 


G-(s) = 


(a) Determine the values of a and T so that the zero of G,(s) cancels the pole of G,(s) at s = —10. 
The damping ratio of the designed system should be unity. Find the attributes of the unit-step response 
of the designed system. 


(bo) Carry out the design in the frequency domain using the Bode plot. The design specifications are 
as follows: 


Phase margin > 75° 
M,<1.1 


Find the attributes of the unit-step response of the designed system. 


9-44. Fig. 9P-44 shows the quarter-car model realization with 2 degrees of freedom. 


Figure 9P-44 


Assuming: 
Body mass (m,) = 2500 kg 
Suspension mass (m,.) = 320 kg 
Spring constant of suspension system (k,) = 80, 000 N/m 
Spring constant of wheel and tire (k,) = 500,000 N/m 
Damping constant of suspension system (c,;) = 350Ns/m 
Damping constant of wheel and tire (c,,) = 15,020Ns/m 


When the vehicle is experiencing any road disturbance, the vehicle body should not have large 
oscillations, and the oscillations should be damped quickly. If the deformation tire is negligible, and 
the road disturbance (D) is considered a step input, 
(a) Design a PID controller that satisfies the following requirements: 

(i) Overshoot less than 5% 


(ii) Settling time shorter than 5 seconds 
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(b) Use MATLAB to plot the response of the closed-loop system to various step disturbance inputs 
and verify your design in part (a). 


9-45. Consider that the controller in the liquid-level control system shown in Fig. 9P-10 is a phase- 
lead controller: 

1 + aTs 

1+ Ts 


G,{s) = 


(a) For N = 20, select the values of a and 7 so that the maximum overshoot is barely 0%. The value 
of a must not exceed 1000. Find the attributes of the unit-step response of the designed system. Plot 
the unit-step response. 


(b) ForN = 20, design the phase-lead controller in the frequency domain. Find the values of a and T 
so that the phase margin is maximized subject to the condition that BW > 100. The value of a must 
not exceed 1000. 


5-46. The transfer function of the process of a unity-feedback control system is 


6 
A s(1 + 0.2s)(1 + 0.5s) 


(a) Construct the Bode diagram of Gp( jw) and determine the PM, GM, ™M,, and BW of the system. 
(b) Design a series single-stage series phase-lead controller with the transfer function 


1+ aTs 
i (Zs) 


so that the phase margin is maximum. The value of a must not be greater than 1000. Determine PM 
and M, of the designed system. Determine the attributes of the unit-step response. 


(c} Using the system designed in part (b) as a basis, design a two-stage phase-lead controller so that 
the phase margin is at least 85°. The transfer function of the two-stage phase-lead controller is 
1+ a) (- + bT>5 


a) a>l b>l 


>| 


Gels) = ( 


L+T\s 


where a and 7, are determined in part (b). The value of 7, should not exceed 1000. Find the values of 
PM and M, of the designed system. Find the attributes of the unit-step response. 


(d} Plot the unit-step responses of the output in parts (a), (b), and (c), 
9-47. Fig. 9P-47 shows an inverted pendulum on a cart. 


Motor 


Figure 9P-47 
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Assuming: 
M mass of the cart 0.5 kg 
m mass of the pendulum 0.2 kg 
jt friction of the cart 0.1 N/m/sec 
i length to pendulum center of mass 0.3 m 
I inettia of the pendulum 0.006 ke*m? 


(a) Design a PID controller so that the settling time is less than 5 seconds and the pendulum angle is 
never more than 0.05 radians from the vertical position. 


(b) If the step input is applied to the cart, design a PID controller so that the settling time for x and 6 
is less than 5 seconds, the rise time for x is less than 0.5 seconds, and the overshoot of theta is Jess than 
20 degrees (0.35 radians). 


9-48. A phase-lock-loop, dc-motor-speed-contral system is described in Prablem 4-46. The block 
diagram of the system is shown in Fig. 9P-48. The system parameters and transfer functions are given 
as follows: 

Reference speed command, @, = 120 pulse/sec 

Phase-detector gain, K, = 0.06 V/pulse/sec 

Amplifier gain, Kz, = 20 

Encoder gain, K, = 5.73 pulsefrad 

Counter gain, N = 1 

Motor transfer function, 


Qiy{s) 10 
E,(s) s(1 + 0.05s) 


Reference + 
speed = 


Motor speed 
(rad/sec) 


Motor speed 
Figure 9P-48 (pulses/sec) Counter Encoder 


{a) Let the filter (controller) transfer function be of the form 

E,{s)  1+82Cs 

E;(s) —- Ri Cs 

where Ry = 2 x 10° and C = 1 uF. Determine the value of R» so that the complex roots of the 
closed-loop characteristic equation have a maximum relative damping ratio. Sketch the root loci of 
the characteristic equation for 0 < R2 < oo, Compute and plot the unit-step responses of the motor 
speed f(t) (pulse/sec) with the values of R2 found, when the input is 120 pulse/sec. Convert the 
speed in pulse/sec to rpm. 

(b) Let the filter transfer function be 


G(s) = 


where T = 0.01. Find a so that the complex roots of the characteristic equation have a maximum 
relative damping ratio. Compute and plot the unit-step response of the motor speed f(t) (pulse/sec) 
when the input is 120 pulse/sec. 


(c) Design the phase-lead controller in the frequency domain so that the phase margin is at least 60°. 
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9-49, Consider that the controller in the liquid-level control system shown in Fig. 9P-10 is a single- 
stage phase-lag controller: 


(a) For NV = 20, select the values of a and 7 so that the two complex roots of the characteristic 
equation correspond to a relative damping ratio of approximately 0.707. Plot the unit-step response of 
the output y(7). Find the attributes of the unit-step response. Plot the Bode plot of G,(s)G,(s) and 
determine the phase margin of the designed system. 

(b) For = 20, design the phase-lag controller in the frequency domain so that the phase margin is 
approximately 60°. Plot the unit-step response of the output y(¢), and find the attributes of the unit- 
step response. 


9-50. The controlled process of a unity-feedback control system is 


K 
G(s) =——_ 
s(s +5) 
The series controller has the transfer function 
1+ aTs 
Gre = 
(s) 1+ Ts 


(a) Design a phase-lead controller (a > 1) so that the following performance specifications arc 
satisfied: 

Ramp-error constant A, = 10 

Maximum overshoot is near minimum 


The value of a must not exceed 1000. Plot the unit-step response and give its attributes. 
(b) Design a phase-lead controller in the frequency domain so that the following performance 
specifications are satisfied: 

Ramp-error constant AX, = 10 

Phase margin is near maximum 

The value of a must not exceed 1000 


(c) Design a phase-lag controller (a< 1) so that the following performance specifications are 
satisfied: 

Ramp-error constant Ky = 10 

Maximum overshoot < 1% 

Rise time t, < 2 sec 

Settling time t, < 2.5 sec 


Find the PM, GM, M,, and BW of the designed system. 


(d) Design the phase-lag controller in the frequency domain so that the following performance 
specifications are satisfied: 


Ramp-error constant A, = 10 
Phase margin > 70° 


Check the unit-step response attributes of the designed system and compare with those obtained in 
part (c). 
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9-51. Fig. 9P-51 shows the “beam and ball” system that is described in Problem 4-11. 


Beam 


Lever Arm 


Figure 9P-51 


Assuming: 

m= 0.11kg mass of the ball I = 9.99e-6 kg m? ball’s moment of inertia 

r= 0.015 radius of the ball P ball position coordinate 

d = 0.03 m lever arm offset a beam angle coordinate 

g = 9.8 m/s* gravitational @ servo gear angle 
acceleration 

£=1.0m length of the beam 


Design a PID controller so that the settling time is less than 3 seconds and the maximum overshoot 
is no more than 5%. 


9-52, The controlled process of a dc-motor control system with unity feedback has the transfer 
function 
6.087 x 10/9 
sl s(s? + 423.425? + 2.6667 x 10°s + 4.2342 x 108) 

Due to the compliance in the motor shaft, the process transfer function contains two lightly damped 
poles, which will cause oscillations in the output response. The following performance criteria are 
to be satisfied: 

Maximum overshoot < 1% 

Rise time t, < 0.15 sec 

Settling time t, < 0.15 sec 

Output response should not have oscillations 

Ramp-error constant is not affected 
{a) Design a series phase-lead controller, 
1+aTs 
1+ Ts 
so that all the step-response attributes (except for the oscillations) are satisfied. 


(b) To eliminate the oscillations due to the motor shaft compliance, add another stage to the 
controller with the transfer function 


G,{s) = a> 


= s* + 2.025 + ww 

s? + 2¢ 05 + @2 
so that the zeros of G.;(s) will cancel the two complex poles of G,(s). Set the value of ¢ , sa that the 
two poles of G,;(s} will not have an appreciable affect on the system response. Determine the 


Gel (s) 
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attributes of the unit-step response to see if all the requirements are satisfied, Plot the unit-step 
responses of the uncompensated system and the compensated system with the phase-lead controller 
designed in part (b). 

9-53. Acomputer-tape-drive system utilizing a permanent-magnet de-motor is shown in Fig, 9P-53(a). 
The closed-loop system is modeled by the block diagram in Fig. 9P-53({b). The constant K; represents the 
spring constant of the elastic tape, and B, denotes the viscous-friction coefficient between the tape and 
the capstans, The system parameters are as follows: 


DC 
motor 


Tins Dyys Gr B, 


i) 


(a) 


Speed transducer 
(b) 


Figure 9P-53 


K; = motortorque constant = 100z-in/A 

K, = motor back-emf constant = 0.0706 V/rad/sec 
By», = motor friction coefficent = 3 oz-in./rad/sec 
R, =0.250, £,20H 

K, = 3000 0z-in./rad 8B; = 10 0z-in/rad/sec 

J, = Goz-inJrad/sec*Ky = 1 V/rad/sec 


Jy, = 0.05 o2-in./rad/sec” 


(a) Write the state equations of the system between ¢,, and 6 using 67, wz, An, and w,, as state 
variables and e, as input. Draw a state diagram using the state equations. Derive the transfer functions: 
cy 0) 
Ea(s) E,,(s) 
(b) The objective of the system is to control the speed of the tape, wz, accurately. Consider that a PJ 


controller with the transfer function G,(s) = Kp + K;/s is to be used. Find the values of Kp and K;so 
that the following specifications are satisfied: 


Ramp-error constant K, = 100 

Rise time < 0.02 sec 

Settling time < 0.02 sec 

Maximum overshoot < 1% or at minimum 


Plot the unit-step response of w;(t) of the system. 
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(c) Design the Pl controller in the frequency domain. The value of K; is to be selected as in part (b). 
Vary the value of Kp and compute the values of PM, GM, M,, and BW. Find the value of Kp so that PM 
is maximum. How does this value of Kp compare with the result obtained in part (b)? 

9-54. Fig. 9P-54 shows the block diagram of a motor-contro] system that has a flexible shaft 


between the motor and the load. The transfer function between the motor torque and motor 
displacement is 


Flexible 
shaft Load 


Controller Amplifier 


Figure 9P-54 


G,(s) = Om(s) _ Ips? + Bps + Kr. 
’ Tin (s ) s Fmdzs> + (BmJ, it Brdn )s? r (Kidm + Ky J Lt BBs 6 By K1] 


where J; = 0.01, By = 0.1, Ky = 10, Jy, = 0.01, By, = 0.1, and K = 100. 
(a) Compute and plot the unit-step response of 6,,(t). Find the attributes of the unit-step response. 
(b) Design a second-order notch controller with the transfer function 
_ t+ 20,045 + w 
mes 
s° + 26,08 + we 
so that its zeros cancel] the complex poles of G,(s). The two poles of G(s) should be selected so that 


they do not affect the steady-state response of the system, and the maximum overshoot is a minimum. 
Compute the attributes of the unit-step response and plot the response. 
(c) Carry out design of the second-order controller in the frequency domain. Plot the Bode diagram 


of the uncompensated G,(s), and find the values of PM, GM, M,, and BW. Set the two zeros of G,(s) to 
cancel the two complex poles of G,(s). Determine the value of ¢, by determining the amount of 
attenuation required from the second-order notch controller and using Eq. (9-155). Find the PM, GM, 
M,, and BW of the compensated system. How do the frequency-domain design results compare with 
the results in part (b)? 

9-55. The transfer function of the process of a unity-feedback contro] system is 


500(5 + 10) 
s(s* + 10s + 1000) 


G,(s) 


Gp(s) = 


(a) Plot the Bode diagram of G,(s) and determine the PM, GM, M,, and BW of the uncompensated 
system. Compute and plot the unit-step response of the system. 


(b) Design a series second-order notch controller with the transfer function 

St + 2botons + Oy 

82 + 28 ,toms + 2 

so that its zeros cancel the complex poles of G,(s). Determine the value of ¢,, using the method 


outlined in Section 9-8-2. Find the PM, GM, M,, and BW of the designed system. Compute and plot 
the unit-step response. 


G(s) = 


(c) Design the series second-order notch controller so that its zeros cancel the complex poles of 
G,(s). Determine the value of ¢,, so that the following specifications are satisfied: 


Maximum overshoot < 1% 
Rise time < 0.4 sec 
Settling time < 0.5 sec 
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9-56. Design the controllers G(s) and G,(s) for the system shown in Fig. 9P-56 so that the 
following specifications are satisfied: 


, —— 


Ramp-error constant K, = 50 
Dominant roots of the characteristic equation at — 3 + j5 approximately 
Rise time < 0.1 sec 


Figure 9P-56 


System must be robust when XK varies +20% from the nominal value, with the rise time and 
overshoot staying within specifications 


Compute and plot the unit-step responses to check the design. 
9-57. Fig. 9P-57 shows the block diagram of a motor-control system. The transfer function of the 
controlled process is 

1000K 


Gp(s) = s(s-+a) 


¥(s} 


Figure 9P-57 


where K denotes the aggregate of the amplifier gain and motor torque constant, and a is the inverse of 
the motor time constant. Design the controllers G,-(s) and G,(s) so that the following performance 
Specifications are satisfied. 


Ramp-error constant K, = 100 when a = 10 

Rise time < 0.3 sec 

Maximum overshoot < 8% 

Dominant characteristic equation roots = —5 + j5 
System must be robust when a varies between 8 and 12 


Compute and plot the unit-step responses to verify the design. 


9-58. Fig. 9P-58 shows the block diagram of a dc-motor control system with tachometer feedback. 
Find the values of K and K, so that the following specifications are satisfied: 
Ramp-error constant K, = 1 
Dominant characteristic equation roots correspond to a damping ratio of approximately 0.707; if 
there are two solutions, select the larger value of K 


Figure 9P-58 
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9-59. Carry out the design with the specifications given in Problem 9-58 for the system shown in 
Fig, 9P-59, 


Figure 9P-59 


9-60. The block diagram of a control system with a type 2 process is shown in Fig. 9P-60. The 
system is to be compensated by tachometer feedback and a series controller. Find the values of a, T, K, 
and K, so that the following performance specifications are satisfied: 


K 
s*(s5 + 10) 


Figure 9P-60 


Ramp-error constant K, = 100 
Dominant characteristic equation roots correspond to a damping ratio of 0.707 


9-61. The aircraft-attitude control system described in Section 5-8 is modeled by the block diagram 
shown in Fig. 9P-61. The system parameters are as follows: 


K = variable K, = K, = 10 K, = 0.5 K, = variable R, =5 
Lea = 0.003 7 = 9.0 K, = 0.0636 Jim = 9.0001 J, = 0.01 
By = 0.005 By a 1.0 N= 0.1 


Figure 9P-61 
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Find the values of K and K;, so that the following specifications are satisfied: 
Ramp-error constant K, = 100 


Relative damping ratio of the complex roots of the characteristic equation is approximately 0,707 


Plot the unit-step response of the designed system. Show that the system performance is extremely 
insensitive to the value of K. Explain why this is so. 


9-62. Fig. 9P-62 shows the block diagram of a position-control system with a series controller 
G,(5). 


T;(s} 


+ 
R(s) Ets) 10 2 4 ¥(s) 
@ 6 


Figure 9P-62 


(a) Determine the minimum value of the amplifier gain K so that the steady-state value of the output 
y(t} due to a unit-step torque disturbance is < 0.01. 


(b) Show that the uncompensated system is unstable with the minimum value of K determined in 
part (a). Construct the Bode diagram for the open-loop transfer function G(s} = Y(s)/E(s), and find 
the values of PM and GM. 


{c) Design a single-stage phase-lead controller with the transfer function 

1+ aTs 

as 

so that the phase margin is 30°, Show that this is nearly the highest phase margin that can be achieved 
with a single-stage phase-lead controller. Find GM, M,, and BW of the compensated system. 


(d) Design a two-stage phase-lead controller using the system arrived at in part (c) as a basis so that 
the phase margin is 55°. Show that this is the best PM that can be obtained for this system with a two- 
Stage phase-lead controller. Find GM, M,, and BW of the compensated system. 


9-63. The transfer function of the process of a unity-feedback control system is 
60 
s(1 + 0,25)(1 + 0.55) 


Show that, due to the relative high gain, the uncompensated system is unstable. 
(a) Design a two-stage phase-lead controller with 


a>] 


Gs) = 


1+aT\s\ f14+ bTos 
cls) (ES) (A) ook ed 


so that the phase margin is greater than 60°. Conduct the design by first determining the values of a 
and 7 to realize a maximum phase margin that can be achieved with a single-stage phase-lead 
controller. The second stage of the controller is then designed to realize the balance of the 60° phase 
margin. Determine GM, M,, and BW of the compensated system, Compute and plot the unit-step 
response of the compensated system. 

(b) Design a single-stage phase-lag controller with 

1+ aTs 

14+Ts 

so that the phase margin of the compensated system is greater than 60°. Determine GM, 4,, and BW 
of the compensated system. Compute and plot the unit-step response of the compensated system. 
(c) Design a lag—lead controller with G,{s) as in the equation in part (a). Design the phase-lag 
portion first by setting the phase margin at 40°. The resulting system is then compensated by the 


<1 


Ge(s) = 
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phase-lead portion to achieve a total of 60° of phase margin, Determine GM, M,, and BW of the 
compensated system. Compute and plot the unit-step response of the compensated system. 


9-64. The block diagram of the steel-rolling system described in Problem 4-18 is shown in 
Fig. 9P-64. The transfer function of the process is 

¥(s}__ i 
E(s) s{1+0.1s}(1 + 0.5s) 


Gp(s) = 


K,; = 


Fs) 


Figure 9P-64 


(a) Approximate the time delay by 
eo Gels me 1 — 0.055 
1 + 0.055 
Design a series controller of your choice so that the phase margin of the compensated system is at 
least 60°. Determine GM, M,, and BW of the compensated system. Compute and plot the unit-step 
responses of the compensated and the uncompensated systems. 


(b) Repeat part (a) without using the approximation of the time delay. 


9-65. Human beings breathe in order to provide for gas exchange for the entire body. A respiratory 
control system is needed to ensure that the body’s needs for this gas exchange are adequately met. The 
criterion of control is adequate ventilation, which ensures satisfactory levels of both oxygen and 
carbon dioxide in the arterial blood. Respiration is controlled by neural impulses that originate within 
the lower brain and are transmitted to the chest cavity and diaphragm to govern the rate and tidal 
volume. One source of signals consists of the chemoreceptors located near the respiratory center, 
which are sensitive to carbon dioxide and oxygen concentrations, Fig. 9P-65 shows the block diagram 
of a simplified model of the human respiratory control system. The objective is to control the effective 
ventilation of the lungs so that a satisfactory balance of concentrations of carbon dioxide and oxygen 
is maintained in the blood circulated at the chemorecepter. 


| 0.1 Ms) 


Circulating system 


Chemoreceptor 


Figure 9P-65 


(a) Plot the Bode diagram of the transfer function G(s) = Y(s)/E(s) when G,(s) = 1. Find the PM 
and GM. Determine the stability of the system. 


(b) Design a PI controller, G(s) = Kp + K;/s, so that the following specifications are satisfied: 
Ramp-error constant K, = | 
Phase margin is maximized 

Plot the unit-step response of the system. Find the attributes of the unit-step response. 

(c) Design a PI controller so that the following specifications are satisfied: 


Ramp-error constant K, = | 
Maximum overshoot is minimized 
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Plot the unit-step response of the system. Find the attributes of the unit-step response. Compare the 
design results in parts (b) and (c). 


9-66. The block diagram of a control system with state feedback is shown in Fig, 9P-66. Find the 
real feedback gains k,, kz, and *3 so that: 


Figure 9P-66 


The steady-state error e,, {e() is the error signal] due to a step input Is zero. 

The complex roots of the characteristic equation are at —1 + j and —1 — j. 
Find the third root. Can all three roots be arbitrarily assigned while still meeting the steady-state 
requirement? 


9-67. The block diagram of a control system with state feedback is shown in Fig. 9P-67(a). The 
feedback pains k;, Kz, and ky are real constants. 


(a) 


Figure 9P-67 


(a) Find the values of the feedback gains so that: 


The steady-state error e;, [e(?) is the error signal] due to a step input is zero, 
The characteristic equation roots are at —1] + j, —1 — j, and —10, 


(b)} Instead of using state feedback, a series controller is implemented, as shown in Fig. 9P-67(b). 
Find the transfer function of the controller G,(s) in terms of k,, k2, and £3 found in part (a) and the 
other system parameters. 


curt O 


State Variable Analysis 


10-1 INTRODUCTION 


In Chapter 2 we presented the concept and definition of state variables and state equations for 
linear continuous-data and discrete-data dynamic systems. In Chapter 3 we used block- 
diagram and signal-flow-graph (SFG) methods to obtain the transfer function of linear 
systems. In this chapter, the SFG concept is extended to the modeling of the state equations, 
and the result is the state diagram, In contrast to the transfer-functien approach to the analysis 
and design of linear control systems, the state-variable method is regarded as modem, since it 
uses underlying force for optimal control. The basic characteristic of the state-variable 
formulation is that linear and nonlinear systems, time-invariant and time-varying systems, and 
single-variable and multivariable systems can all be modeled in a unified manner. Transfer 
functions, on the other hand, are defined only for linear time-invariant systems. 

The objective of this chapter is to introduce the basic methods of state variables and state 
equations so that the reader can gain a working knowledge of the subject for further studies 
when the state-space approach is used for modern and optimal control design. Specifically, 
the closed-form solutions of linear time-invariant state equations are presented. Various 
transformations that may be used to facilitate the analysis and design of linear control systems 
in the state-variable domain are introduced. The relationship between the conventional 
transfer-function approach and the state-variable approach is established so that the analyst 
will be able to investigate a system problem with various alternative methods. Finally, the 
controllability and observability of linear systems are defined and their applications 
investigated. Some state-space controller design problems appear in the end. At the end 
of the chapter, we also present MATLAB tools to solve most state-space problems. 


10-2 BLOCK DIAGRAMS, TRANSFER FUNCTIONS, AND STATE DIAGRAMS 
10-2-1 Transfer Functions (Multivariable Systems) 


The definition of a transfer function is easily extended to a system with multiple inputs and 
outputs. A system of this type is often referred to as a multivariable system. In a 
multivariable system, a differential equation of the form of Eq. (2-217) may be used to 
describe the relationship between a pair of input and output variables, when all other inputs 
are set to zero. This equation is restated as 


= tna) ha me aor) 
(10-1) 
= Dm dt + m1 drm Lee eI dt ne 
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The coefficients @o,@1,...,@,;—; and bo, b1, ...,b, are real constants. Because the 
principle of superposition is valid for linear systems, the total effect on any output due 
to all the inputs acting simultaneously is obtained by adding up the outputs due to each 
input acting alone. 

In general, if a linear system has p inputs and g outputs, the transfer function between 
the jth input and the ith output is defined as 


Y; 
Gi(s) =e) (10-2) 


with Ry(s) = 0,4 = 1,2, ..., p, KAJ. Note that Eq. (10-2) is defined with only the jth 


input in effect, whereas the other inputs are set to zero. When all the p inputs are in action, 
the ith output transform is written 


Y;(s) = Gj (s)Ry (s) + Gyo(s)Ro(s) +--+ + Gip(s)R p(s) (10-3) 


It is convenient to express Eq. (10-3) in matrix-vector form: 


¥(s) = G(s)R(s) (10-4) 
where 
Y;(s) 
¥(s) = - (10-5) 
Ya(s) 


is the g x I transformed output vector, 


Ri(s) 
R(s) = _ (10-6) 
Rp(s) 
is the p x 1 transformed input vector, and 
Gyi(s) Gi2(s) ---  Gip(s) 
G(s) = Gai(s) Gaa{s} +++ Gap(s) (10-7) 
Gals) Gyo(s) + Ggpls) 


is the g x p transfer-function matrix. 


10-2-2 Block Diagrams and Transfer Functions of Multivariable Systems 


In this section, we shall ilustrate the block diagram and matrix representations of 
multivariable systems. Two block-diagram representations of a multivariable system 
with p inputs and g outputs are shown in Fig. 10-1(a} and (b). In Fig. 10-I(a), the 
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rh ¥ (2 
rf) Volt) 
MULTIVARIABLE 
SYSTEM 
rylt) > At) 


(a) 


r(t) MULTIVARIABLE y(n) 
SYSTEM 


(b) of a multivariable system, 


Figure 10-1 Block diagram representations 


individual input and output signals are designated, whereas in the block diagram of 
Fig. 10-1(b), the multiplicity of the inputs and outputs is denoted by vectors. The case of 
Fig. 10-1(b) is preferable in practice because of its simplicity. 

Fig. 10-2 shows the block diagram of a multivariable feedback control system. The 
transfer function relationships of the system are expressed in vector-matrix form (see 
Section 10-3 for more detail): 


Y(s) = G(s)U(s) (10-8) 
U(s) = R(s) — Bis) (10-9) 
B(s) = H(s}¥(s) (10-10) 


where Y(s) is the g x 1 output vector; U(s), R(s), and B(s) are all p x 1 vectors; and 
G(s) and H(s) are g x p and p x gq transfer-function matrices, respectively. Substituting 
Eq. (10-9) into Eq. (10-8) and then from Eq. (10-8) to Eq. (10-10), we get 

Y(s) = G{s)R(s) — G(s)H{s) ¥(s) (10-11) 
Solving for Y(s) from Eq. (10-11) gives 


¥(s) = [I+ G(s)H(s)]! G(s)R(s) (10-12) 


Figure 10-2 Block diagram of a multivariable 
feedback control system. 
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provided that I + G(s)H(s) is nonsingular. The closed-loop transfer matrix is defined as 


M(s) = [1+ G(s)H(s)]7' G(s) (10-13) 


Then Eg. (10-12) is written 
Y(s} = M(s)R(s) (10-14) 


® EXAMPLE 10-2-1 Consider that the forward-path transfer function matrix and the feedback-path transfer function 


10-2-3 State Diagram 


matrix of the system shown in Fig. 10-2 are 


t 
G(s)=[8t1 Hs) = | j : (10-15) 
: st+2 


respectively. The closed-loop transfer function matrix of the system is given by Eg. (10-14) and is 
evaluated as follows: 


i ! s+z2 
ore a —- 
1+ G(s)H(s) = s+ See ale (10-16) 
: 542 2 542 
The closed-loop transfer function matrix is 
s+3 1 1 ] 
1 ed a. eae 
M(s) = 1+ GHG) 'G@)=5 (57? ,foi[stt 4s (10-17) 
—2 2 
s+1 s+2 
where 
st2s+3 2 s*4+5s4+2 
sear Gy rs s(s+ 1) on 
Thus, 
357 +95 +4 i 
_ _s(st+1) |s(s+1)(s+2) 3 
M(s) = 33-5 ; Per (10-19) 
s(s +1) 
<4 


In this section, we introduce the state diagram, which is an extension of the SFG to portray 
state equations and differential equations. The significance of the state diagram is that it 
forms a close relationship among the state equations, computer simulation, and transfer 
functions. A state diagram is constructed following all the rules of the SFG using the 
Laplace-transformed state equations. 
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The basic elements of a state diagram are similar to the conventional SFG, except for 
the integration operation. Let the variables x,(f) and x2(t) be related by the first-order 
differentiation: 


a itt) x(t) (10-20) 


Integrating both sides of the last equation with respect to ¢ from the initial time to, we get 


n() = | aaa (10-21) 


hy 


Because the SFG algebra does not handle integration in the time domain, we must take the 
Laplace transform on both sides of Eq. (10-20). We have 


xi(s) = £| f xale)de] + = cl [ra(eyae— [ratae| + 0 
= TS) | f “a(t)dr - “te) 


Because the past history of the integrator is represented by x|(/g), and the state transition is 
assumed to start at t = fp, X2(t) = 0 for 0 < tT < fg. Thus, Eq. (10-22) becomes 


(10-22) 


Xi(s) = T> to (10-23) 


X2(s) rn x1 (to) 
s s 
Eg. (10-23) is now algebraic and can be represented by an SFG, as shown in Fig. 10-3. 
Fig. 10-3 shows that the output of the integrator is equal to s_' times the input, plus the 
initial condition x\(to)/s. An alternative SFG with fewer elements for Eq. (10-23) is shown 

in Fig. 10-4. 
Before embarking on several illustrative examples on the construction of state 
diagrams, let us point out the important uses of the state diagram. 


Xy (fp) 


Figure 10-3 Signal-flow graph representation of 
X»(s) X,(s)  X1(s) = [X2(s)/s] + [x1 (t0)/s].- 


Figure 10-4 Signal-flow graph representation of 
X,{s) Xs) X1(s) = [X2(s)/s] + [x1 (t0)/s]. 
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1. Astate diagram can be constructed directly from the system’s differential equation. 
This allows the determination of the state variables and the state equations. 


2. Astate diagram can be constructed from the system’s transfer function. This step 
is defined as the decomposition of transfer functions (Section 10-10). 


3. The state diagram can be used to program the system on an analog computer or for 
simulation on a digital computer. 


4. The state-transition equation in the Laplace transform domain may be obtained 
from the state diagram by using the SFG gain formula. 


5. The transfer functions of a system can be determined from the state diagram. 
The state equations and the output equations can be determined from the state 
diagram. 


The details of these techniques will follow. 


10-2-4 From Differential Equations to State Diagrams 


When a linear system is described by a high-order differential equation, a state diagram can 
be constructed from these equations, although a direct approach is not always the most 
convenient. Consider the following differential equation: 


d"y{t) — d*"y(1) dy(t) 

a ann See ay a + ayy(t} = r(t) (10-24) 
oO Oo @) » » 8 oO 0 
R s"y sly ie sY Y 


~i) 


Figure 10-5 State-diagram representation of the differential equation of Eq. (10-24). 
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To construct a state diagram using this equation, we rearrange the equation as 


— ee ae ee 


dly{t) d"-ly(t) 7 dy(t) 
dn "ap! 2 dt 


— ayy(t) + r(t) (10-25) 


As a first step, the nodes representing R(s),s"Y(s),s"~'¥(s), ...,s¥(s), and ¥(s) are 
arranged from left to right, as shown in Fig. 10-5(a). Because s‘¥(s) corresponds to d“y(t)/ 
dt',i=0,1,2, ...,n,inthe Laplace domain, as the next step, the nodes in Fig. 10-5(a) are 
connected by branches to portray Eq. (10-25), resulting in Fig. 10-5(b). Finally, the 
integrator branches with gains of s~! are inserted, and the initial conditions are added to 
the outputs of the integrators, according to the basic scheme in Fig. 10-3. The complete 
state diagram is drawn as shown in Fig. 10-5(c). The outputs of the integrators are defined 
as the state variables, x), X2, ... , Xn. This is usually the natural choice of state variables 
once the state diagram is drawn. 

When the differential equation has derivatives of the input on the right side, the 
problem of drawing the state diagram directly is not as straightforward as just illustrated. 
We will show that, in general, it is more convenient to obtain the transfer function from the 
differential equation first and then arrive at the state diagram through decomposition 
(Section 10-10). 


> EXAMPLE 10-2-2 Consider the differential equation 


d? d 
PHD 4 3D 4 y(t) = re) (10-26) 


Equating the highest-ordered term of the last equation to the rest of the terms, we have 
d*y(t) __,dy(t) 


de = a = 2y(2) + r(t) (10-27) 


Following the procedure just outlined, the state diagram of the system is drawn as shown in 
Fig. 10-6. The state variables x, and x2 are assigned as shown. 


ty) yp) 
§ 


Figure 10-6 State diagram for Eq. (10-26). ms 


10-2-5 From State Diagrams to Transfer Functions 


The transfer function between an input and an output is obtained from the state diagram by 
using the gain formula and setting all other inputs and initial states to zero. The following 
example shows how the transfer function is obtained directly from a state diagram. 
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EXAMPLE 10-2-3 Consider the state diagram of Fig, 10-6. The transfer function between R(s) and ¥(s) is obtained by 
applying the gain formula between these two nodes and setting the initial states to zero. We have 


¥(s)_ 


R(s) ss +3s42 Oe) 


10-2-6 From State Diagrams to State and Output Equations 


The state equations and the output equations can be obtained directly from the state 
diagram by using the SFG gain formula. The general form of a state equation and the output 
equation for a linear system is described in Chapter 2 and presented here. 


State equation: 
— = ax(t) + br(t) (10-29) 


Output equation: 
y(t) = cx(t) + dr(t) (10-30) 


where x(/) is the state variable; r(7} is the input; y(4) is the output; and a, 6, c, and d are 
constant coefficients. Based on the general form of the state and output equations, the 
following procedure of deriving the state and output equations from the state diagram are 
outlined: 


1. Delete the initial states and the integrator branches with gains s_' from the state 
diagram, since the state and output equations do not contain the Laplace operator s 
or the initial states. 


2. For the state equations, regard the nodes that represent the derivatives of the state 
variables as output nodes, since these variables appear on the left-hand side of the 
state equations. The output y(t) in the output equation is naturally an output node 
variable. 


3. Regard the state variables and the inputs as input variables on the state diagram, since 
these variables are found on the right-hand side of the state and output equations. 
4. Apply the SFG gain formula to the state diagram. 
EXAMPLE 10-2-4 Fig. 10-7 shows the state diagram of Fig. 10-6 with the integrator branches and the initial states 


eliminated. Using dx) (2)/dt and dx2(t)/dt as the output nodes and x,(£), x(t), and r(z) as input nodes, 
and applying the gain formula between these nodes, the state equations are obtained as 


dxy(t) 
a | 10-31 
at x2 t) ( ) 


4 


= —2x;(t) — 3x2(t) + r(t) (10-32) 


Figure 10-7 State diagram of Fig. 10-6 with the initial states and the integrator branches left out. 


~ EXAMPLE 10-2-5 
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Applying the gain formula with x(t), x2(t), and r(Z) as input nodes and y(t) as the 
output node, the output equation is written 


y(t) = x1 (2) (10-33) 


As another example on the determination of the state equations from the state diagram, consider the state 
diagram shown in Fig. 10-8(a). This example will also emphasize the importance of applying the gain 
formula. Fig. 10-8(b) shows the state diagram with the initial states and the integrator branches deleted. 
Notice that, in this case, the state diagram in Fig. 10-8(b) still contains a loop. By applying the gain 
formula to the state diagram in Fig. 10-8(b) with x (t), +2 (t), and 3 (t) as output-node variables and r(2), 
(4), ¥2(4), and x3(2) as input nodes, the state equations are obtained as follows in vector-matrix form: 


dx) (t) 
dt 0 1 0 x (t) 0 
dx2(t) —(az + a3) | — agar | 
——— ee — —_—________———— — ey Me -3 
at I + aga3 es 1 + agers wo(t) | + | 0 J r(e) (10-34) 
dx3(t) 0 0 0 x3(t) I 
at 
The output equation is 
1 ao 
x ——_- ¥ 22 
8) = Tt) + Tag (10-35) 


(b) 
Figure 10-8 (a) State diagram. (b) State diagram in part (a) with all initial states and integrators left out. 
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> 10-3 VECTOR-MATRIX REPRESENTATION OF STATE EQUATIONS 


Let the » state equations of an nth-order dynamic system be represented as 
dx) (t 
SUES) fei (t) x2(t)s os Xnlt)y mit) ual)s <5 up (ts wilt), walt) ---s wold) 
(10-36) 
where i = 1,2, ...,”. The ith state variable is represented by x,(t); ut) denotes the jth 
input for j = 1,2, ..., p; and w;(f) denotes the Ath disturbance input, with k = 1,2, ...,v. 
Let the variables y(t), y2(t), ...s¥q(t) be the g output variables of the system. In 


general, the output variables are functions of the state variables and the input variables. The 
output equations can be expressed as 


yj(t) = g;[xi(t), x2(t), --., a(t), ui(t), wo(t), ..-, up(t), wilt), walt), ..., w(t)] 
(10-37) 


where j = 1,2, ...,4. 

The set of n state equations in Eq. (10-36) and g output equations in Eq. (10-37) together 
form the dynamic equations. For ease of expression and manipulation, it is convenient to 
represent the dynamic equations in vector-matrix form. Let us define the following vectors: 


State vector: 


x1(t) 
malt) {nx 1) (10-38) 
xa(t) 


Input vector: 


iy (t) 
uz (t) 
u(t) = ; (px 1) (10-39) 


Output vector: 


y(t) = (q x 1) (10-40) 


Disturbance vector: 


w(t) = (vy x 1) (10-41) 
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By using these vectors, the n state equations of Eg. (10-36) can be written 


dx( 
d 


where f denotes an 7 < 1 column matrix that contains the functions fi, fa, .. 
elements. Similarly, the g output equations in Eq. (10-37) become 


y(t) = g[x(2), ult), w(e)| 


where g denotes a g x 1 column matrix that contains the functions 9), g2, .. . 


elements. 


For a linear time-invariant system, the dynamic equations are written as 


State equations: 


dx(t) 
dt 


Output equations: 


i = f[x(t), u(¢), w(2)] 


= Ax(t) + Bu(t) + Ew(t) 


y(t} = Cx(¢) + Du(t) + Hw(t) 


where 


by; by 
52; ba 
B=j|. q 
Dnt by2 
Cll ¢12 
€21 ©€22 
C= . : 


Ell €12 

€2] €22 
E= : 

€nl €n2 


Can 


(n xX n) 


(n x p) 


(q xn) 


(qx p) 


(n x y) 


(10-42) 


-> fn a8 


(10-43) 


» 8q as 


(10-44) 


(10-45) 


(10-46) 


(10-47) 


(10-48) 


(10-49) 


(10-50) 
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Ay; fy2 ...) Ayy 
hig fag... Ay 

=|. : (qg Xv) (10-51) 
hg hg? toe higy 


10-4 STATE-TRANSITION MATRIX 


Once the state equations of a linear time-invariant system are expressed in the form of 
Eq. (10-44), the next step often involves the solutions of these equations given the initial 
state vector x(f9), the input vector u(?¢), and the disturbance vector w(t), for f > Zp. The first 
term on the right-hand side of Eq. (10-44) is known as the homogeneous part of the state 
equation, and the last two terms represent the forcing functions u(/) and w(Z). 

The state-transition matrix is defined as a matrix that satisfies the linear homoge- 
neous state equation: 


dx(t) _ 
— = Ax(t) (10-52) 


Let f(f} be the x x m matrix that represents the state-transition matrix; then it must satisfy 
the equation 


aot) _ 
oo = G(s) (10-53) 


Furthermore, Jet x(0) denote the initial state at ¢ = 0; then @(f) is also defined by the matrix 
equation 


x(t) = $(t)x(0) (10-54) 
which is the solution of the homogeneous state equation for ¢ > 0. 
One way of determining (¢) is by taking the Laplace transform on both sides of 
Eg. (10-52); we have 
sX(s) —x(0) = AX(s) (10-55) 
Solving for X(s) from Eq. (10-55), we get 


X(s) = (sl — A)~!x(0) (10-56) 


where it is assumed that the matrix (sI — A) is nonsingular. Taking the inverse Laplace 
transform on both sides of Eq. (10-56) yields 


x(t) = c7! (st i A)-'|x(0) 1>0 (10-57) 
By comparing Eg. (10-54) with Eq. (10-57), the state-transition matrix is identified to be 


o() = £71 |(s- a)" (10-58) 
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An alternative way of solving the homogeneous state equation is to assume a solution, 
as in the classical method of solving linear differential equations. We let the solution to 
Eq. (10-52) be 


x(t) = e*'x(0) (10-59) 


for t > 0, where e*’ represents the following power series of the matrix As, and 


1 
eft =Tarts MP +S + oe (10-60) 


It is easy to show that Eg. (10-59) is a solution of the homogeneous state equation, 
since, from Eg. (10-60), 


—— = Ae! (10-61) 


Therefore, in addition to Eq. (10-58), we have obtained another expression for the state- 
transition matrix: 


l 
b(t) = A! =I+Ar+ SAP + ase Hae. (10-62) 
Eq. (10-62) can also be obtained directly from Eq. (10-58). This is left as an exercise for the 
reader (Problem 10-5). 


10-4-1 Significance of the State-Transition Matrix 


Because the state-transition matrix satisfies the homogeneous state equation, it represents 
the free response of the system. In other words, it governs the response that is excited by 
the initial conditions only. In view of Eqs. (10-58) and (10-62), the state-transition matrix is 
dependent only upon the matrix A and, therefore, is sometimes referred to as the state- 
transition matrix of A. As the name implies, the state-transition matrix @(¢) completely 
defines the transition of the states from the initial time t = 0 to any time ¢ when the inputs 
are zero. 


10-4-2 Properties of the State-Transition Matrix 


The state-transition matrix $(¢) possesses the following properties: 


1. (0) =I (the identity matrix) (10-63) 
Proof: Eq. (10-63) follows directly from Eq. (10-62) by setting t = 0. 
2, o'(t) = o(-2) (10-64) 


Proof: Post-multiplying both sides of Eq. (10-62) by e~“’, we get 


d(tje™ _ eta Al —] (10-65) 
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Then, pre-multiplying both sides of Eg. (10-65) by @”'(2), we get 


e At — g(t) (10-66) 


Thus, 
o(-)=¢'()=e™ (10-67) 


An interesting result from this property of @(¢) is that Eq. (10-59) can be 
rearranged to read 


x(0) = @(—2)x(¢) (10-68) 


which means that the state-transition process can be considered as bilateral in 
time. That is, the transition in time can take place in either direction. 

3. Ot, — 1) Olt — to.) = O(t2 — to) foranyto, 1, 12 (10-69) 
Proof: 


o(t2 — 41)O(t1 — fo) = eAlte—t) -Alt—t) 


10-70 
= eA) — b(19 — 10) ai 
This property of the state-transition matrix is important because it implies 
that a state-transition process can be divided into a number of sequential 
transitions. Fig. 10-9 illustrates that the transition from t = fg to ¢ = f is equal 
to the transition from ¢g to f,; and then from /, to f,. In general, of course, the state- 
transition process can be divided into any number of parts. 


4. [p(t)|‘= (kt) fork = positive integer (10-71) 
Proof: 


k _ ,At Al - At 
A(t)" = ee. .€ (10-72) 


$(t2-t) 


t 
en AG tl) 
t 


Figure 10-9 Property of the state-transition matrix. 
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kr 10-5 STATE-TRANSITION EQUATION 


The state-transition equation is defined as the solution of the linear homogeneous state 
equation. The linear time-invariant state equation 
ax(t) 
dt 


= Ax(t) + Bu(t} + Ew(s) (10-73) 


can be solved using either the classical method of solving linear differential equations or 
the Laplace transform method. The Laplace transform solution is presented in the 
following equations. 

Taking the Laplace transform on both sides of Eq. (10-73), we have 


sX(s) — x(0) = AX(s) + BU(s) + EW(s) (10-74) 

where x(0) denotes the initial-state vector evaluated at t = 0. Solving for X(s) in Eq. (10- 
74) yields 

X(s) = (sl — A)~'x(0) + (sI — A)~![BU(s) + EW(s)] (10-75) 


The state-transition equation of Eq. (10-73) is obtained by taking the inverse Laplace 
transform on both sides of Eq. (10-75): 


x(t) = £7" (sl - A)“']x(0) + £714 (SI — A)” '[BU(s) + EW(s)] } 
t (10-76) 
= $(#)x(0) +f @(t — t)|Bu(r) + Ew(t)]dt  ¢>0 


The state-transition equation in Eq. (10-76) is useful only when the initial time is 
defined to be at t = 0. In the study of control systems, especially discrete-data control 
systems, it is often desirable to break up a state-transition process into a sequence of 
transitions, so a more flexible initial timc must be chosen. Let the initial time be 
represented by fg and the corresponding initial state by x(¢g), and assume that the input 
u(‘) and the disturbance w(t) are applied at ¢ > 0. We start with Eq. (10-76) by setting 
t = fg, and solving for x(0), we get 


x(0) = $(—to)x(to) — $(—to) [ Me — t)[Bu(t) + Ew(r)|dt (10-77) 


where the property on @(f) of Eq. (10-64) has been applied. 
Substituting Eq. (10-77) into Eq. (10-76) yields 


x(t) = P{t)@(—t0)x(to) — o(¢)d(—t0) | * lt — t)[Bu(z) + Ew(r)|dz 

: (10-78) 

+f @(¢ — t)[Bu(r) + Ew(r)|dr 
0 


Now by using the property of Eq. (10-69) and combining the last two integrals, Eq. (10-78) 
becomes 


x(t) = @(t — to)x(to) + [ “ble — t)[Bu(t) + Ew(t)|dt t>to (10-79) 


It is apparent that Eq. (10-79) reverts to Eq. (10-77) when tg = 0. 
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Once the state-transition equation is determined, the output vector can be expressed 
as a function of the initial state and the input vector simply by substituting x(t) from 
Eq. (10-79) into Eg. (10-45). Thus, the output vector is 


y(t) = C(t — to)x(to) + | C@(¢ — t)[Bu(z) + Ew(z)|dt (10-80) 
+ Du(t}+ Hw(t) ¢2 to 


The following example illustrates the determination of the state-transition matrix and equation. 


Consider the state equation 


dt — | : bow + Nc (10-81) 
dx>(t) —2 —31] | x(t) I 


The problem is to determine the state-transition matrix @(t) and the state vector x(¢) for ¢ > 0 when 
the input is u(t) = 1 for ¢ > 0. The coefficient matrices are identified to be 


0 1 0 | 
A= fe =| aH E=0 (10-82) 
Therefore, 
s 0 QO 1] |s -t!t 
= E | 7 i = 7 5 el mane) 
The inverse matrix of (sk — A) is 
= ] s+3 ] 
(sI — A) ei _9 (10-84) 


The state-transition matrix of A is found by taking the inverse Laplace transform of Eq. (10-84). Thus, 
2t a 


a ee b 2=2 
w= car] =| igen Sen] 08s 


The state-transition equation for ¢ > 0 is obtained by substituting Eq. (10-85), B, and u(t) into Eq. (10- 
76). We have 


Qe — e7! et — eW4t 
x(t) = 5; x(0) 


—2e + 2e —e! + Qe (10-86) 

f (tt) 7 ea 2(f-7) e—lt-t) _ 9—2{t-7) 0 

+ dt 
o | —2e7 4) 4. 2} ep tt-7) 4 Qe Alt) | | 1 
or 

2e7' —@ 4 ef — 974! 0.5 —e7' +0,5e- 
t)= 0 } t> 10-87 
x(t) ae +2e7 emt 4 nm |x )+ | ¢'—¢ 20 ( ) 


As an alternative, the second term of the state-transition equation can be obtained by taking the 
inverse Laplace transform of (sl — A)~'BU(s). Thus, we have 


; ; 1 gs+3 1 0 ] 
£ (sta) | /BU(s) = £ (arias| = (3) 


1 7 oe (10-88) 
wpe —— . = — saa | 1>0 
s-+3s+2 I et — ent 
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10-5-1 State-Transition Equation Determined from the State Diagram 


Eqs. (10-75) and (10-76) show that the Laplace transform method of solving the state 
equations requires obtaining the inverse of matrix (si — A). We shall now show that the 
state diagram described earlier in Section 10-2-3 and the SFG gain formula (Chapter 3) can 
be used to solve for the state-transition equation in the Laplace domain of Eq. (10-75). Let 
the initial time be fo; then Eq. (10-75) is rewritten as 


X(s) = (st — A)~'x(é) + (sl — A) '|[BU(s) HEW(s)]  t>t (10-89) 


The last equation can be written directly from the state diagram using the gain formula, 
with X;(s), i = 1, 2,...,n as the output nodes. The following example illustrates the 
state-diagram method of finding the state-transition equations for the system described in 
Example 10-2-1. 


& EXAMPLE 10-5-2 The state diagram for the system described by Eq. (10-81) is shown in Fig. 10-10 with fo as the initial 
time. The outputs of the integrators are assigned as state variables. Applying the gain formula to the 
state diagram in Fig. 10-10, with X;(s) and X2(s) as output nodes and x(t), X9(¢g), and U(s) as input 
nodes, we have 


“TL +371 2 ee 
Xx] (s) = a (to) +5 X2(to) + Us) (10-90) 
ae sc so! 
X(s) = *1 (to) + 4 *2(to) +F U(s) (10-91) 
where 
A=1+357! +257? (10-92) 


After simplification, Eqs. (10-90) and (10-91) are presented in vector-matrix form: 


X (s) \ s+3 1 x1 (to) 1 1 
nx (s+ 1s +2) | ~2 ' | Ts 1\(s4 2) | U(s) (10-93) 


The state-transition equation for ¢ > fp is obtained by taking the inverse Laplace transform on both 
sides of Eq. (10-93). 


—2 


Figure 10-10 State diagram for Eg. (10-81). 
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Consider that the input u({2) is a unit-step function applied at t = fo. Then the following inverse 
Laplace transform relationships are identified: 


ig (=) =us(t—to) t>ty (10-94) 
Cc (=) =o Uy (rtp) t> I (10-95) 


Because the initial time is defined to be fg, the Laplace transform expressions here do not have the 
delay factor e~*, The inverse Laplace transform of Eq. (10-93) is 


xy (t) Qe ttn) a ge 2lt—to) e (ib) _ etm) X] (to) 

x2(f) | ae) 4 297 2lt-to) _ glt—in) + Qe~4Ul-io) | | x(t) 

4 (10-96) 
i — tg) — e7 Yo) + - | 

© tty 


eti-ta) _ 2 2lt-t0) 
The reader should compare this result with that in Eq. (10-87), which is obtained for f > 0. 


EXAMPLE 10-5-3 In this example, we illustrate the utilization of the state-transition method to a system with 
input discontinuity, An RL network is shown in Fig. 10-11. The history of the network is com- 
pletely specified by the initial current of the inductance, (0) att = 0. Attimer = 0, the voltage e,,,(¢) with 
the profile shown in Fig. 10-12 is applied to the network. The state equation of the network for f > 0 is 


R, 1 
a =) + 7 ein?) (10-97) 


Comparing the last equation with Eq, (10-44), the scalar coefficients of the state equation are 
identified to be 


E=0 (10-98) 
The state-transition matrix is 
b(t) =e Af = RUE (10-99) 
The conventional approach of solving for i(t) for : > O is to express the input voltage as 
e(t) = Ej, tés{t) + Eints(t — 4) (10-100) 
where u,(f) is the unit-step function, The Laplace transform of e(f) is 
Ein 


Ein(s) = — (1+¢7%°) (10-101) 
e(t) 
R 
a 2E in 
Cink?) i(f) ) re E,, 
0 ty i 
Figure 10-11 RZ network. Figure 10-12 Input voltage waveform for the network in 


Fig. 10-3. 
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Then 


(I — A) 'BU( (1 +e) (10-102) 


) = Fs 4 R/D) 


By substituting Eg. (10-102) into Eg. (10-76), the state-transition equation, the current for ¢ > 0 is 
obtained: 


i(t) = e®/* §(0)u,(t) + ei (1 = gehle) us(t) + = ( 1— eR IWVE) asl ~t)) (10-103) 


Using the state-transition approach, we can divide the transition period into two parts: t = 0 to 
t=f,, and ¢ =f, to tf = oo. First, for the time interval 0 < ¢ < ¢,, the input is 


e(t) = Extt(t) OS 1t< ty (10-104) 
Then 
(sl — A) 'BU(s) = Eee = se (10-105) 
Thus, the state-transition equation for the time interval 0 < f < 4 is 
i(t) = lem £ (0) + = (i _ emit) u;(t) (10-106) 
Substituting ¢ = f, into Eq. (10-106), we get 
i(t1) = e~RH/E (0) + = (1 - enRa/t) (10-107) 


The value of i(¢) at = t, is now used as the initial state for the next transition period of ¢; < t < ox. 
The amplitude of the input for the interval is 2£;,,. The state-transition equation for the second transition 
period is 


i(t) = eR AVL ip) + “Fin ROWE) 44 (10-108) 


where i(t) is given by Eq. (10-107). 

This example illustrates two possible ways of solving a state-transition problem. In the first 
approach, the transition is treated as one continuous process, whereas in the second, the transition 
period is divided into parts over which the input can be more easily presented. Although the first 
approach requires only one operation, the second method yields relatively simple results to the 
state-transition equation, and it often presents computational advantages. Notice that, in the 
second method, the state at ¢ = ¢; is used as the initial state for the next transition period, which 
begins at 4. 


10-6 RELATIONSHIP BETWEEN STATE EQUATIONS AND HIGH-ORDER 
DIFFERENTIAL EQUATIONS 


In the preceding sections, we defined the state equations and their solutions for linear time- 
invariant systems. Although it is usually possible to write the state equations directly from 
the schematic diagram of a system, in practice the system may have been described by a 
high-order differential equation or transfer function. It becomes necessary to investigate 
how state equations can be written directly from the high-order differential equation or the 
transfer function. In Chapter 2 we illustrated how the state variables of an nth-order 
differential equation in Eq. (2-97) are intuitively defined, as shown in Eq. (2-105). The 
results are the # state equations in Eq. (2-106). 
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The state equations are written in vector-matrix form: 


a 
= —— Ax(t) + Bu(t) (10-109) 
where 
4) ] 0) 0 
0 0 1 ee 0 
A= - me (n x m) (10-110) 
0) 0 0 I 
—ag —@, —a. —Gy-| 
0 
Q 
B= | - (n x 1) (10-111) 
] 


Notice that the last row of A contains the negative values of the coefficients of the 
homogeneous part of the differential equation in ascending order, except for the coefficient 
of the highest-order term, which is unity. B is a column matrix with the last row equal to 
one, and the rest of the elements are all zeros. The state equations in Eg. (10-109) with A 
and B given in Eqs. (10-110) and (10-111) are known as the phase-variable canonical 
form (PVCF), or the controllability canonical form (CCF). 

The output equation of the system is written 


y(t) = Cx(t) = x, (t) (10-112) 

where 
C=[1 00 --- Q] (10-113) 
We have shown earlier that the state variables of a given system are not unique. In general, 
we seek the most convenient way of assigning the state variables as long as the definition of 
State variables is satisfied. In Section 10-9 we shall show that, by first writing the transfer 


function and then drawing the state diagram of the system by decomposition of the transfer 
function, the state variables and state equations of any system can be found very easily. 


Consider the differential equation 


dy(t) | a y(t) dy(t) 
—— + 3 + FF y(t) = lt 10-114 
7B oa a + at + 2y(t) = u(t) (10-114) 
Rearranging the last equation so that the highest-order derivative term is set equal to the rest of the 
terms, we have 


d*y(t)_—d? y(t) _ dy(2) 


= —§ —— — —— _ 2y(t t 10-11 
The state variables are defined as 
x1 (t} = y(t) 
dy(t) 
1 eal ara (10-116) 
d*y{t) 
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Then the state equations are represented by the vector-matrix equation 


dx(t) 
dt 


where x(f) is the 2 x 1 state vector, u(¢) is the scalar input, and 


0 1 0 0 
A=;0 0 ] B= |0 (10-118) 
-2 ~-I1 -5 ] 


y(t) =x, (t) =[1  O]x(z) (10-119) 


= Ax(t) + Bu(t) (10-117) 


The output equation is 


i» 10-7 RELATIONSHIP BETWEEN STATE EQUATIONS AND TRANSFER FUNCTIONS 


We have presented the methods of modeling a linear time-invariant system by transfer 
functions and dynamic equations. We now investigate the relationship between these two 
representations, 

Consider a linear time-invariant system described by the following dynamic equations: 


a = Ax(r) + Bu(s) + Ew(r) (10-120) 
y(t) = Cx(t) + Du(s) + Hw(t) (10-121) 


where 
x(t) = nx I state vector 
u(t) = px linput vector 
y(t) = g x 1 output vector 
w(t} = v x 1 disturbance vector 


and A, B, C, D, E, and H are coefficient matrices of appropriate dimensions. 
Taking the Laplace transform on both sides of Eq. (10-120) and solving for X(s), we 
have 


X(s) = (sl — A)~'x(0) + (sI — A) 7 [BU(s) + EW(s)] (10-122) 
The Laplace transform of Eq. (10-121) is 
Y¥(s) = CX(s) + DU(s) + HW(s) (10-123) 
Substituting Eq. (10-122) into Eq. (10-123), we have 
Y(s) = C(sI — A)~'x(0) + C(sI — A)[BU(s) + EW(s)] + DU(s) ++ HW(s) (10-124) 


Because the definition of a transfer function requires that the initial conditions be set to 
zero, x(0) = 0; thus, Eq. (10-124) becomes 


Y(s) = JC(s1 ~A) "B+ D| U(s) + [C(sI — AVE + H]W(s) (10-125) 
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Let us define 
G,(s) = C(sI— A) 'B+D (10-126) 


G,,(s) = C(sl — A) 'E+H (10-127) 


where G,({5) is aq x p transfer-function matrix between u(?) and y(t) when w(t) = 0, and 
G,,(s) is ag X v transfer-function matrix between w(t) and y(f) when u(f) = 0. 
Then, Eq. (10-125) becomes 


Y(s) = G,(s)U(s) + G(s) W(s) (10-128) 


EXAMPLE 10-7-1 Consider that a multivariable system is described by the differential equations 
d*y;(t) gO 


dt A ett) = ui (t) + 2w(t) (10-129) 
dy d 
au a val z + yi (t) + 2y2(t) = a(t) (10-130) 


The state variables of the system are assigned as: 
xi(t) = yi(t) 
ivy (t 
»(t) = ants (10-131) 


x3(t) = ya(t) 


These state variables are defined by mere inspection of the two differential equations, because no 
particular reasons for the definitions are given other than that these are the most convenient. Now 
equating the first term of each of the equations of Eqs. (10-129) and (10-130) to the rest of the terms 
ad using the state-variable relations of Eq. (10-131), we arrive at the following state equations and 
output equations in vector-matrix form: 


at 0 1 0 x; (1) 0 0 W) 0 
d2()}) | 9 -4 3 xo(t){ + ]1 0 " |+ 2 | (2) (10-132) 
dt me 
dic3(t) “Lo -1 -2} | xs) 0 1 0 
dt 
yi@)] [1 0 off] . 
Patol = [o 0 ee =o) (10-133) 


To determine the transfer-function matrix of the system using the state-variable formulation, we 
substitute the A, B, C, D, and E matrices into Eq. (10-125). First, we form the matrix (s¥ — A): 


s -l 0) 
(sI—A)=]0 s+4 -3 (16-134) 
I | s+2 


The determinant of (sl — A) is 


jsI — A] =s° +68" + 11s +3 (10-135) 
Thus, 


may. ee eee ex , : -13 
(sI — A) Al 3 s(s + 2) 35 (10-136) 


1 s°+6s+11 s+2 3 | 
—(s +4) —(s+1) s(s+4) 
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The transfer-function matrix between u(t) and y(Z) is 


- ae s. t s4+2 3 
ea s?+6s*+ 1ls+3 _t +1) s(s+ »| eae) 
and that between w(t) and y(?) is 
_ 1 2(s + 2) 
w(s) = C(sI — A)7'E = ——___—__— -13 
eel ( [me srestes3 || ane) 


Using the conventional approach, we take the Laplace transform on both sides of Eqs. (10-129) 
and (10-130) and assume zero initial conditions. The resulting transformed equations are written in 


vector-matrix form as 
(s+4) -3 1/1 ¥i(s)] — | Urs) 2 
ee Fe Hal 7 | . fo {We Otee) 


Solving for Y(s) from Eq. (10-139), we obtain 


Y¥(s) = G,(s)U(s) + G(s) W(s) (10-140) 
where 
_ fs(s+4)  -3 17 
Gi (s) = | stl pee (10-141) 
/, _ |s(st+4} 3 ob) 
G,,(s) = | ea ail 3 | (10-142) 


which will give the same results as in Eqs. (10-137) and (10-138), respectively, when the matrix 
inverses are carried out. 


10-8 CHARACTERISTIC EQUATIONS, EIGENVALUES, AND EIGENVECTORS 


Characteristic equations play an important role in the study of linear systems. They can be 
defined with respect to differential equations, transfer functions, or state equations. 


10-8-1 Characteristic Equation from a Differential Equation 


Consider that a linear time-invariant system is described by the differential equation 


d" y(t d"—yit dy(t 
a Qn—] me + oe am ct] me +agy(t) 
qi? (t) fit—! (t) d ( ) Use 
u\t uit uf 
= Diy a m—I Tyna tee bby Gy Towle) 
where n > m. By defining the operator s as 
dé 
i k=1,2,...,0 (10-144) 
dt 


Eq. (10-143) is written 


(s" ais ays"! ays AG ay) y(t) = (bins + bys! pe + bys + bo )u(?) 
(10-145) 
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The characteristic equation of the system is defined as 


5" + dps"! +++» +418 +49 =0 (10-146) 
which is obtained by setting the homogeneous part of Eq. (10-145) to zero. 
EXAMPLE 10-8-1 Consider the differential equation in Eq. (10-114). The characteristic equation is obtained by 
inspection, 


si +5s? +54+2=0 (10-147) 


10-8-2 Characteristic Equation from a Transfer Function 
The transfer function of the system described by Eq. (10-143) is 


is + Diy—1s"! +++ + bys + bo 


b 
G(s) = 10-14 
(s) Ss? + a@,_js' | +--+ +ays+ag ( 8) 


The characteristic equation is obtained by equating the denominator polynomial! of the 
transfer function to zero. 


* EXAMPLE 10-8-2 The transfer function of the system described by the differential equation in Eg. (10-114) is 


Y(s) _ l 


U(s) st +5s2+5+2 ae 


The same characteristic equation as in Eq. (10-147) is obtained by setting the denominator 
polynomial of Eq. (10-149) to zero. 


10-8-3 Characteristic Equation from State Equations 
From the state-variable approach, we can write Eq. (10-126) as 


adj(sI — A} 

(sI— A) B+D 
_ C[adj(sI — A)|B + |sI — A|D 
~ |sI — Al 


Setting the denominator of the transfer-function matrix G,{s) to zero, we get the 
characteristic equation 


G,(s) =C 
(10-150) 


\sI — A] = 0 (10-151) 


which is an alternative form of the characteristic equation but should lead to the same 
equation as in Eq. (10-146). An important property of the characteristic equation is that, if 
the coefficients of A are real, then the coefficients of \s1 — A| are also real. 


EXAMPLE 10-8-3 The matrix A for the state equations of the differential equation in Eq. (10-114) is given in Eq. (10- 
128). The characteristic equation of A is 


s -l ) 
IsEI-AJ=|0 s —-1 |=s?+5s?+542-0 (10-152) 
2 


10-8-4 Eigenvalues 


i» EXAMPLE 10-8-4 


10-8-5 Eigenvectors 


>- EXAMPLE 10-8-5 
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The roots of the characteristic equation are often referred to as the eigenvalues of the 
matrix A. 
Some of the important properties of eigenvalues are given as follows. 


1. If the coefficients of A are all real, then its eigenvalues are either real or in 
complex-conjugate pairs. 


2. fA), 49,..., A, are the eigenvalues of A, then 


tr(A) = Soa; (10-153) 
i=] 


That is, the trace of A is the sum of all the eigenvalues of A. 

3. Ifa, i=1,2,..., 2, is an eigenvalue of A, then it is an eigenvalue of A’. 

4. If Ais nonsingular, with eigenvalues A,,i=1,2,...,n,then1/A,i=1,2,..., 
n, are the eigenvalues of A7'. 


The eigenvalues or the roots of the characteristic equation of the matrix A in Eq. (10-118) are 
obtained by solving for the roots of Eq. (10-152). The results are 


s = —0.06047 + j0.63738 s = —0.06047 — j0.63738 s = —4.87906 (10-154) 


Eigenvectors are useful in modern control methods, one of which is the similarity 
transformation, which will be discussed in a later section. 
Any nonzero vector p; that satisfies the matrix equation 


(A;I — A)p,; = 0 (10-155) 


where \;,i = 1, 2,..., 1, denotes the ith eigenvalue of A, called the eigenvector of A 
associated with the eigenvalue i; Tf A has distinct eigenvalues, the eigenvectors can be 
solved directly from Eq. (10-155). 


Consider that the state equation of Eq. (10-44) has the coefficient matrices 


1 -1 ] 
A=| a B=|1| E=90 (10-156) 
The characteristic equation of A is 
(sl —A] =s*-1 (10-157) 
The eigenvalues are 4; = 1 and A, = —1. Let the eigenvectors be written as 
Pil P12 
= = 10-158 
P| bed P2 bic ( ) 


Substituting 4, = 1 and p, into Eg. (10-155), we get 


O l}]|pu} _ |0 
Sell vu 


698 -- Chapter 10. State Variable Analysis 


Thus, 2, = 0, and p,, is arbitrary, which in this case can be set equal to |. 
Similarly, for 42 = —1, Eq. (10-155) becomes 


—2 1|] pi2} _ |9 
2 lel os 


—2pi2 + p2 = 0 (10-161) 


which leads to 


The last equation has two unknowns, which means that one can be set arbitrarily. Let pj2 = 1, then 


p22 = 2. The eigenvectors are 
l ] 
Pi=lo| 22-12 (10-162) 


10-8-6 Generalized Eigenvectors 


It should be pointed out that if A has multiple-order eigenvalues and is nonsymmetric, not 
all the eigenvectors can be found using Eq. (10-155). Let us assume that there are g{< n) 
distinct eigenvalues among the 7 eigenvalues of A. The eigenvectors that correspond to the 
q distinct eigenvalues can be determined in the usual manner from 


(A; — A)p; = 0 (10-163) 


where A; denotes the ith distinct eigenvalue,i = 1,2, ...,g. Among the remaining high- 
order eigenvalues, let A; be of the wth order (#7 < n — q). The corresponding eigenvectors 
are called the generalized eigenvectors and can be determined from the following 1m 
vector equations: 


(AjI = A) Pr—gt+i = 0 
(A, —~ A)Pn—9+2 = —Pn—g+1 
(AjI — A) Dy_943 = —Pr—g42 (10-164) 


(A jI _ A)Pn—g+m = ~Pr—~g+m—1 


EXAMPLE 10-8-6 Given the matrix 
0 6 —5 
A=1]/1 0 (10-165) 
3: 2 


The eigenvalues of A are A; = 2, A> = Az = 1. Thus, A is a second-order eigenvalue at 1. The 
eigenvector that is associated with A; = 2 is determined using Eq. (10-163). Thus, 


2 -6 5 Pil 
(Arr —A)p, = -1 2 -2 p2; |= 9 (10-166) 
—3 —2 -—2 P43) 
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Because there are only two independent equations in Eq. (10-166), we arbitrarily set p,, = 2, and we 


have po; = —1 and p;, = —2. Thus, 
2 
p, =|! (10-167) 


—2 


For the generalized eigenvectors that are associated with the second-order eigenvalues, we substitute 
Az = 1 into the first equation of Eq. (10-164). We have 


J —6 5 P12 
(A2I—A)po=|~-1 1 —2] | po |=0 (10-168) 


—3 —2 —-3 p32 


Setting pi2 = 1 arbitrarily, we have p22 = —8 and p32 = =. Thus, 


3 
Po=| 7 (10-169) 
a 
7 
Substituting A3 = 1 into the second equation of Eq. (10-164), we have 
—\ 
1 -6 -5 P13 3 
(AsI~A)p;={-1 1 -2{ | pos| =—-po=| 7 (10-170) 
—3 -2 —3] | pss 3 
7 
Setting p;3 arbitrarily to 1, we have the generalized eigenvector 
1 
i 
P3= | 49 (10-171) 
ae 
49 
= 10-9 SIMILARITY TRANSFORMATION 
The dynamic equations of a single-input, single-output (SISO) system are 
ax(t 
i) = Ax(t) + Bu(t) (10-172) 
y(t} = Cx(t) + Du(t) (10-173) 


where x(t) is the n x 1 state vector, and u(t) and y(t) are the scalar input and output, 
respectively. When carrying out analysis and design in the state domain, it is often 
advantageous to transform these equations into particular forms. For example, as we will 
show later, the controllability canonical form (CCF) has many interesting properties that 
make it convenient for controllability tests and state-feedback design. 

Let us consider that the dynamic equations of Eqs. (10-172) and (10-173) are trans- 
formed into another set of equations of the same dimension by the following transformation: 


x(t) = Px(r) (10-174) 
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where P is an” X 7 nonsingular matrix, so 


X(t) = P7'x(t) (10-175) 

The transformed dynamic equations are written 
sl = AX(t) + Bu(t) (10-176) 
y(t) = Cx(t) + Du(?) (10-177) 


Taking the derivative on both sides of Eq. (10-175) with respect to #, we have 


dX(t) _ po! dx(t) = P~!Ax(t) + P~'Bu(t) 
mae Ht (10-178) 


= P' APX(t) +P Bu(1) 


Comparing Eq. (10-178) with Eq. (10-176), we get 


A=P7'ap (10-179) 
and 
B=P"'B (10-180) 
Using Eq. (10-174), Eq. (10-177) is written 


¥(t) = CPx(t) + Du(s) (10-18]) 
Comparing Eq. (10-181) with Eq. (10-173), we see that 


C=cP D=D (10-182) 


The transformation just described is called a similarity transformation, because in the 
transformed system such properties as the characteristic equation, eigenvectors, eigen- 
values, and transfer function are all preserved by the transformation. We shall describe the 
controllability canonical form (CCF), the observability canonical form (OCF), and the 
diagonal canonical form (DCF) transformations in the following sections. The transfor- 
mation equations are given without proofs. 


10-9-1 Invariance Properties of the Similarity Transformations 


One of the important properties of the similarity transformations is that the characteristic 
equation, eigenvalues, eigenvectors, and transfer functions are invariant under the 
transformations. 


Characteristic Equations, Eigenvalues, and Eigenvectors _ 
The characteristic equation of the system described by Eq. (10-176) is |sI — A| = Q and is 
written 


|sI — A| = |sI — P~'AP| = |sP~'P — P~'AP| (10-183) 
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Because the determinant of a product matrix is equal to the product of the determinants of 
the matrices, the last equation becomes 


\st — A] = |Po'||st — A\{P| = |sI — Al (10-184) 


Thus, the characteristic equation is preserved, which naturally leads to the same eigen- 
values and eigenvectors. 


Transfer-Function Matrix 
From Eq. (10-126), the transfer-function matrix of the system of Eqs. (10-176) and 
(10-177) is 
G(s) = C(sI - AJB +D 
= CP(sI~ P7'AP)P'B+D (10-185) 


which is simplified to 


— 


G(s) = C(sI — A)B + D = G(s) (10-186) 


10-9-2 Controllability Canonical Form (CCF) 


Consider the dynamic equations given in Eqs. (10-172) and (10-173). The characteristic 
equation of A is 


|sI ~ A] = s” + ay_js"7!| +++» + ays +ag =0 (10-187) 


The dynamic equations in Eqs. (10-172) and (10-173) are transformed into CCF of the form 
of Eqs. (10-176) and (10-177) by the transformation of Eq. (10-174), with 


P=SM (10-188) 
where 
S=|B AB A’B...A”'B] (10-189) 
and 
ay an G1 | 
a «3 ] 0 
fy) ] ] 0 0 
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EXAMPLE 10-9-1 


Then, 
0 1 0 0 
0 0 1 0 
A=P'AP= (10-191) 
) 0 0 1 
—49 —a, —€42 —aAn—| 
0 
0 
B=P'B=|: (10-192) 
I 


The matrices C and D are given by Eq. (10-182) and do not follow any particular pattern. The 
CCF transformation requires that P~' exists, which implies that the matrix S must have an 
inverse, because the inverse of M always exists because its determinant is (—1 ame , which is 
nonzero. Them x n matrix S in Eq. (10-189) is later defined as the controllability matrix. 


Consider the coefficient matrices of the state equations in Eq. (10-172): 


i 2 1 1 
A=10 1 3 B=/0 (10-193) 
il 4t ] 
The state equations are to be transformed. to CCF. 
The characteristic equation of A is 
s-il -2 —[ 
II-AJ=| 0 s—-1 -3]=s3—3s?-s—3=0 (10-194) 
—1 —1 s-1l 
Thus, the coefficients of the characteristic equation are identified as ag = —3,a,; = —1l, anda = —3. 
From Eq. (10-190), 
aj a2 |i —-{ -3 1 
M= {a 1 O/=/-3 1 =O (10-195) 
1 Qg Q l 0 0 
The controllability matrix is 
1 2 10 
S=[B AB A’B|=|0 3 9 (10-196) 
et te 


We can show that S is nonsingular, so the system can be transformed into the CCF, Substituting S and 


M into Eq. (10-188), we get 


3 -1 
P=SM=/|0 3 
0 -l 


| (10-197) 


Thus, from Eqs. (10-191) and (10-192), the CCF model is given by 


0 1 
A-P-'AP=|0 0 
31 


0] _ 0 
1| B=P-'B=1]0 
3 1 


(10-198) 
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which could have been determined once the coefficients of the characteristic equation are Ow 
however, the exercise is to show how the CCF transformation matrix P is obtained. 


10-9-3 Observability Canonical Form (OCF) 


A dual form of transformation of the CCF is the observability canonical form (OCF). The 
system described by Eqs. (10-172) and (10-173) is transformed to the OCF by the 
transformation 


x{t) = Qx(t) (10-199) 
The transformed equations are as given in Eqs. (10-176) and (10-177). Thus, 


A=Q'AQ B=Q'B C=CQ D=D (10-200) 
where 
0 0 QO -ap 
1 O 0 -a, 
A=Q'aAg=|9 1 0 —a (10-201) 
0 0 1 -ay-t 
C=cQg=[(0 0 --- 0 1] (10-202) 


The elements of the matrices B and D are not restricted to any form. Notice that A and C are 
the transpose of the A and B in Eqs. (10-191) and (10-192), respectively. 
The OCF transformation matrix Q is given by 


= (MV)! (10-203) 
where M is as given in Eq. (10-190), and 


C 
CA 


v=| CA? | (nxn) (10-204) 


CA"! 


The matrix V is often defined as the observability matrix, and V~' must exist in order for 
the OCF transformation to be possible. 


~ EXAMPLE 10-9-2 Consider that the coefficient matrices of the system described by Eqs. (10-172) and (10-138) are 


121 1 
A=|0 1 3| B=|0/| C=[1 1 0] D=0 (10-205) 
1 11 
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Because the matrix A is identical to that of the system in Example 10-9-1, the matrix M is the same as 
that in Eg. (10-195). The observability matrix is 


C 1 1 Oo 
V=|CA/=/1 3 4 (10-206) 
CA2 5 9 14 


We can show that V is nonsingular, so the system can be transformed into the OCF. Substituting V and 
M into Eg. (10-203), we have the OCF transformation matrix, 


(10-207) 


0.3333 —0.1667 0.3333 
0.1667 0.1667 0.1667 


Q = (MV)"'= 038 0.1667 0.6667 
From Eg. (10-191), the OCF model of the system is described by 
_ 00 3] _ 3 
A=Q'aAQ=|]1 01] C=CQ=[0 0 1] B=Q-'B=|2 (10-208) 
013 i 


Thus, A and C are of the OCF form given in Eqs. (10-201) and (10-202), respectively, and B does not 
conform to any particular form. 


10-9-4 Diagonal Canonical Form (DCF) 


Given the dynamic equations in Eqs. (10-172) and (10-173), if A has distinct eigenvalues, 
there is a nonsingular transformation 


x(t) = TX(t) (10-209) 


which transforms these equations to the dynamic equations of Eqs. (10-176) and (10-177), 
where 


A=T JAT B=T'B C=CT D=D (10-210) 


The matrix A is a diagonal matrix, 


A, O OO 0 
O Ao O 0 
A=|9 QO A3 0} (xn) (10-211) 
0 0 O An 
where A),A2, ...,A, are the 7 distinct eigenvalues of A. The coefficient matrices B, C, 


and D are given in Eq. (10-210) and do not follow any particular form. 

It is apparent that one of the advantages of the DCF is that the transformed state 
equations are decoupled from each other and, therefore, can be solved individually. 

We show in the following that the DCF transformation matrix T can be formed by use 
of the eigenvectors of A as its columns; that is, 


T=[p, Po P3 °*: P| (10-212) 


> EXAMPLE 10.9.3 
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where p;,,i= 1,2, ...,#,denotes the eigenvector associated with the eigenvalue A.;. This is 
proved by use of Eq. (10-155), which is written as 


Mp; = Ap, i=1,2,...,n (10-213) 
Now, forming the x nw matrix, 
[A1P1 A2P2 *** AnPp|=[AP) Ap. --- Ap, | 
=Alpr Pr --: Br] (10-214) 
The last equation is written 


[Pi Po -*+ PypJA=A[p, Po --: Ppl (10-215) 


where A is as given in Eq. (10-211). Thus, if we let 


T=[Pi P2 ) Pn] (10-216) 
Eq. (10-215) is written 


A =T”!AT (10-217) 


If the matrix A is of the CCF and A has distinct eigenvalues, then the DCF 
transformation matrix is the Vandermonde matrix, 


| 1 1 1 
A. } Ag Ag An 
pa| Ar 43 AG ote OAS (10-218) 
yn! ME I yee! ; : i ya I 
It 
where A),A2, ...,A,, are the eigenvalues of A. This can be proven by substituting the CCF 


of A in Eq. (10-110) into Eg. (10-155). The result is that the ith eigenvector p, is equal to the 
ith column of T in Eq. (10-218). 


Consider the matrix 


0 1 0 
A=| 0 0 I (10-219) 
-6 ~-Il —6 


which has eigenvalues 4, = —1, Az = —2, and A3 = —3. Because A is CCF, to transform it into DCF, 
the transformation matrix can he the Vandermonde matrix in Eq, (10-218). Thus, 


1 ft 1 1 1 1 
T=) ag A) s=]-1 -2 -3 (10-220) 
AT AR OG 1 4 9 
Thus, the DCF of A is written 
7 -1 0 O 
A=T'AT=|0 2 0O (10-221) 
0 Oo -3 a 
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10-9-5 Jordan Canonical Form (JCF) 


%- EXAMPLE 10-9-4 


In general, when the matrix A has multiple-order eigenvalues, unless the matrix is 
symmetric with real elements, it cannot be transformed into a diagonal matrix. However, 
there exists a similarity transformation in the form of Eq. (10-217) such that the matrix A is 
almost diagonal. The matrix A is called the Jordan canonical form (JCF). A typical JCF 
is shown below. 


A, 1 0 0 O 
O aA; 1 90 QO 
A=/|0 0a; 0 O (10-222) 
0 0 OO A O 
0 0 0 O As 


where it is assumed that A has a third-order eigenvalue 4, and distinct eigenvalues Az and 
Ag. 
The JCF generally has the following properties: 


1. The elements on the main diagonal are the eigenvalues. 
2. All the elements below the main diagonal are zero. 


3. Some of the elements immediately above the multiple-order eigenvalues on the 


main diagonal are 1s, as shown in Eq. (10-222), 


The 1s together with the eigenvalues form typical blocks called the Jordan 
blocks. As shown in Eq. (10-222), the Jordan blocks are enclosed by dashed lines. 


When the nonsymmetrical matrix A has multiple-order eigenvalues, its eigen- 
vectors are not linearly independent. For an A that is x n, there are only r (where 
r is an integer that is less than ” and is dependent on the number of multiple-order 
eigenvalues) linearly independent eigenvectors. 


6. The number of Jordan blocks is equal to the number of independent eigenvectors r. 
There is one and only one linearly independent eigenvector associated with each 
Jordan block. 


7. The number of Is above the main diagonal is equal to # — r. 


To perform the JCF transformation, the transformation matrix T is again formed by using 
the eigenvectors and generalized eigenvectors as its columns. 


Consider the matrix given in Eq. (10-165). We have shown that the matrix has eigenvalues 2, 1, and 1. 
Thus, the DCF transformation matrix can be formed by using the eigenvector and generalized 
eigenvector given in Eqs. (10-167), (10-169), and (10-171), respectively. That is, 


2 1 1 
3 22 
T=[pPi P2 B3l/= 7 49 (10-223) 
5 46 
an ir) 
Thus, the DCF is 
_ 2 00 
A=TAT=!01 1 (10-224) 
00 1 


Note that in this case there are two Jordan blocks, and there is one element of 1 above the main 
diagonal. of 
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> 10-10 DECOMPOSITIONS OF TRANSFER FUNCTIONS 


Up to this point, various methods of characterizing linear systems have been presented. To 
summarize, it has been shown that the starting point of modeling a linear system may be the 
system’s differential equation, transfer function, or dynamic equations; all these methods 
are closely related, Furthermore, the state diagram is also a useful tool that can not only 
lead to the solutions of state equations but also serve as a vehicle of transformation from 
one form of description to the others. The block diagram of Fig. 10-13 shows the 
relationships among the various ways of describing a linear system. For example, the 
block diagram shows that, starting with the differential equation of a system, one can find 
the solution by the transfer-function or state-equation method. The block diagram also 
shows that the majority of the relationships are bilateral, so a great deal of flexibility exists 
between the methods. 

One subject remains to be discussed, which involves the construction of the state 
diagram from the transfer function between the input and the output. The process of going 
from the transfer function to the state diagram is called decomposition. In general, there are 
threc basic ways to decompose transfer functions. These are direct decomposition, cascade 
decomposition, and parallel decomposition. Each of these three schemes of decomposition 
has its own merits and is best suited for a particular purpose. 


10-10-1 Direct Decomposition 


Direct decomposition is applied to an input—output transfer function that is not in factored 
form, Consider the transfer function of an nth-order SISO system between the input U(s) 


VO 
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Figure 10-13 Block diagram showing the relationships among various methods of describing linear 
systems. 
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and output Y(s): 


b,. n—| bp. 24... 
Y(s) _ dn-1s"" + b=28" +:+:-+ bis + bo (10-225) 
U(s) S* + An-1S"—* +++ + als 4+ ag 


where we have assumed that the order of the denominator is at least one degree higher than 
that of the numerator. 

We next show that the direct decomposition can be conducted in at least two 
ways, one leading to a state diagram that corresponds to the CCF and the other to the 
OCF, 


Direct Decomposition to CCF 
The objective is to construct a state diagram from the transfer function of Eq. (10-225). The 
following steps are outlined: 


1. Express the transfer function in negative powers of s. This is done by multiplying 
the numerator and the denominator of the transfer function by s~”. 


2. Multiply the numerator and the denominator of the transfer function by a dummy 
variable X(s). By implementing the last two steps, Eq. (10-225) becomes 


Y(s) = by—1s7! =f b,-os* fees pe bygTttl 4 bos” X(s) (10-226) 
U(s) ~  Lbhay_ pst +e) eapsmttl + ags-” X(s) ~ 


3. The numerators and the denominators on both sides of Eq. (10-226) are equated to 
each other, respectively. The results are: 


Y¥(s) = (by_187! + By_gs? $+ ++ + bys—"*! + bos") X(s) (10-227) 


U(s) = (1 +aq_is7) + ++ taps"! + ags")X(s) (10-228) 


4. To construct a state diagram using the two equations in Eqs. (10-227) and 
(10-228), they must first be in the proper cause-and-effect relation. It is apparent 
that Eq. (10-227) already satisfies this prerequisite. However, Eq. (10-228) has the 
input on the left-hand side of the equation and must be rearranged. Eq. (10-228) is 
rearranged as 


X(s) = U(s) — (an—1s | diag = acer ye tt! +ags ")X(s) (10-229) 


The state diagram is drawn as shown in Fig. 10-14 using Eqs. (10-227) and (10-228). 
For simplicity, the initia] states are not drawn on the diagram. The state variables x,(¢), 
x2(t), . . .,X,(¢) are defined as the outputs of the integrators and are arranged in order from 
the right to the left on the state diagram. The state equations are obtained by applying the 
SFG gain formula to Fig, 10-14 with the derivatives of the state variables as the outputs and 
the state variables and x(¢) as the inputs, and overlooking the integrator branches. The 
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Dy | 


—d 


Figure 10-14 CCF state diagram of the transfer function in Eq. (10-225) by direct decomposition. 


output equation is determined by applying the gain formuia among the state variables, the 
input, and the output y(t). The dynamic equations are written 


a) = Ax(t) + Bu(t) (10-230) 
y(t) = Cx(t) + Du(t) (10-231) 
where 
1) I 0 0 0 
Q 1) } 0 Q 
A= oe B= |: (10-232) 
0 0 0 0 J] 0 
—ag —-GQ, —@2 °°: —Gy-} 1 
C — [bo by a a) bn_1| D= 0 (10-233) 


Apparently, A and B in Eq. (10-232) are of the CCF. 
Direct Decomposition to OCF 
Multiplying the numerator and the denominator of Eq. (10-225) by s~”, the equation is 


expanded as 
Ltan—psot tees tays7?t! + ags~")¥(s 
(1+ ana | os") ¥(s) — 
= (by_1s7) + by-gs7* + ++ + bys"! + bos") U(s) 
or 
VijecaQas +e teagt +ags”")Y¥(s 
( ) ( n—l 1 ) ( ) (10-235) 


4(bp—18 7! + By—2s~* +++) + bys"! + bos") U(s) 


Fig. 10-15 shows the state diagram that results from using Eq. (10-235). The outputs of the 
integrators are designated as the state variables. However, unlike the usual convention, the 
state variables are assigned in descending order from right to left. Applying the SFG gain 
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BP EXAMPLE 10-10-1 


b, -! 


iy 


Figure 10-15 CCF state diagram of the transfer function in Eg. (10-225) by direct decomposition. 


formula to the state diagram, the dynamic equations are written as in Eqs. (10-230) and 
(10-231), with 


0 0 0 —ap bo 
1 0 0 -a b 
A=|0 1 + O -a@ B= | 22 (10-236) 
6.0 as An Say Dy-t 
and 
c=(0 0 --- 0 1] D=0 (10-237) 


The matrices A and C are in OCF. 

It should be pointed out that, given the dynamic equations of a system, the input— 
output transfer function is unique. However, given the transfer function, the state model is 
not unique, as shown by the CCF, OCF, and DCF, and many other possibilities. In fact, even 
for any one of these canonical forms (for example, CCF), while matrices A and B are 
defined, the elements of € and D could still be different depending on how the state 
diagram is drawn, that is, how the transfer function is decomposed. In other words, 
referring to Fig. 10-14, whereas the feedback branches are fixed, the feedforward branches 
that contain the coefficients of the numerator of the transfer function can still be 
manipulated to change the contents of C. 


Consider the following input-output transfer function: 
¥(s)_ as? +545 
U(s) s34+6s*+11s+4 


The CCF state diagram of the system ts shown in Fig. 10-16, which is drawn from the following 
equations: 


(10-238) 


Y(s) = (257! + 5? + 5s~3)X(s) (10-239) 


X(s) = U(s) — (6s7! + 11s~* + 4s77)X(s) (10-240) 


10-10 Decompositions of Transfer Functions < 711 


Figure 10-16 CCF state diagram of the transfer function in Eq. (10-238). 


The dynamic equations of the system in CCF are 


dx (t) 

dt 0 1 Of fa{s 0 

onl — | 90 0 l x2{t)} +] 0 u(t) (10-241) 
ds() —4 -11 -6] | x3(t) ] 

at 


y(t) =[5 1 2)x(e) (10-242) 


For the OCF, Eq. (10-238) is expanded to 
Y¥(s) = (257! + 5-2 + 5873) U(s) — (657! + 11s? + 4577) ¥(s) (10-243) 


which leads to the OCF state diagram shown in Fig. 10-17. The OCF dynamic equations are written 


dx; (t) 
dt 0 0 —4 | [x(t) 5 
a2{0) ~/1 0 -u1| lm} +}r}aw (10-244) 
des (t) O 1 -6 | | x(t) 2 
dt 
y(t} =(0 O 1)x(t) (10-245) 


Figure 10-17 OCF state diagram of the transfer function in Eq. (10-238). 
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—i4 a 


Figure 10-18 State diagram of the transfer function in Eq. (10-246) by cascade decomposition. 


10-10-2 Cascade Decomposition 


Cascade compensation refers to transfer functions that are written as products of simple 
first-order or second-order components. Consider the following transfer function, which is 
the product of two first-order transfer functions. 


Y(s) _ K(: = 21 (= 7) (10-246) 

U(s) sta,/\s+a 
where @), @, 0), and 6» are real constants. Each of the first-order transfer functions is 
decomposed by the direct decomposition, and the two state diagrams are connected in 
cascade, as shown in Fig. 10-18. The state equations are obtained by regarding the 
derivatives of the state variables as outputs and the state variables and u(t) as inputs and 
then applying the SFG gain formula to the state diagram in Fig. 10-18. The integrator 
branches are neglected when applying the gain formula. The results are 


dx (t) 
re ee K 

a eco +] [u(t) (10-247) 
dx>(t) 0  -a x2(t) K 

dt 


The output equation is obtained by regarding the state variables and u(f) as inputs and y(f) 
as the output and applying the gain formula to Fig. 10-18. Thus, 


y(t) = [b1 —a@y bz — a2 |x(t) + Ku(?) (10-248) 
When the overall transfer function has complex poles or zeros, the individual factors 


related to these poles or zeros should be in second-order form. As an example, consider the 
following transfer function: 


Y(s) s+5 s+1.5 

—— = —$<—$——— 10-249 

U(s) (; + | (= + 35+ :) 
where the poles of the second term are complex. The state diagram of the system with the 


two subsystems connected in cascade is shown in Fig. 10-19. The dynamic equations of the 
system are 


dx;(t) 

dt 0) l 0 x1(t) 0) 

= =|-4 -3 3 |] m(t)| +] 1) (10-250) 
t 

dx3(t) 0) 0 —?2 x3(t) 1 

dt 


y(t) =[1.5 1 O]x(z) (10-251) 
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Figure 10-19 State diagram of the transfer function in Eq. (10-249) by cascade decomposition. 


10-10-3 Parallel Decomposition 


When the denominator of the transfer function is in factored form, the transfer function 
may be expanded by partial-fraction expansion. The resulting state diagram will consist of 
simple first- or second-order systems connected in parallel, which leads to the state 
equations in DCF or JCF, the latter in the case of multiple-order eigenvalues. 

Consider that a second-order system is represented by the transfer function 


Ys) ___ Qs) (10-252) 
U(s) (s+.41)(s +42) 

where Q(s) is a polynomial of order less than 2, and a, and a, are real and distinct. 
Although, analytically, a; and @2 may be complex, in practice, complex numbers are 
difficult to implement on a computer. Eq. (10-253) is expansion by partial fractions: 


Y(s) K K> 
= 10-253 
U(s) ha. Se ( ) 


where K, and K> are real constants. 

The state diagram of the system is drawn by the parallel combination of the state 
diagrams of each of the first-order terms in Eq. (10-253), as shown in Fig. 10-20. The 
dynamic equations of the system are 


dx) {t) 
dt = CS : | eal + Acc (10-254) 
dx2{t) 0 —d x2(t) 1 
dt 
y(t} =[K, Kz x(t) (10-255) 


Thus, the state equations are of the DCF. 


Figure 10-20 State diagram of the transfer function of Eq. (10-252) by paraile] decomposition. 
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The conclusion is that, for transfer functions with distinct poles, parallel] decomposi- 
tion will lead to the DCF for the state equations. For transfer functions with multiple-order 
eigenvalues, parallel decomposition to a state diagram with a minimum number of 
integrators will lead to the JCF state equations. The following example will clarify this 
point. 


‘+ EXAMPLE 10-10-2 Consider the following transfer function and its partial-fraction expansion: 


Y(s)_ 2s? +6s+5 oe 
Us) (s+1)?(s+2) (sti)? st+1 s+2 


(10-256) 


Note that the transfer function is of the third order, and, although the total order of the terms on the 
right-hand side of Eq. (10-256) is four, only three integrators should be used in the state diagram, 
which is drawn as shown in Fig, 10-21. The minimum number of three integrators is used, with one 
integrator being shared by two channels. The state equations of the system are written directly from 


Fig. 10-21. 
dx (t) 
at —1 1 0 x1(t) 0 
oat =| 0 -1 0] |x| +]1 lath (10-257) 
t 
dt 


which is recognized to be the JCF. 


Figure 10-21 State 
diagram of the transfer 
function of Eq. (10- 
256) by parallel 
decomposition. 


.- 10-11 CONTROLLABILITY OF CONTROL SYSTEMS 


The concepts of controllability and observability, introduced first by Kalman [3], play an 
important role in both theoretical and practical aspects of modern contro]. The conditions 
on controllability and observability essentially govern the existence of a solution to an 
optimal control problem. This seems to be the basic difference between optimal control 
theory and classical control theory. In the classical control theory, the design techniques 
are dominated by trial-and-error methods so that given a set of design specifications the 
designer at the outset does not know if any solution exists. Optimal control theory, on the 
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(b) 


Figure 10-22 (a) Control system with state feedback. (b) Control system with observer and state 
feedback. 


other hand, has criteria for determining at the outset if the design solution exists for the 
system parameters and design objectives. 

We shall show that the condition of controllability of a system is closely related to the 
existence of solutions of state feedback for assigning the values of the eigenvalues of the 
system arbitrarily. The concept of observability relates to the condition of observing or 
estimating the state variables from the output variables, which are generally measurable. 

The block diagram shown in Fig. 10-22 illustrates the motivation behind investigating 
controllability and observability. Figure 10-22(a) shows a system with the process dynamics 
described by 


dx{t) 
dt 


= Ax(t) + Bu(t) (10-258) 


The closed-loop system is formed by feeding back the state variables through a constant 
feedback gain matrix K. Thus, from Fig. 10-22, 


u(t) = —Kx(t) + r(1) (10-259) 


where K is ap x # feedback matrix with constant elements. The closed-loop system is thus 
described by 


aM = (A — BK)x(#) + Br(t) (10-260) 


This problem is also known as the pole-placement design through state feedback. The 
design objective in this case is to find the feedback matrix K such that the eigenvalues of 
{A — BK), or of the closed-loop system, are of certain prescribed values. The word pole 
refers here to the poles of the closed-loop transfer function, which are the same as the 
eigenvalues of (A — BK). 

We shall show later that the existence of the solution to the pole-placement design with 
arbitrarily assigned pole values through state feedback is directly based on the controlla- 
bility of the states of the system. The result is that if the system of Eq. (10-225) ts 
controllable, then there exists a constant feedback matrix K that allows the eigenvalues 
of (A — BK) to be arbitrarily assigned. 

Once the closed-loop system is designed, the practical problems of implementing the 
feeding back of the state variables must be considered. There are two problems with 
implementing state feedback control: First, the number of state variables may be excessive, 
which will make the cost of sensing each of these state variables for feedback prohibitive. 
Second, not all the state variables are physically accessible, and so it may be necessary to 
design and construct an observer that will estimate the state vector from the output vector 
y(t). Fig. 10-22(b) shows the block diagram of a closed-loop system with an observer. The 
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Control u(f State x(7) 
1 ¢ | = Figure 10-23 Linear time-invariant system. 


observed state vector ¥(f) is used to generate the control u(t) through the feedback matrix 
K. The condition that such an observer can be designed for the system is called the 
observability of the system. 


10-11-1 General Concept of Controllability 


The concept of controllability can be stated with reference to the block diagram of Fig. 10- 
22(a). The process is said to be completely controllable if every state variable of the 
process can be controlled to reach a certain objective in finite time by some unconstrained 
contro/ u(t), as shown in Fig. 10-23. Intuitively, it is simple to understand that, if any one of 
the state variables is independent of the control u(t), there would be no way of driving this 
particular state variable to a desired state in finite time by means of a control effort. 
Therefore, this particular state is said to be uncontrollable, and, as long as there is at least 
one uncontrollable state, the system is said to be not completely controllable or, simply, 
uncontrollable. 

As a simple exampie of an uncontrollable system, Fig. 10-24 illustrates the state 
diagram of a linear system with two state variables. Because the control U(¢) affects only 
the state x)(f), the state x,(f) is uncontrollable. In other words, it would be impossible to 
drive x2(f) from an initial state x2(f9) to a desired state x2(f,) in finite time interval t7— fo by 
the control U(¢). Therefore, the entire system is said to be uncontrollable. 

The concept of controllability given here refers to the states and is sometimes referred 
to as state controllability. Controllability can also be defined for the outputs of the system, 
so there is a difference between state controllability and output controllability. 


10-11-2 Definition of State Controllability 


Consider that a linear time-invariant system is described by the following dynamic 


equations: 
a = Ax(t) + Bu(t) (10-261) 
y(t) = Cx(t} + Du(r) (10-262) 


where x(f) is the 7 x 1 state vector, u(f) is the r x 1 input vector, and y(‘) is the p x 1 output 
vector. A, B, C, and D are coefficients of appropriate dimensions. 

The state x(t) is said to be controllable at t = to if there exists a piecewise continuous 
input u(t) that will drive the state to any final state x(t, for a finite time (t; — to) > 0. If 


Figure 10-24 State diagram of the system that is not state controllable. 
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every state X(fo) of the system is controllable in a finite time interval, the system is said to 
be completely state controllable or, simply, controllable. 

The following theorem shows that the condition of controllability depends on the 
coefficient matrices A and B of the system. The theorem also gives one method of testing 
for state controllability. 


& Theorem 10-1. For the system described by the state equation of Eq. (10-261) to be 
completely state controllable, it is necessary and sufficient that the following n x nr 
controllability matrix has a rank of n: 


‘ S=([B AB A’B .-. A” 'B] (10-263) 


Because the matrices A and B are involved, sometimes we say that the pair [A, B] is 
controllable, which implies that S is of rank n. 

The proof of this theorem is given in any standard textbook on optimal control 
systems. The idea is to start with the state-transition equation of Eq. (10-79) and then 
proceed to show that Eq. (10-263) must be satisfied in order that all the states are accessible 
by the input. 

Although the criterion of state controllability given in Theorem 10-1 is quite 
straightforward, manually, it is not very easy to test for high-order systems and/or systems 
with many inputs. If S is nonsquare, we can form the matrix SS’, which is n x 7; then, if SS’ 
is nonsingular, S has rank 7. 


10-11-3 Alternate Tests on Controllability 


There are several alternate methods of testing controllability, and some of these may be 
more convenient to apply than the condition in Eq. (10-263). 


2% Theorem 10-2. For a single-input, single-output (SISO) system described by the state 
equation of Eq. (10-261) with r = I, the pair (A, B] is completely controllable if A and B 
are in CCF or transformable into CCF by a similarity transformation. 

The proof of this theorem is straightforward, since it was established in Section 10-9 
that the CCF transformation requires that the controllability matrix S be nonsingular. 
Because the CCF transformation in Section 10-9 was defined only for SISO systems, the 
theorem applies only to this type of system. 


# Theorem 10-3. For a system described by the state equation of Eq. (10-261), if A is in 
DCF or JCF, the pair [A, B] is completely controllable if all the elements in the rows of B 
that correspond to the last row of each Jordan block are nonzero. 

The proof of this theorem comes directly from the definition of controllability. Let us 
assume that A is diagonal and that it has distinct eigenvalues. Then, the pair [A, B] is 
controllable if B does not have any row with all zeros. The reason is that, if A is diagonal, 
all the states are decoupled from each other, and, if any row of B contains all zero elements, 
the corresponding state would not be accessed from any of the inputs, and that state would 
be uncontrollable. 

For a system in JCF, such as the A and B matrices illustrated in Eq. (10-264), for 
controllability only the elements in the row of B that correspond to the last row of the 
Jordan block cannot al! be zeros. The elements in the other rows of B need not all be 


718 & Chapter 10. State Variable Analysis 


nonzero, since the corresponding states are still coupled through the 1s in the Jordan blocks 


of A, 
A, 1 O 9O by; by2 
_|0 Ar 1 8 _ | ba b22 
a 0 O A, 9 is by, ba Coe) 
0 0 0 re b4, bap 


EXAMPLE 10-11-1 


= EXAMPLE 10-11-2 


Thus, the condition of controllability for the A and B in Eq. (10-264) is 53; 4 0, 632 4 0, 
bay f 0, and bap # 0). 


The following matrices are for a system with two identical eigenvalues, but the matrix A is diagonal. 


= F 0 (10-265) 


The system is uncontrollable, since the two state equations are dependent; that is, it would not be 
possible to control the states independently by the input. We can easily show that in this case § = 
[B AB] is singular. 


Consider the system shown in Fig, 10-24, which was reasoned earlier to be uncontrollable. Let us 
investigate the same system using the condition of Eq. (10-263). The state equations of the system are 
written in the form of Eq. (10-263) with 


—2 | ] 
A= | ; 4 B= 3 | (10-266) 
Thus, from Eq. (10-263), the controllability matrix is 
s=(B AB]=|! ~? (10-267) 
0 0 
which is singular, and the system is uncontrollable. 
® EXAMPLE 10-11-3 Consider that a third-order system has the coefficient matrices 
rt 2 -] 0 
A=|]0 1 =O B=|0 (10-268) 
1 -4 3 I 
The controllability matrix is 
0 -1 -4 
S=[B AB A7B]=|0 0 0 (10-269) 
} 3 8 


which is singular, Thus, the system is not controllable. 
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The eigenvalues of A are A, = 2, Az = 2, and Az = 1. The JCF of A and B are obtained with the 
transformation x(t) = TX(t), where 


1 00 
T=|0 01 (10-270) 
=| 1 4 
Then, 
_ De cmt 0 0 
A=T'AT={0 2 O!] B=T'B=|[-I1 (10-271) 
00 1 0 


Because the last row of B, which corresponds to the Jordan block for the eigenvalue A3, is zero, 
the transformed state variable ¥3(f) is uncontrollable. From the transformation matrix T in Eq. (10-235), 
x2 = X¥3, which means that x2 is uncontrollable in the original system. It should be noted that the minus 
sign in front of the 1 in the Jordan block docs not alter the basic definition of the block. st 


10-12 OBSERVABILITY OF LINEAR SYSTEMS 


The concept of observability was covered earlier in Section 10-11 on controllability and 
observability. Essentially, a system is completely observable if every state variable of the 
system affects some of the outputs. In other words, it is often desirable to obtain 
information on the state variables from the measurements of the outputs and the inputs. 
If any one of the states cannot be observed from the measurements of the outputs, the state 
is said to be unobservable, and the system is not completely observable or, simply, 
unobservable. Fig. 10-25 shows the state diagram of a linear system in which the state x2 is 
not connected to the output y(7) in any way. Once we have measured y(t), we can observe 
the state x,(¢), since x,(f) = y(t). However, the state x. cannot be observed from the 
information on y(t). Thus, the system is unobservable. 


10-12-1 Definition of Observability 


Given a linear time-invariant system that is described by the dynamic equations of 
Eqs. (10-261) and (10-262), the state x(to) is said to be observable if given any input u(t), 
there exists a finite time tp> to such that the knowledge of u(t) for to < t < t,, matrices A, 
B, C, and D; and the output y(t) for {9 < t < tare sufficient to determine x(to). lf every 
state of the system ts observable for a finite t, we say that the system is completely 
observable, or, simply, observable. 

The following theorem shows that the condition of observability depends on the matrices 
A and C of the system. The theorem also gives one method of testing observability. 


Figure 10-25 State diagram of a system that is not observable. 
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& Theorem 10-4. For the system described by Eqs. (10-261) and (10-262) to be 
completely observable, it is necessary and sufficient that the following n x np observ- 
ability matrix has a rank of n: 


Cc 
CA 


v=| CA (10-272) 


CAn-! 


The condition is also referred to as the pair [A, C] being observable. In particular, if the 
system has only one output, C isa x nrow matrix; V is ann X n square matrix. Then the 
system is completely observable if V is nonsingular. 

The proof of this theorem is not given here. It is based on the principle that Eq. 
(10-272) must be satisfied so that x(t9) can be uniquely determined from the output y(¢). 


10-12-2 Alternate Tests on Observability 


b> EXAMPLE 10-12-1 


Just as with controllability, there are several alternate methods of testing observability. 
These are described in the following theorems. 


Theorem 10-5. For an SISO system, described by the dynamic equations of Eqs. (10- 
261) and (10-262) with r = 1 and p = 1, the pair [A, C] is completely observable if A and C 
are in OCF or transformable into OCF by a similarity transformation. 

The proof of this theorem is straightforward, since it was established in Section 10-8 
that the OCF transformation requires that the observability matrix V be nonsingular. 


% Theorem 10-6. Fora system described by the dynamic equations of Eqs. (10-261) and 
(10-262), ifA is in DCF or JCF, the pair [A, C] is completely observable if all the elements 
in the columns of C that correspond to the first row of each Jordan block are nonzero. 

Note that this theorem is a dual of the test of controllability given in Theorem 10-3. 
If the system has distinct eigenvalues, A is diagonal, then the condition on observability is 
that none of the columns of C can contain all zeros. 


Consider the system shown in Fig. 10-25, which was earlier defined to be unobservable. The dynamic 
equations of the system are expressed in the form of Eqs. (10-261) and (10-262) with 


-2 0 3 
a=|] el B= 11] C=[1 0] (10-273) 


Thus, the observability matrix is 


Cc 1 0 
v=[E]=[4.9] 0-2 


which is singular. Thus, the pair [A, C] is unobservable. In fact, because A is of DCF and the 
second column of C is zero, this means that the state x2(¢) is unobservable, as conjectured from 
Fig. 10-24. a, 
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*- 10-13 RELATIONSHIP AMONG CONTROLLABILITY, OBSERVABILITY, 
AND TRANSFER FUNCTIONS 


In the classical analysis of control systems, transfer functions are used for modeling of 
linear time-invariant systems. Although controllability and observability are concepts and 
tools of modern control theory, we shall show that they are closely related to the properties 
of transfer functions. 


:-= Theorem 10-7. if the input-output transfer function of a linear system has pole—zero 
cancellation, the system will be uncontrollable or unobservable, or both, depending on 
how the state variables are defined. On the other hand, if the input-output transfer 
function does not have pole-zero cancellation, the system can always be represented by 
dynamic equations as a completely controllable and observable system. 

The proof of this theorem is not given here. The importance of this theorem is that, if a 
linear system is modeled by a transfer function with no pole—zero cancellation, then we are 
assured that it is a controllable and observable system, no matter how the state-variable 
model is derived. Let us amplify this point further by referring to the following SISO 


system. 
-1 0 O 0 
0 2 0 O 1 | 7 
A=|5 9 3 9 | BElo| C=ll 9 1 0] D=0 (10-275) 
0 0 0 -4 0 


Because A is a diagonal matrix, the controllability and observability conditions of the four 
states are determined by inspection. They are as follows: 


x,;: Controllable and observable (C and O) 

x2: Controllable but unobservable (C but UO) 

x3: Uncontrollable but observable (UC but O) 

x4: Uncontrollable and unobservable (UC and UO) 


The block diagram of the system in Fig. 10-26 shows the DCF decomposition of 
the system. Clearly, the transfer function of the controllable and observable system 
should be 


Y(s) 1 


whereas the transfer function that corresponds to the dynamics described in Eq. (10-275) is 


Y(s) | es 
U(s) = C(sI = A) lp 


(s+2)(s+3)(s +4) 


—GHDG+ 6+ D644) aa 


which has three pole—zero cancellations. This simple-minded example illustrates that a 
““minimum-order”’ transfer function without pole—zero cancellation is the only component 
that corresponds to a system that is controllable and observable. 
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(C but UO) 


(UC but O) 


(UC and UO} 


Figure 10-26 Block diagram showing the controllable, uncontrollable, observable, and unobservable 
components of the system described in Eq. (10-275). 


EXAMPLE 10-13-1 Let us consider the transfer function 
¥(s) s+2 
U(s) (s+ 1)(s+2) 
which is a reduced form of Eq. (10-277). Eq. (10-278) is decomposed into CCF and OCF as follows: 
CCF: 


(10-278) 
heal * | meee eeiy Ig (10-279) 
Ai 85 


Because the CCF transformation can be made, the pair [A, B] of the CCF is controllable. 
The observability matrix is 


C 1 1 
v= Ba = Ee a (10-280) 


which is singular, and the pair [A, C] of the CCF is unobservable. 
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OCF: 
~2 
a=|i | B=|t| C=(0 1] (10-281) 


Because the OCF transformation can be made, the pair [A, C] of the OCF is observable. However, the 
controllability matrix is 


S=([B aB]= |i 7 (10-282) 


which is singular, and the pair [A, B] of the OCF is uncontrollable. 

The conclusion that can be drawn from this example is that, given a system that is modeled by 
transfer function, the controllability and observability conditions of the system depend on how the 
state variables are defined. < 


> 10-14 INVARIANT THEOREMS ON CONTROLLABILITY AND OBSERVABILITY 


We now investigate the effects of the similarity transformations on controllability and 
observability. The effects of controllability and observability due to state feedback will be 
investigated. 


@ Theorem 10-8. Jnvariant theorem on similarity transformations: Consider the 
system described by the dynamic equations of Eqs. (10-261) and (10-262). The 
similarity transformation x(t) = Px(t), where P is nonsingular, transforms the dynamic 
equations to 


= AX(t) + But) (10-283) 
y(t) = Cx(t) + Du(s) (10-284) 

where 
A=P'AP B=P"'B (10-285) 


The controllability of | A, B and the observability of | A, C |are not affected by the 
transformation. 

In other words, controllability and observability are preserved through similar 
transformations. The theorem is easily proven by showing that the ranks of S and S 
and the ranks of V and V are identical, where § and V are the controllability and 
observability matrices, respectively, of the transformed system. 


@ Theorem 10-9. Theorem on controllability of closed-loop systems with state feed- 
back: If the open-loop system 


AY = ax(s) + Buty (10-286) 


is completely controllable, then the closed-loop system obtained through state feedback, 


u(t) = r(t) — Kx(t) (10-287) 
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» EXAMPLE 10-14-1 


so that the state equation becomes 


dx(t) 


oo (A — BK)x(t) + Br(t) (10-288) 


is also completely controllable. On the other hand, if [A, B] is uncontrollable, then there is 
no K that will make the pair [A — BK, B] controllable. In other words, if an open-loop 
system is uncontrollable, it cannot be made controllable through state feedback. 


Proof: The controllability of [A, B] implies that there exists a control u(f) over the time 
interval [Zo, ¢,] such that the initial state x(¢9) is driven to the final state x(z,) over the finite 
time interval ¢- — f. We can write Eq. (10-252) as 


r(t} = u(t) + Kx(t) (10-289) 


which is the control of the closed-loop system. Thus, if u(¢) exists that can drive x(fg) to any 
x(¢,) in finite time, then we cannot find an input r(z) that will do the same to x(t), because 
otherwise we can set u(f) as in Rq. (10-287) to control the open-loop system. 


@ Theorem 10-10. Theorem on observability of closed-loop systems with state feed- 
back: If an open-loop system is controllable and observable, then state feedback of the 
form of Eq. (10-287) could destroy observability. In other words, the observability of open- 
loop and closed-loop systems due to state feedback is unrelated. 

The following example illustrates the relation between observability and state 
feedback. 


Let the coefficient matrices of a linear system be 


_{|0o 1 _ _ 5 
a=|% a B=(i| C=[1i 2] (10-290) 


We can show that the pair [A, B] is controllable and [A, C] is observable. 
Let the state feedback be defined as 


u{t) = r(t) — Kx(t) (10-291) 
where 


K=[ki ky] (10-292) 


Then the closed-loop system is described by the state equation 


i) = (A — BK)x(t) + Br(?) (10-293) 
- —ky 1 — kp 40 
A —-BK= Boat eed (10-294) 


The observability matrix of the closed-loop system is 


_ loc = Bx) | 7 - as) A (10-295) 
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The determinant of V is 
[V] = 6k; — 3k +3 (10-296) 


Thus, if &, and kz are chosen so that [¥] = 0, the closed-loop system would be uncontrollable. 


10-15 CASE STUDY: MAGNETIC-BALL SUSPENSION SYSTEM 


As acase study to illustrate some of the material presented in this chapter, let us consider 
the magnetic-ball suspension system shown in Fig. 10-27. The objective of the system is to 
regulate the current of the electromagnet so that the ball will be suspended at a fixed 
distance from the end of the magnet. The dynamic equations of the system are 


d?x(t) _ N= ki*(t) 


di2= x(t) he) 
v(t) = Ri(t) + at (10-298) 


where Eq. (10-262) is nonlinear. The system variables and parameters are as follows: 


v(t) = input voltage (V) x(t) = ball position (m) 
i(t) = winding current (A) k = proportional constant = 1.0 
R = winding resistance = 10) £ = winding inductance = 0,01 H 
M = ball mass = 1.0kg g = gravitational acceleration = 32.2 m/sec” 


The state variables are defined as 


x1 (t) = x(t) 
x(t) = a) (10-299) 
x3(t) = i{t) 


T Electromagnet 
| | 
© Steel ball 


Me Figure 10-27 Ball-suspension system. 
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The state equations are 


Sule a (10-300) 
d(t) | ka) 

dt  ° Mx,(t) on 
dx3(t)_ oR v(t) 

as p73lt) + 5 (10-302) 


These nonlinear state equations are linearized about the equilibrium point, x,(4 = x() = 
0.5 m, using the method described in Section 4-9, After substituting the parameter values, 
the linearized equations are written 


Ax(t) = A*Ax(t) + B*Av(t) (10-303) 


where Ax(t) denotes the state vector, and Ay(f) is the input voltage of the linearized system. 
The coefficient matrices are 


0 1 4) 0 

A*= | 644 0 —16 Be =| 0 (10-304) 
0 O —100 100 

All the computations done in the following section can be carried out with the 


MATLAB Toolbox appearing later in this chapter. To show the analytical method, we carry 
out the steps of the derivations as follows. 


The Characteristic Equation 


S —] 0 
IsI—A*|=|-64.4 s 16 | =s?— 100s? -—64.4s—6440=0 (10-305) 
0 O s+100 


Eigenvalues: The eigenvalues of A”, or the roots of the characteristic equation, are 
s=-100 s=—8.025 s= 8.025 


The State-Transition Matrix: The state-transition matrix of A* is 


s —1 0 re 
o)=c1f(a—ay']=c"} | 644 5s 16 (10-306) 

0 0 s+4100 

or 
s(s + 100) s+ 100 —16 
| 
= pu! _ 
g(t) =L (s+ 100)(s + 8.025)(s — 8.025) 64.4(s +100) s(s +100) 16s 
0 s* — 64.4] 


(10-307) 
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By performing the partial-fraction expansion and carrying out the inverse Laplace 
transform, the state-transition matrix is 


0 O —0.0016 0.5 —0.062 0.0108 
g()=|0 0 0.16 Je 74 }-4012 05  -0.087 | 28-025 


0 0 l 0 0 0 
0.5 0.062 —0.0092 

+ |4.012 0.5 —0.074 | e825 (10-308) 
0 0 0 


Because the last term in Eq. (10-308) has a positive exponent, the response of (1?) increases 
with time, and the system is unstable. This is expected, since without control, the steel ball 
would be attracted by the magnet until it hits the bottom of the magnet. 


Transfer Function: Let us define the ball position x(#) as the output y(2); then, given the 
input, v(z), the input-output transfer function of the system is 


a C*(sI — A*) 'B* =[1 0 0](sI— A*)'B* 
V(s) (10-309) 
7 —1600 : 
~ (s + 100)(s + 8.025) (s — 8.025) 
Controllability: The controllability matrix is 
0 0 —1,600 
S=[B* A*B* A*2B*]=] 0 -—1,600 160,000 (10-310) 


100 —-10,000 1,000,000 
Because the rank of S is 3, the system is completely controllable. 


Observability: The observability of the system depends on which variable is defined at 
the output. For state-feedback control, which will be discussed later in Chapter 10, the full 
controller requires feeding back all three state variables, x,, x2, and x3. However, for 
reasons of economy, we may want to feed back only one of the three state variables. To 
make the problem more general, we may want to investigate which state, if chosen as the 
output, would render the system unobservable. 


1. y(f) = ball position = x(#): C* = [1 0 0] 
The observability matrix is 


Cc 1 0 QO 
V=|CTA* |=] 0 1 =O (10-311) 
C*A*2 64.4 0 —16 


which has a rank of 3. Thus, the system is completely observable. 


2. (f) = all velocity = dx(t)/dt: C* = [0 1 0] 
The observability matrix is 


Cc 0 1 0 
V=)] CA" !|=/644 0 —16 (10-312) 
C*A*2 0 644 1600 


which has a rank of 3. Thus, the system is completely observable. 
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3. y(t) = winding current = i(f): C* = [00 1] 
The observability matrix is 


c 0 0 1 
v=|c*a* |=!10 0 —100 (10-313) 
CPat2 0 0 ~10,000 


which has a rank of 1. Thus, the system is unobservable. The physical interpreta- 
tion of this result is that, if we choose the current i(/) as the measurable output, we 
would not be able to reconstruct the state variables from the measured information. 


The interested reader can enter the data of this system into any available computer program 
and verify the results obtained. 


10-16 STATE-FEEDBACK CONTROL 


A majority of the design techniques in modern control theory is based on the state-feedback 
configuration. That is, instead of using controllers with fixed configurations in the forward 
or feedback path, control is achieved by feeding back the state variables through real 
constant gains. The block diagram of a system with state-feedback control is shown in 
Fig. 9-2(c). A more detailed block diagram is shown in Fig. 10-28. 

We can show that the PID control and the tachometer-feedback control discussed 
earlier are al] special cases of the state-feedback control scheme. In the case of tachometer- 
feedback control, let us consider the second-order prototype system described in Kq. 
(5-87), The process is decomposed by direct decomposition and is represented by the state 
diagram of Fig. 10-29(a). If the states +,(4) and x2(¢) are physically accessible, these 
variables may be fed back through constant real gains —k, and —X3, respectively, to form 
the contro] u(t), as shown in Fig. 10-29(b). The transfer function of the system with state 
feedback is 


Y(s) cot 


—— 
——T 


(s) s? + (2f04 + Kz)s + Kt (10-314) 


Figure 10-28 Block diagram of a control system with state feedback. 
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i s $ @,, 


Figure 10-29 Control of a second-order system by state feedback. 


For comparison purposes, we display the transfer functions of the systems with tachometer 
feedback and with PD control as follows: 


Tachometer feedback: 
Ms) (10-315) 
R(s)  s* + (2, + Krw2)s + w2 

PD control: 
Y(s)___ (Kp +Kps) (10-316) 


R(s)  s2+ (2tw + Kpw2)s + @2Kp 


Thus, tachometer feedback is equivalent to state feedback if kj =? and kp = K;w*. 
Comparing Eq. (10-314) with Eq. (10-316), we see that the characteristic equation of the 
system with state feedback would be identical to that of the system with PD control if 
k; = w*K,p and kz = w2Kp. However, the numerators of the two transfer functions are 
different. 

The systems with zero reference input, r(t) = 0, are commonly known as regulators. 
When r(¢) = 0, the control objective is to drive any arbitrary initial conditions of the system 
to zero in some prescribed manner, for example, ‘“‘as quickly as possible.’’ Then a second- 
order system with PD control is the same as state-feedback control. 

It should be emphasized that the comparisons just made are all for second-order 
systems. For higher-order systems, the PD control and tachometer-feedback control are 
equivalent to feeding back only the state variables x, and x2, while state-feedback control 
feeds back all the state variables. 

Because PI control increases the order of the system by one, it cannot be made 
equivalent to state feedback through constant gains. We show in Section 10-18 that if we 
combine state feedback with integral control we can again realize PI contro! in the sense of 
state-feedback control. 
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s» 10-17 POLE-PLACEMENT DESIGN THROUGH STATE FEEDBACK 


When root loci are utilized for the design of control systems, the general approach may be 
described as that of pole placement; the poles here refer to that of the closed-loop transfer 
function, which are also the roots of the characteristic equation. Knowing the relation 
between the closed-loop poles and the system performance, we can effectively carry out the 
design by specifying the location of these poles. 

The design methods discussed in the preceding sections are all characterized by the 
property that the poles are selected based on what can be achieved with the fixed-controller 
configuration and the physical range of the controller parameters. A natural question would 
be: Under what condition can the poles be piaced arbitrarily? This is an entirely new 
design philosophy and freedom that apparently can be achieved only under certain 
conditions. 

When we have a controlled process of the third order or higher, the PD, PI, single- 
Stage phase-lead, and phase-lag controllers would not be able to control independently 
all the poles of the system, because there are only two free parameters in each of these 
controllers. 

To investigate the condition required for arbitrary pole placement in an nth-order 
system, let us consider that the process is described by the following state equation: 


ae = Ax(t) + Bu(t) (10-317) 
where x(t) is an m x 1 state vector, and u(t) is the scalar contro]. The state-feedback 
control is 


u(t) = —Kx(t) + r(t) (10-318) 


where K is the 1 xm feedback matrix with constant-gain elements. By substituting Eq. (10- 
318) into Eq. (10-317), the closed-loop system is represented by the state equation 


a) = (A — BK)x(t) + Br (1) (10-319) 


ft will be shown in the following that if the pair [A, B] is completely controllable, then a 
matrix K exists that can give an arbitrary sct of eigenvalues of (A — BK); that is, the ” roots 
of the characteristic equation 


|sI — A + BK| =0 (10-320) 


can be arbitrarily placed. To show that this is true, that if a system is completely 
controllable, it can always be represented in the controllable canonical form (CCF); 
that is, in Eg. (10-317), 


0 1 0 0 0 
0 0) 1 see 0 0) 
a=| io: oi: ou of: | Bel: (10-321) 
0 0 0 1 0 
—40 ~@) ~@2  c'* ~Gn-1 1 
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The feedback gain matrix K is expressed as 


K=[ki ko -+-- ky] (10-322) 
where k;, k2, ..., K, are real constants. ‘hen, 
0 1 0 
0 0 1 vee 0 
A —BK = ; o7 (10-323) 
0 0 0 ee 1 
—ag—k, —a@)—kz, —az—k3 +--+) —Gp-1 — kn 


The eigenvalues of A — BK are then found from the characteristic equation 


jst — (A — BK)| = 8” + (@n-1 + kn)s"' + (@,-2 + kn—1)s"? + -+++ (a9 +k) =0 
(10-324) 
Clearly, the eigenvalues can be arbitrarily assigned, because the feedback gains k,, Ko, . . 
k,, are isolated in each coefficient of the characteristic equation. Intuitively, it makes sense 
that a system must be controllable for the poles to be placed arbitrarily. If one or more state 
variables are uncontrollable, then the poles associated with these state variables are also 
uncontrollable and cannot be moved as desired. The following example illustrates the 
design of a control system with state feedback. 


> EXAMPLE 10-17-1 Consider the magnetic-ball suspension system analyzed in Section 10-15. This is a typical regulator 
system for which the control problem is to maintain the ball at its equilibrium position, It is shown in 
Section 10-15 that the system without control is unstable. 
The linearized state model of the magnetic-ball system is represented by the state equation 


d&x(t) 


= = A*AX(t) + BYAv(?) (10-325) 


where Ax(t) denotes the linearized state vector, and Av(t) is the linearized input voltage. The 


coefficient matrices are 
0 1 0 0 
A*— |@44 0 —-16 RX =| 0 (10-326) 


0 0 -—100 100 


The eigenvalues of A* are s = —100, —8.025, and 8.025. Thus, the system without feedback control is 
unstable. 

Let us give the following design specifications: 

1. The system must be stable. 


2. For any initial disturbance on the position of the ball from its equilibrium position, the ball 
must return to the equilibrium position with zero steady-state error. 


3. The time response should settle to within 5% of the initial disturbance in not more than 
0.5 sec. 


4. The control is to be realized by state feedback 
Av(t) = —KAx(t) = —[k} ko = ks JAx(t) (10-327) 


where k,, k2, and kz are real constants. 
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Figure 10-30 (a) State diagram of magnetic-ball-suspension system. (b) State diagram of magnetic- 
ball-suspension system with state feedback. 


A state diagram of the “open-loop” ball-suspension system is shown in Fig. 10-30(a), and the 
same of the “closed-loop” system with state feedback is shown in Fig. 10-30(b). 

We must select the desired location of the eigenvalues of (sI - A* + B*K) so that requirement 3 
in the preceding list on the time response Is satisfied. Without entirely resorting to trial and error, we 
can start with the following decisions: 


1, The system dynamics should be controlled by two dominant roots. 


To achieve a relatively fast response, the two dominant roots should be complex. 


fa bY 


The damping that is controlled by the real parts of the complex roots should be adequate, 
and the imaginary parts should be high enough for the transient to die out sufficiently fast. 


After a few trial-and-error runs, using the ACSYS/MATLAB tool, we found that the following 
characteristic equation roots should satisfy the design requirements: 


s=-20 s=-64+/49 s=-6- j49 
The corresponding characteristic equation is 
s? + 32s? + 300s + 1200 = 0 (10-328) 


The characteristic equation of the closed-loop system with state feedback is written 


s —] 0 
|sI — A* + B*K| = | —64.4 s 16 
100k; 100k, s+100+4 100k; 


= 5° + 100(k3 + 1s? — (64.4 + 1600k2}s — 1600k, — 6440(k3 +1) =0 
(10-329) 


> EXAMPLE 10-17-2 
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¥(f) 
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Figure 10-31 Output response of magnetic-ball-suspension system with state feedback, subject to 
initial condition y(0) = x,(0) = 1. 


which can also be obtained directly fram Fig. 10-30(b) using the SPG gain formula. Equa- 
ting like coefficients of Eqs. (10-328) and (10-329), we get the following simultaneous equations: 


100(k3 + 1) = 32 
—64.4 — 1600k, = 300 (10-330) 


—1600k — 6440(k3 + 1) = 1200 


Solving the last three equations, and being assured that the solutions exist and are unique, we get the 
feedback-gain matrix 


K=(k, ky ks] =[-2.038 -0.22775 ~0.68] (10-331) 


Fig. 10.31 shows the output response y(/) when the system 1s subject to the initial condition 


x(0) = | 0 (10-331) 
0 


In this example, we shall design a state-feedback control for the second-order sun-seeker 
system treated in Example 4-11-2 and throughout Chapter 9. The CCF state diagram of the 
process with K = | is shown in Fig. 10-32(a). The problem involves the design of a state-feedback 
control with 


Oo(t) = —Kx(t) = —[ky 2 ]x(t) (19-332) 
The state equations are represented in vector-matrix form as 
ax(t 
on = Ax(t) + BO, (t) (10-333) 


where 


0 1 0 
a=|5 4s| B= |i| (10-334) 
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Figure 10-32 (a) State diagram of second-order sun-seeker system. (b) State diagram of 
second-order sun-seeker system with state feedback. 


The output equation is 

Oo{t) = Cx(t) (10-335) 
where 

C=[{1 0] (10-336) 


The design objectives are as follows: 


1. The steady-state error due to a step function input should equal 0. 


2. With the state-feedback control, the unit-step response should have minimum overshoot, 
rise time, and settling time. 


The transfer function of the system with state feedback is written 
@o(s) 2500 


©,(s) _ (25 + ko)s + ky ieee 


Thus, for a step input, if the output has zero steady-state error, the constant terms in the 
numerator and denominator must be equal to each other—that ts, k, = 2500. This means that, while 
the system is completely controllable, we cannot arbitrarily assign the two roots of the characteristic 
equation, which is now 


s* + (25 + k2)s + 2500 = 0 (10-338) 


In other words, only one of the roots of Eq. (10-338) can be arbitrarily assigned. The problem is 
solved using ACSYS. After a few trial-and-error runs, we found out that the maximum overshoot, rise 
time, and settling time are all at a mintmum when k2 = 75. The two roots are s = —50 and —50. The 
attributes of the unit-step response are 

maximum overshoot = 0% t, = 0.06717sec  £, = 0.09467 sec 


The state-feedback gain matrix is 


K = [2500 75] (10-339) 


The lesson that we learned from this illustrative example is that state-feedback control generally 
produces a system that is type 0. For the system to track a step input without steady-state error, which 
requires a type 1 or higher-type system, the feedback gain 4, of the system in the CCF state diagram 
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cannot be assigned arbitrarily. This means that, for an nth-order system, only n — | roots of the 
characteristic equation can be placed arbitrarily. 


10-18 STATE FEEDBACK WITH INTEGRAL CONTROL 


The state-feedback control structured in the preceding section has one deficiency in that 
it does not improve the type of the system. As a result, the state-feedback control with 
constant-gain feedback is generally useful only for regulator systems for which the 
system does not track inputs, if all the roots of the characteristic equation are to be placed 
at will, 

In general, most control systems must track inputs. One solution to this problem is to 
introduce integral control, just as with PI controller, together with the constant-gain state 
feedback. The block diagram of a system with constant-gain state feedback and integral 
control feedback of the output is shown in Fig, 10-33. The system is also subject to a noise 
input w(f). For a SISO system, the integral contrel adds one integrator to the system. As 
shown in Fig, 10-33, the output of the (7 + I)st integrator is designated as x,,,,. The 
dynamic equations of the system in Fig. 10-33 are written as 


= = Ax(t) + Bu{t) + En(t) (10-340) 
Set (*) = r(t) — y(t) (10-341) 
y(t) = Cx(t) + Du(t) (10-342) 


where x(f) is the # x 1 state vector; u(/) and y(¢) are the scalar actuating signal and output, 
respectively; r(¢) is the scalar reference input; and m(‘) is the scalar disturbance input. The 
coefficient matrices are represented by A, B, C, D and E, with appropriate dimensions. The 
actuating signal u(f) is related to the state variables through constant-state and integral 
feedback, 


u(t) = —Kx(t) — knyixnsi(t) (10-343) 


Figure 10-33 Block diagram of a control system with state feedback and integral output feedback. 
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where 


K=[ki ky kz +++ kn] (10-344) 


with constant real gain elements, and k,,,, is the scalar integral-feedback gain. 

Substituting Eq. (10-343) into Eq. (10-340) and combining with Eq. (10-341), the 
n+ 1 state equations of the overall system with constant-gain and integral feedback 
are written 


ssi = (A—BK)x(‘) + H r(t) + En(?) (10-345) 
where 
dx(t) 
x(t) = a (n+1) x1 (10-346) 
AX +1 (t) 
dt 
=< A 0 w@& B 
K=|% 4 (2+1)x (n+1) B=|3 (nt+1)x 1 (10-347) 
K = [K Kn+1 | = [ky ko ss Ky kn+t] lx (n —- 1) (10-348) 
B= 5 | [(z#4+1)x 1 (10-349) 
Substituting Eq. (10-343) into Eq. (10-342), the output equation of the overall system 
is written 
y(t) = CX(r) (10-350) 
where 
C=[C-—DK DK] [1x (#+1)| (10-351) 


The design objectives are as follows: 


1. The steady-state value of the output y(‘) follows a step-function input with zero 
error; that is, 


ess = jim. e(t) = () (10-352) 


2. Then + 1 eigenvalues of (A ~ BK) are placed at desirable locations. For the last 
condition to be possible, the pair [A, B] must be completely controllable. 


The following example illustrates the applications of state-feedback with integral 
control. 
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» EXAMPLE 10-18-1 We have shown in Example 10-17-2 that, with constant-gain state-feedback control, the second-order 
sun-seeker system can have only one of its two roots placed at will for the system to track a step input 
without steady-state error. Now let us consider the same second-order sun-seeker system in Example 
10-17-2, except that an integral control is added to the forward path. The state diagram of the overall 
system is shown in Fig. 10-34. The coefficient matrices are 


0 1 0 
a=(j 25 B=(t C=[2500 0] D=0 (10-353) 
From Eg. (10-347), 
0 1 O 0 
A= | 4 1 0 -25 0 B-|5|- 1 (10-354) 
- —2500 O 0 0 


We can show that the pair [A, B] is completely controllable. Thus, the eigenvalues of (sl — A + BK) 
can be arbitrarily placed. Substituting A, B, and K in the characteristic equation of the closed-loop 
system with state and integral feedback, we have 


s —! 0 
|I-A+BK] =| & s+25+k, ks 10-355) 
—2500 0 5 


= 3 + (25 + ka)s? + kis + 2500k3 = 0 


which can also be found from Fig. 10-34 using the SFG gain formula. 
The design objectives are as follows: 


1. The steady-state output must follow a step function input with zero error. 
2. The rise time and settling time must be less than 0.05 sec. 
3. The maximum overshoot of the unit-step response must be less than 5%. 


Because all three roots of the characteristic equation can be placed arbitrarily, it is not realistic to 
require minimum rise and settling times, as in Example 10-17-2. 

Again, to realize a fast rise time and settling time, the roots of the characteristic equation should 
be placed far to the left in the s-plane, and the natural frequency should be high. Keep in mind that 
roots with large magnitudes will lead to high gains for the state-feedback matrix. 

The ACSYS/MATLAB software was used to carry out the design. After a few trial-and-error 
runs, the design specifications can be satisfied by placing the roots at 


s=—200 -—50+j50 and ~—50-— 50 
The desired characteristic equation is 
s° + 300s” + 25, 000s + 1,000,000 = 0 (10-356) 


Figure 10-34 Sun-seeker system with state feedback and integral control in Example 10-18-1. 
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Equating like coefficients of Egs. (10-355) and (10-356), we get 
kj = 25,000 kp =275 and k3 = 400 


The attributes of the unit-step response are as follows: 


Maximum overshoot = 4% 
tr = 0.03247 sec 
t, = 0.04667 sec 


Notice that the high feedback gain of k,, which is due to the large values of the roots selected, may 
puse physical problems; if so, the design specifications may have to be revised. a 


> EXAMPLE 10-18-2 In this example we illustrate the application of state-feedback with integral control to a system with a 
disturbance input. 
Consider a dc-motor control system that is described by the following state equations: 


dw(t) —B K; . ] 
a Olt) + halt) - 57h (10-357) 
di,(t) —Ky RK. I 
——<$__, —_— — fi l - 
m 7% w(t) pialé) + 5 éalt) (10-358) 


where 


i,(t) = armature current, A 
e,(t) = armature applied voltage, V 
w(t) = motor velocity, rad/sec 
B = viscous-friction coefficient of motor and load = 0 
J = moment of inertia of motor and load = 0.02 N-m/rad/sec* 
K; = motor torque constant = 1 N-m/A 
K, = motor back-emf constant = 1 V/rad/sec 
T, = constant load torque(magnitude not known), N-m 
L = armature inductance = 0.005 H 
R = armature resistance = 10 


The output equation is 


y(t) = Cx(t}=[I  O]x(t) (10-359) 
The design problem is to find the control u(#) = e,(7) through state feedback and integral control such 
that F 
i 
1. Jim. ig(t) =Q and Tim = (10-360) 
2. Jim w(t) = stepinput r(t) = u(t) (10-361) 


3. The eigenvalues of the closed-loop system with state feedback and integral control are at s 
= —300, —10 + j10, and —10 — /l6. 


Let the state variables be defined as x,(¢) = w/t) and x2(t) = i,(f). The state equations in Eqs. (10-357) 
and (10-358) are written in vector-matrix form: 
dx(t) 


ee Ax(t) + Bu(t) + En(t) (10-362) 
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where 72(t) = T;u,(2). 


BOK; 
ay Tae 0 50 
Bees (10-363) 
_Ky _R ~200 ~200 
LL 


Q 0 
B=|11= (10-364) 
Z 200 
ae ~50 
ae ee | | (10-365) 
| 0 | 0 


From Eg. (10-347), 


Q) 50. 
es A O _ B 
A= = |-200 -200 0} B= | = | (10-366) 
—C 0 0 0 
—1 0 0 
7 E —50 
C=(C O=[1 0 O] E= 4 =] 0 (10-367) 
0 
The control is given by 
u(t) = —Kx(t) = kn tiXn+l (t) = Kx(t) (10-368) 
where 
K= [ky ko ks] (10-369) 


Fig. 10-35 shows the state diagram of the overall designed system. 
The coefficient matrix of the closed-loop system is 


0 50 0 
A—-—BK = | —200-— 200k; -—200-— 200k, -—200k3 (10-370) 
J] 0 0 


Figure 10-35 DC-motor control system with state feedback and integral control and disturbance 
torque in Example 10-18-2. 
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The characteristic equation is 
sl —A + BR| = s* + 200(1 + k)s* + 10,000(1 + k;)s — 10, 000k; = 0 (10-371) 


which is more easily determined by applying the gain formula of SFG to Fig. 10-35 
For the three roots assigned, the last equation must equal 
s? + 320s* + 6, 200s + 60,000 = 0 (10-372) 


Equating the like coefficients of Eqs. (10-371) and (10-372), we get 


kj = -0.38 ko =0.6 ks = —6.0 


Applying the SFG gain formula to Fig. 10-35 between the inputs r(z) and n(t) and the states a/(r) and 


i,(t), we have 


1 i 
~5(P4fs+ 2s sean Th 
| nee (10-373) 
I,(s) A-(s) ] Ky, ky ¥ k3 k3 ae B i 
Ice bE LTT) Ibs 


Time (sec) 


Figure 10-36 Time responses of dc-motor control system with state feedback and integral control 


and disturbance torque in Example 10-18-2. 
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Applying the final-value theorem to the last equation, the steady-state values of the state 
variables are found to be 


teleoleansaelel a|[t]=[n] 3% 


Thus, the motor velocity «(£) will approach the constant reference input step function r(t) = u,(¢) as t 
approaches infinity, independent of the disturbance torque T,,. Substituting the system parameters into 
Eq. (10-373), we get 


Ral 1 Pecgyeg neo 


= Zils) | 6200s + 60,000 1, 200s eet) 


Fig. 10-36 shows the time responses of a(t) and i,(t) when 7; = 1 and T;, = 0. The reference input is a 
unit-step function. ei 


> 10-19 MATLAB TOOLS AND CASE STUDIES 


In this section we present a MATLAB tool to solve most problems addressed in this 
chapter. The reader is encouraged to apply this tool to all the problems identified. by a 
MATLAB Toolbox in the left margin of the text throughout this chapter. We use 
MATLAB’s Symbolic Tool to solve some of the initial problems in this chapter involving 
inverse Laplace transformations. We will also use MATLAB to convert from transfer 
functions to state-space representation. These programs allow the user to conduct the 
following tasks: 


¢« Enter the state matrices. 

¢ Find the system’s characteristic polynomial, eigenvalues, and eigenvectors. 
¢ Find the similarity transformation matrices. 

¢ Examine the system controllability and observability properties. 


« QObtain the step, impulse, and natural (response to initial conditions) responses, as 
well as the time response to any function of time. 


« Use MATLAB Symbolic Tool to find the state-transition matrix using the inverse 
Laplace command. 


¢ Convert a transfer function to state-space form or vice versa. 


To better illustrate how to use the software, let us go through some of the steps involved in 
solving earlier examples in this chapter. 


10-19-1 Description and Use of the State-Space Analysis Tool 


The State-Space Analysis Tool (statetool) consists of a number of m-files and GUIs for the 
analysis of state-space systems. The statetool can be invoked from the Automatic Control 
Systems launch applet (ACSYS) by clicking on the appropriate button. You will then 
see the window pictured in Fig. 10-37. We use the example in Section 10-16 and Examples 
10-5-1 and 10-5-2 to describe how to use the statetool. 
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-} State Space Tool 4 -|0) xf 


Calculate/Display Time Response Accessories 


Block Diagram 


dx(t) 


wo-L a Juoe| Bo 


ro-| C j= D | wee 


Input Module 


Enter coefficient Matrices. 
6g. For a 3x3 identity matrix enter [100:010;001] 


[1;0;4] is a 3x1 column [1 0 O]is a 1x3 row. 


A 

[0,1 064.4 0,-16:0,0,-100] 
B 

| (0:0; 400) 

c 

| [10,0] 

D 


Sa a Ss 


Intitial Conditions 


Buttons 


Reset 
Close V¥indow 


Figure 10-37 The State-Space 
Analysis window. 


First consider the example in Section 10-14. To enter the following coefficient 
matrices, 


AX*= |644 0 -16| BY=| 0 | Ct=[1 0 Of (10-378) 
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enter the values in the appropriate edit boxes. Note that the default value of initial 
conditions is set to zero and you do not have to adjust it for this example. Follow the 
instructions on the screen very carefully. The elements in the row of a matrix may be 
separated by a space of a comma, while the rows themselves must be separated by a 
semicolon. For example, to enter matrix A, enter [0,1,0;64.4,0,-16;0,0,-100] in the A edit 
box, and to enter matrix B, enter [0;0;100] in the B edit box, as shown in Fig. 10-38, In this 
case, the D matrix is set to zero (default value). To find the characteristic Eq. (10-270), 


-) State Space Toal = 215] x) 


Calculate/Display Time Response Accessories 


Block Diagrain 


adx(t os 
“O| A or B | we 


y(t) -| C x(O+ D | uc 


Input Module 


Enter coefficient Matrices. 
eg. For a 3x3 identity matrix enter [100-01 0:00 1] 


[1;0;1] is a 3x1 column [1 0 0] is a 1x3 row. 


5 
[0,1 ,0;64.4,0,-16;0,9,-100] 
B 
[0;0:1 004 
C 
| [1 0,0) 
D 


errr TP 


Intitial Conditions 


Buttons 


Reset | 
Close Window 


Figure 10-38 Inputing values in the 
State-Space window. 


744 :- Chapter 10. State Variable Analysis 


The A matrix is: 
Amat = 
Q 1.0000 0 
64.4000 0 §=-16.0000 
0 0 -100.0000 
Characteristic polynomial: 


ans = 


§*°3+100*s%2-2265873562520787/35184372088832*s-6440 


Eigenvalues of A = diagonal canonical form of A is: 


Abar = 


8.0250 0 0 
Q0 -8&.0250 0 
0 0 -~—100.0000 


Eigenvectors are 
T= 
0.1237 -0.1237 -0.0016 


0.9923 0.9923 0.1590 
0 0 0.9873 


Figure 10-39 The MATLAB command window display after clicking the ““Eigenvals & vects.of A” 
button. 


eigenvalues, and eigenvectors, choose the “‘Eigenvals & vects of A” option from the 
Calculate/Display menu. The detailed solution will be displayed on the MATLAB 
command window. The A matrix, eigenvalues of A, and eigenvectors of A are shown 
in Fig. 10-39. Note that the matrix representation of the eigenvalues corresponds to the 
diagonal canonical form (DCF) of A, whilc matrix T, representing the eigenvectors, is the 
DCF transformation matrix discussed in Section 10-9-4. To find the state-transition matrix 
@(t), you must use the tfsym tool, which will be discussed in Section 10-19-2. 

The choice of the C in Eq. (10-376) makes the ball position the output y(¢) for input 
y(t). Then the input-output transfer function of the system can be obtained by choosing 
the ‘‘State-Space Calculations” option. The final output appearing in the MATLAB 
command window is the transfer function in both polynomial and factored forms, as 
shown in Fig. 10-40. As you can see, there is a small error due to numerical simulation. You 
may set the small terms to zero in the resulting transfer function to get Eq. (10-309). 

Click the “Controllability”’ and “Observability’’ menu options to determine whether 
the system is controllable or observable. Note these options are only enabled after pressing 
the “‘State-Space Calculations” button. After clicking the “Controllability” button, you 
get the MATLAB command window display, shown in Fig. 10-41. The S matrix in this case 
is the same as Eq. (10-310) with the rank of 3. As a result, the system is completely 
controllable. The program also provides the M and P matrices and the system controlla- 
bility canonical form (CCF) representation as defined in Section 10-9. 


10-19 MATLAB Tools and Case Studies « 745 


State-space model is: 
ae 


xt x2 x3 
x1 a 0 
x2 644 0 -16 
x3 0 6 O -100 


b= 
ul 
x1 0 
x2 0 
x3 100 
c= 
x1 x2 = x? 


y1 0 


Continuous-time model. 
Characteristic polynomial: 


ans = 
§*3+100*s42-2265873562520787/35184372088832*s — 6440 
Equivalent transfer-function model is: 


Transfer function: 
4.263e — 014842 + 8.527e-014 s — 1600 
s43 + 100s*2 — 64.4s — 6440 


Pole, zero form: 


Zero/pole/gain: 


EL ES CS Py ret SS SS rr SS SS St eS LE 


(s+100)(s+8.025)(s — 8,025) 


Figure 10-40 The MATLAB command window after clicking the “State-Space Calculations” 
button. 
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The Controllibility matrix [B AB A*2B ...] is = 
Smat = 


0 0 —1600 
0 —-1600 160000 
106 -10000 1000000 


The system is therefore controllable, rank of S matrix is = 
rankS = 

3 
Mmat = 


—64.4000 100.0000 
100.0000 1.0000 
1.0000 0 0 


The controllability canonical form (CCF) transformation matrix is: 


Ptran = 


— 1600 0 0 
0 -1600 0 


—6440 QO 100 
The transformed matrices using CCF are: 
Abar = 
1.0e+003 * 


O 0.0010 0 
0 0 0.0010 
6.4400 0.0644 -0.1000 


Bbar = 


Figure 10-41 The MATLAB command window after clicking the “Controllability” button. 
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The observability matrix (transpose:[C CA CA*2 ...]) is = 


Vmat = 
1.0000 0 0 
0 1,0000 0 
64.4000 QO -16.0060 
The system is therefore observable, rank of V matrix is = 
rankV = 
3 
Mmat = 
-64.4000 100.0000 
100.0000 1.0000 
1.0000 0 
The observability canonical! form (OCF) transformation matrix is: 
Otran = 
0 0 1.0000 
0 7.0000 -100.0000 
-0.0625 6.2500 -625.0000 
The transformed matrices using OCF are: 
Abar = 
1.0e+003 * 
0.0000 -0.0000 
0.0010 -0,0000 
O 90,0010 
Bbar = 


-1600 
0 


Figure 10-42 The MATLAB command window after clicking the ‘““Observability” button. 


Once you choose the ““Observability” option, the system observability 1s assessed in 
the MATLAB command window, as shown in Fig. 10-42. The system is completely 
observable, since the V matrix has a rank of 3. Note the V matrix in Fig. 10-42 is the same 
as in Eq. (10-311). The program also provides the M and Q matrices and the system 
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observability canonical form (OCF) representation as defined in Section 10-9. As an 
exercise, the user is urged to reproduce Eqs. (10-312) and (10-313) using this software. 

You may obtain the output y(¢) natural time response (response to initial conditions 
only), the step response, the impulse response, or the time response to any other input 
function by choosing the appropriate option from the Time Response menu. 

The statetool program may be used on all the examples identified by a MATLAB 
Toolbox in the left margin of the text throughout this chapter, except problems involving 
inverse Laplace transformations and closed-form solutions. To address the analytical 
solutions, we need to use the tfsym tool, which requires the Symbolic Tool of MATLAB. 


10-19-2 Description and Use of tfsym for State-Space Applications 


You may run the Transfer Function Symbolic Tool by clicking the ‘“Transfer Function 
Symbolic” button in the ACSYS window. You should get the window in Fig. 10-43. For 


-) Transfer Function Symbolic 09 {of x 
Enter Transfer Function: 


Enter the Numerator and Denominator of the transfer function 
using a vector of polmomial coefficients, or the numerator or 
denominator of the transfer function in symbolic form vith 
complex variable 's'. Enter any symbolic variables in the box 
labéled ‘Enter Symbolic Variables: 
ex: For numerator (s*2 + 3*kp*s + ki*2); 
enter ‘[1, 3*kp, ki*2]' in the Numerator box 
and ‘kp ki in the symbolic variables text box. 
ex: The following are all equivalent 
'(s*2 + 7*s + 12)! 
(1 7 127 
and ‘[s+4)}*(s+3)'. 


Enter Symbolic ‘Variables | k 


Numerator 
[1] 
Denominator 


(1) 
Routh-Hurwitz | 
inverse Laplace Transform | 


Coritrol Panel 


[Transfer Function Symbolic : v | 
Transfer Function Symbolic 


State Space 
Inverse Laplace - ZPK ; 


Figure 10-43 The Transfer Function Symbolic window. 
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-) Transfer Function Symbolic ine {oO} x/ 
Enter Matrix: 


Enter the Coefticient Matrices (empty matrices yill give error) 


E.g. For a 2x2 idertity matrix type in: [1 0; 01] 
[1;0; 1] is 3x1 column vector & [1 01) is aix3 row 
vector 


A= 0,1,0;64.4 0,-16;0,0,-100] 


B= fo;0;100) 
Ce F100) 


State Space 


Control Panet 


[state Space - 
Close | 


Figure 10-44 Inputting values into the Transfer Function Symbolic window. 


this example we will use the State-Space mode. Choose the appropriate option from the 
drop-down menu as shown in Fig. 10-43, 

Let us continue our solution to the example in Section 10-16. Fig. 10-44 shows the 
input of the matrices for this example into the state-space window. The input and output 
displays in the MATLAB command window are selectively shown in Fig. 10-45. Note that 
at first glance the (sI-A)_‘ and (2) matrices may appear different from Eqs. (10-366) and 
(10-367). However, after minor manipulations, you may be able to verify that they are the 
same. This difference in representation is because of MATLAB symbolic approach. 
You may further simplify these matrices by using the “simple” command in the MATLAB 
command window. For example, to simplify @(f), type ‘“‘simple(phi)” in the 
MATLAB command window. If the desired format has not been achieved, you may 
have reached the software limit. 
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Enter A = [0 1 0;64.4 0-16:0 0 -100] 


Asym = 
0 1.0000 0 
64.4000 0 -16.0000 
0 0 -100.0000 


Determinant of (s*I-A) is: 
detSIA = 
| §434100*542-322/5*s-6440 
the eigenvalues of A are: 
eigA = 
— 100.0000 
8.0250 
—8.0250 


Inverse of (s*I-A) is: 


[ Ss 5 80 ] 
[5 ----nnnnnmannnmann j annannnnnnnnnnnnnn , annannnnnnnnnoncnnnnennenenrneeraccnnnnccrnnnnnnnns] 
[ 2 2 3 2 ] 
5s - 322 5 s - 322 5s + 500s - 322s - 32200] 
] 

[ 322 Ss s ] 
[------------------ , 5 - womenne , (BD ennnenreweereeer enn neeeeew ewe anne -] 
{ 2 2 3 2 ] 
{5s - 322 Bs - 322 5s + 500s - 322s - 32200] 
[ ] 
[ 1°] 
(0, 0, seceeracence] 
s + 100] 

State transition matrix of A: 
[ 0 2000 40 } 
[%2 , 1/322 %1, - ---------- exp (-100 t) - ------~------- M+ -——--—---- %2] 
24839 3999079 24839 
[ 4000 4000 ] 
{1/5 %1, %2, a==--------- exp (-100 t) - -------— %2 + 8/24839 %1)} 
[ 24839 24839 } 
[ J 
(Oo, 0, exp (-100 t)] 
1/2 1/2 
%1:=1610 = sinh (1/5 1610 t) 
1/2 


%o2 : = cosh (1/5 1610 t) 
Transfer function between u(t) and y(t) is: 


8000 


3 2 
5s + 600 s - 322 s - 32200 
Figure 10-45 Selective display of the MATLAB command window for the tfsym tool. 
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ye 10-20 SUMMARY 


This chapter was devoted to the state-variable analysis of linear systems. The fundamentals on state 
variables and state equations were introduced in Chapters 2 and 3, and formal discussions on these 
subjects were covered in this chapter. Specifically, the state-transition matrix and state-transition 
equations were introduced and the relationship between the state equations and transfer functions was 
established. Given the transfer function of a linear system, the state equations of the system can be 
obtained by decomposition of the transfer function. Given the state equations and the output 
equations, the transfer function can be determined either analytically or directly from the state 
diagram. 

Characteristic equations and eigenvalues were defined in terms of the state equations and the 
transfer function. Eigenvectors of A were also defined for distinct and multiple-order eigenvalues. 
Similarity transformations to controllability canonical form (CCF), observability canonical form 
(OCF), diagonal canonical form (DCF), and Jordan canonical form (JCF) were discussed. State 
controllability and observability of linear time-invariant systems were defined and illustrated, and a 
final example, on the magnetic-ball-suspension system, summarized the important elements of the 
State-variable analysis of linear systems. 

The MATLAB software tools statetoul, ifsym, and tfcal were described in the last section. ‘he 
program functionality was discussed with two examples. Together these tools can solve most of the 
homework problems and examples in this chapter. 


~ REVIEW QUESTIONS 


1. What are the components of the dynamic equations of a linear system? 


2. Given the state equations of a linear system as 


dx(t) | 
rae Ax(t} + Bu(t} 


give two expressions of the statc-transition matrix (7) in terms of A. 
3. List the properties of the state-transition matrix (7). 
4. Given the state equations as in Review Question 2, write the state-transition equation. 


5. List the advantages of expressing a linear system in the controllability canonical form (CCF). 
Give an example of A and B in CCF, 


6. Given the state equations as in Review Question 2, give the conditions for A and B to be 
transformable into CCF. 


7. Express the characteristic equation in terms of the matrix A. 
8. List the three methods of decomposition of a transfer function. 


9. What special forms will the state equations be in if the transfer function is decomposed by direct 
decomposition? 


10. What special form will the state equations be in if the transfer function is decomposed by 
parallel decomposition? 


11. What is the advantage of using cascade decomposition? 

12. State the relationship between the CCF and controllability. 

13. For controllability, does the magnitude of the inputs have to be finite? 
14. Give the condition of controllability in terms of the matrices A and B. 
15. What is the motivation behind the concept of observability? 


16. Give the condition of observability in terms of the matrices A and C. 
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17, What can be said about the controllability and observability conditions if the transfer function 
has pole—zero cancellation? 


18. State the relationship between OCF and observability. 


Answers to these review questions can be found on this book’s companion Web site: 
www.wiley.com/college/golnaraghi. 


State Variables and State Equations 


1. B.C. Kuo, Linear Networks and Systems, McGraw-Hill, New York, 1967. 
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Controllability and Observability 


> PROBLEMS 


3. R.E. Kalman, “On the General Theory of Control Systems,” Proc. IFAC, Vol. 1, pp. 481-492, Butterworths, 
London, 1961. 
4. W.L. Brogan, Modern Conirel Theory, 2nd Ed., Prentice Hall, Englewood Cliffs, NJ, 1985. 


10-1. The following differential equations represent linear time-invariant systems. Write the 
dynamic equations (state equations and output equations) in vector-matrix form. 


d’y(t) _ , dy(t) 2 
(a) 7 +4—— a + y(t) = 5S5r(r) 
dy d*y ly 
(b) 2 Ste git GON eg 2y(t) = r(t) 
d y(t) .d’y(t) _ ,ay(t) 
(c) ip re +37 +y¥(t) +/ y(t)dt = r(t) 
di 
(d) oa 1s! TH) 1.9. 5A + y(t) = 2r(t) 


10-2, The following transfer functions show jinear time-invariant systems. Write the dynamic 
equations (state equations and output equations) in vector-matrix form. 


(a) G(s) =s 5 

(b) G(s) = soe im 
(c) G(s) -s 

(a) G(s) = ELIS + 35s + 250 


s@(s? + 452 + 395 + 108) 


10-3. Repeat Problem 10-2 by using MATLAB. 
10-4. Write the state equations for the block diagrams of the systems shown in Fig. 10P-4. 
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Figure 10P-4 


10-5. By use of Eq. (10-58), show that 
| | 
o(t) = I+At+ par + Aer sk 
10-6. The state equations of a linear time-invariant system are represented by 


adx(t) _ 
ara Ax(t) + Bu(s) 


Find the state-transition matrix ¢(t), the characteristic equation, and the eigenvalues of A for the 
following cases: 


0 1 _fo 1 _fo 1 _fi 
wm an[S 4) 8-[t 0 m a=[ 4 J) B-[1] 


-—3 0 0 3. O 0 
one eb] wank Jef 
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-l1 0 0 0 
© a-[9 2] 2 [9 aslo 21 o-| 
0 


—5 1 0 0 
(g) a= 0 —5 1 B= 1|0 
0 oO -5 ] 


10-7. Find ¢(¢) and the characteristic equation of the state variables in Problem 10-6 using a 
computer program. 


10-8. Find the state-transition equation of each of the systems described in Problem 10-6 for ¢ > 0. 
Assume that x(0) is the initial state vector, and the components of the input vector u(¢) are all unit-step 
functions. 


10-9, Find out if the matrices given in the following can be state-transition matrices, [Hint: check 
the properties of #(£).] 


—e! 0 l-e! 9 
(a) 0 l=e= | (b) | 1 et 
: : e-2t pp-2t 2y-2t /2 
(c) f _ ot by (dq) )} 0 e* — te-% 
0 0 eet 


10-10. Find the time response of the following systems: 


(a) i) = » a al+ (il 
(b) gina 7 hati a ois 


10-11. Given a system described by the dynamic equations: 


mo = Ax(1)+Bu(t) y(t) = Cx(2) 


0 
n=|0 C=[1 0 0] 
i 


0 1 0 0 
(} A=|0 0 1] B=|0| C=[1 1 0] 
20 <2 


(1) Find the eigenvalues of A. Use the ACSYS computer program to check the answers. 
You may get the characteristic equation and solve for the roots using tfsym or tcal components 
of ACSYS. 

(2) Find the transfer-function relation between X(s) and U(s). 

(3) Find the transfer function ¥(s)/U(s). 


10-12. Given the dynamic equations of a time-invariant system: 
dx(t) 


a Ax(t) + Bu(t) y(t) = Cx(t) 


where 


0 1 90 0 
A=/0 0 1 B=/0/ c={1 1 0] 
—1 -2 -3 1 


Find the matrices A, and B, so that the state equations are written as 


ax(t 
a) = A)X(t) + B,u(t) 
where 
x1 (t} 
x(t) Se (t) 
dy(t) 
dt 
10-13. Given the dynamic equations 
a) = Ax(r)+ Bu(t) y(t) = Cx(z) 


@ a=|1, | B= |{| C=[1 0] 
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Find the transformation x(t) = PX(t) that transforms the state equations into the controllability 


canonical form (CCF). 


10-14. For the systems described in Problem 10-13, find the transformation x(t) = QX(¢) so that the 


state equations are transformed into the observability canonical form (OCF). 


10-15. For the systems described in Problem 10-13, find the transformation x(t} = TX(t) so that the 
state equations are transformed into the diagonal canonical form (DCF) if A has distinct eigenvalues 


and Jordan canonical form (JCF) if A has at least one multiple-order eigenvalue. 


10-16. Consider the following transfer functions. Transform the state equations into the controlla- 


bility canonical form (CCF) and observibility canonical form (OCF). 


a | 2s +1 
@ 3D () Sy as44 


10-17, The state equation of a linear system is described by 


dx(t) _ 
re Ax(t) + Bu(¢) 
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The coefficient matrices are given as follows. Explain why the state equations cannot be 
transformed into the controllability canonical form (CCF). 


sas —1 QO 0 ] 
@ a=| ey B=|{] wan[a = . a [2 
=< 


0 60 3 

(5 5 2 1 0 ! 

@ a=[) B=| 75 (d)} A=/| 0 2 O B=1]0 
—1 —2 -3 ] 


10-18, Check the controlibility of the follawing systems: 


_ a | ee ae 
= ss 
on 
-+- 

Mw Ow © © 


1 
0 0 
(e) || =| 0 2. 6 0 | 
kg 0 0 -5 x4 g| LM 
X5 0 0 Q —-—S| | xs 
xy —2 1 0 0) xX 4 
i 0 2 1 0 O|lxs 2 
(® jas} =] 0 O -—2 0 QO xz] +] 1 fa 
X4 0 0 O -+-5 1 X4 3 
X5 0 0 0 0 —5 XS 0 


10-19. Check the observability of the following systems: 


(a) ree a y=[1 a3 
-[3 SIE) o= fz] 


oo, 

far] 

ow" 
es | 

el t_J ed 

ll 
i -— 
oOo WN 
on — 
iw— 
| 
a 
Lec 
a 
| es | 
‘wets need 
to 
| ee 

I 
eV 
CO ® 
re — 
tw 
a | 
ra | 
be 
‘at bt — 
| 


x 2 1 O; tx x] 
@ |ixl=|0 2 1) hx l= (3 ; 0| 2) 
x3 0 0 2) (x ¥2 X3 
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x] 210 0 0 x] x) 
*2 02 1 0 0 x2 yy 11100 x2 
(ec) |%3} = 10 0 2 O 0 x3 =/5o 11 1 0] 1% 
kg 000 -3 titxs| -” x4 
xs 000 0 -3] | xs Xs 
x 2 1 0 0 0 x| x] 
Xo 021 0 0 x2 x2 
© |is}=|0 02 0 0] |x l=[oi 10 ol|* 
i 000 -3 1|]xa} b” xg 
x5 000 0 —3]| | xs x5 


10-20. The equations that describe the dynamics of a motor control system are 


éa(t) = Reig(t) + Lg aut) +K, sai 
Tn(t) _ Kjig(t) 

- yt Om(t) On (t) 
T(t) = de oe geet) it ——— +K6,,,(t) 


q(t) = Kge(t) 
e(t) = K,[0-{t) — Om(t)| 


(a) Assign the state variables as x,(é) = 8,,(t), X2(£) = d6,,(1)/dt, and x3(2) = i,(1). Write the state 
equations in the form of 


PAO) ax(s) + Bott) 


Write the output equation in the form “~ = Cx(), where y(2) = 6,,(2). 


(b) Find the transfer function G(s) = ©,,(s)/E(s) when the feedback path from ©,,,(s) to E(s) is 
broken. Find the closed-loop transfer function M(s) = @,,(sW@(s). 


10-21. Given the matrix A of a linear system described by the state equation 


a = Ax(t) + Bu(t) 


Find the state-transition matrix @(t) using the following methcds: 
(1) Infinite-series expansion of e“‘, expressed in closed form 
(2) The inverse Laplace transform of (sI — Ay! 


10-22. The schematic diagram of a feedback control system using a dc motor is shown in Fig. 10P-22. 
The torque developed by the motor is T,,,(f) = K,i,(t), where K; is the torque constant. 

The constants of the system are 

K, =2 R=20 R, =0.10 

K; = 5 Virad/sec K; = 5N-nV/A La=0H 

Jm + Jt, =0.1N-m-sec* Bm &ON-m-sec 


Assume that all the units are consistent so that no conversion is necessary. 
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Figure 10P-22 


(a) Let the state variables be assigned as x, = 6, and x2 = a, /dt. Let the output be y = @,. Write the 
state equations in vector-matrix form. Show that the matrices A and B are in CCF. 


(b) Let &,(f) be a unit-step function. Find x(z) in terms of x(Q), the initial state. Use the Laplace 
transform table. 


(c) Find the characteristic equation and the eigenvalues of A. 
(d) Comment on the purpose of the feedback resistor R,, 
10-23. Repeat Problem 10-22 with the following system parameters: 


Ke= K=9 R, = 0.10 
R, = 010 Ki; = 1 Virad/s K; = | N-nv/A 
L, 20H Jm + J, = 0.01N-m-sec* B,, 2 ON-m-sec 


10-24. Consider that matrix A can be diagonalized. Show that e4’ = Pe?'P-!, where P transforms 
A into a diagonal matrix, and P~'AP = D, where D is a diagonal matrix. 


10-25. Consider that matrix A can be transformed to the Jordan canonical form, then e“! = Sedts—!, 
where § transforms A into a Jordan canonical form and J is tn a Jordan canonical form. 


10-26. The block diagram of a feedback control system is shown in Fig. 1OP-26. 


5 
s(s + 4)(s5 + 5) 


OPEN-LOOP SYSTEM 


Figure 10P-26 


(a) Find the forward-path transfer function Y(s)/E(s) and the closed-loop transfer function ¥(s)/R(s). 


(b) Write the dynamic equations in the form of 
a = Ax(t)+Br(z) y(t) = Cx(t) + Dr(t) 


Find A, B, C, and D in terms of the system parameters. 
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(c) Apply the final-value theorem to find the steady-state value of the output y(t) when the input r(?) 
is a unit-step function. Assume that the closed-loop system is stable. 


10-27. For the linear time-invariant system whose state equations have the coefficient matrices 
given by Eqs. (10-191) and (10-192) (CCF), show that 


adj(sI -A)B= | 5 


and the characteristic equation of A is 


s+ a,_\s | + «ss +ajystay =O 
10-28. A linear time-invariant system is described by the differential equation 


y(t) _d*y(t)  ,dy(t) 
cae AA ppd 
dr2 at 


+ y(t) = r(t) 


- 


dr? 


(a) Let the state variables be defined as x, = y, X21 = dy/dt, and x, = d’y/dt’. Write the state 
equations of the system in vector-matrix form. 


(b) Find the state-transition matrix @(t) of A. 


(c) Let y(0) = 1, dv(0)/dt = 0, d’y(0)/dt* = 0, and r(z) = u,(2). Find the state-transition equation of 
the system. 


(d) Find the characteristic equation and the eigenvalues of A. 


10-29. A spring-mass-friction system is described by the following differential equation: 


d*y(t)  dy(t) 
2— + v(t) =rli 
et 4 2S + v(t) = rll 
(a) Define the state variables as x;(f) = y(4) and x2(t) = dy(t)/dt. Write the state equations in vector- 
matrix form. Find the state-transition matrix #(f) of A. 


(b) Define the state variables as x;(t) = y(t and x2(t) = y() + dy(t)/di. Write the state equations in 
vector-matrix form. Find the state-transition matrix @(#) of A. 


(c) Show that the characteristic equations, |sI ~ A] = 0, for parts (a) and (b) are identical. 
10-30. Given the state equations dx(t)/dt = Ax(), where o and w are real numbers: 

(a} Find the state transition matrix of A. 

(b) Find the eigenvalues of A. 


10-31. (a) Show that the input-output transfer functions of the two systems shown in Fig. 10P-31 
are the same. 


(b) Write the dynamic equations of the system in Fig. 10P-31(a) as 


dx(t 

a = A)x(t)+ Byay(t) y(t) = Ci x2) 
and those of the system in Fig. 10-31(b) as 

aM) = Aox(t)+ Bauo(t) —ya(t) = Cox(r) 


10-32. Draw the state diagrams for the following systems. 


dx(t) 
dt 


= Ax(t) + Bu(r) 
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—3 2 Q 0 
(a) A=|-1 0 1 B= [0 
—2 -3 -4 1 
(b) Same A as in part (a), but with 
0 1 
B=]/|1 0 
1 0 
10-33. Draw state diagrams for the following transfer functions by direct decomposition. Assign the 
state variables from right to left for x), x2,.... Write the state equations from the state diagram and 
show that the equations are in CCF. 
10 
@) As) = Sy e52 42055415 
= 10(s + 2) 
ONGE) = s2(s + 1){s + 3.5) 
_ S(s +1) 
©) Os) = 5 aN(s-+ 10) 
1 
d) G(s} =—_———_“—__— 
(d) Gls) s(s + 5)(s* + 2s +2) 


10-34, Draw state diagrams for the systems described in Problem 10-33 by parallel decomposition. 
Make certain that the state diagrams contain a minimum number of integrators. The constant branch 
gains must be real. Write the state equations from the state diagram. 


10-35. Draw the state diagrams for the systems described in Problem 10-33 by using cascade 
decomposition. Assign the state variables in ascending order from right to left. Write the state 
equations from the state diagram. 


10-36. The block diagram of a feedback control system is shown in Fig. 10P-36. 


(a) Draw a state diagram for the system by first decomposing G(s) by direct decomposition. Assign 
the state variables in ascending order, x}, X2, . . . , from right to left. In addition to the state-variable- 
related nodes, the state diagram should contain nodes for R(s), E(s), and C(s). 


(b) Write the dynamic equations of the system in vector-matrix form. 
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10 
s(s + 4)(s +5) 


Figure 10P-36 


(c) Find the state-transition equations of the system using the state equations found in part (b). The 
initial state vector is x(0), and r(f) = u,(£). 


(d) Find the output y(¢) for t > O with the initial state x(0), and rf) = w,(Z). 


10-37. (a) Find the closed-loop transfer function ¥(s)/R(s), and draw the state diagram. 

(b) Perform a direct decomposition to ¥(s)/R(s), and draw the state diagram. 

(c) Assign the state variables from right to left in ascending order, and write the state equations in 
vector-matrix form. 

(d) Find the state-transition equations of the system using the state equations found in part {c). The 
initial state vector is x(0), and r(f) = u,(t). 

(e) Find the output y(t) for ¢ > O with the initial slate x(Q), and r(t) = u,(2}. 


10-38. The block diagram of a linearized idle-speed engine-control system of an automobile 
is shown in Fig. 10P-38. (For a discussion on linearization of nonlinear systems, refer to Section 4-9.) 
The system is linearized about a nominal operating point, so all the variables represent linear- 
perturbed quantities. The following variables are defined: 7,,,(f) is the engine torque; Tp, 
the constant load-disturbance torque; w(i), the engine speed; u(t), the input-voltage to the 
throttle actuator; and «, the throttle angle. The time delay in the engine model can be approxi- 
mated by 


Figure 10P-38 


70-2 ow 1-—0.1s 
1+0.1s 


(a) Draw a state diagram for the system by decomposing each block individually. Assign the state 
variables from right to left in ascending order. 


(b) Write the state equations from the state diagram obtained in part (a), in the form of 


ax 


7a B| ot | 


Tp(t) 


(c) Write Y(s) as a function of U(s) and Tp(s). Write 2(s) as a function of U(s) and T)(s). 
10-39. The state diagram of a linear system is shown in Fig. 10P-39. 
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(a) Assign state variables on the state diagram from right to left in ascending order. Create additional 
artificial nodes if necessary so that the state-variable nodes satisfy as “input nodes’ after the 
integrator branches are deleted. 


(b) Write the dynamic equations of the system from the state diagram in part (a). 


Figure 10P-39 
10-40. The block diagram of a linear spacecraft-control system is shown in Fig. 10P-40. 
(a) Determine the transfer function ¥(s)/R(s). 


(b) Find the characteristic equation and its roots of the system. Show that the roots of the 
characteristic equation are not dependent on K. 


(c) When K = 1, draw a state diagram for the system by decomposing Y(s)/R(s), using a minimum 
number of integrators. 


(d) Repeat part (c) when K = 4. 


(e) Determine the values of K that must be avoided if the system is to be both state controllable and 
observable. 


Figure 10P-40 


10-41. A considerable amount of effort is being spent by automobile manufacturers to meet the 
exhaust-emission-performance standards set by the government. Modem automobile-power-plant 
systems consist of an internal combustion engine that has an internal cleanup device called a catalytic 
converter. Such a system requires control of such variables as the engine air—fuel (A/F) ratio, ignition- 
spark timing, exhaust-gas recirculation, and injection air. The contral-system problem considered in 
this problem deals with the control of the A/F ratio. In general, depending on fuel composition and 
other factors, a typical stoichiometric A/F is 14.7:1, that is, 14.7 grams of air to each gram of fuel. An 
A/F preater or less than stoichiometry will cause high hydrocarbons, carbon monoxide, and nitrous 
oxides in the tailpipe emission. The control system shown in Fig. 10P-41 is devised to control the air— 
fuel ratio so that a desired output is achieved for a given input command. 
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The sensor senses the composition of the exhaust-gas mixture entering the catalytic converter. 
The electrome controller detects the difference or the error between the command and the error and 
computes the control signal necessary to achieve the desired exhaust-gas composition. The output 
y(t) denotes the effective air-fuel ratio. The transfer function of the engine is given by 


_ ¥(s) _ e tus 


Gels) = 5) = T4055 


where Tz = 0.2 sec is the time delay and is approximated by 
1 1 1 


e fas — CS — eC 
eMus Lt Tys + 1352/2) 06 P+ Tas + 3s /2! 


The gain of the sensor is 1.0. 

(a) Using the approximation for e~7#* given, find the expression for G,(s). Decompose G,(s) by 
direct decomposition, and draw the state diagram with z(7) as the input and y(£) as the output. Assign 
state variables from right to left in ascending order, and write the state equations in vector-matrix 
form. 


(b) Assuming that the controller is a simple amplifier with a gain of 1, Le., u(z) = e(¢), find the 


characteristic equation and its roots of the closed-loop system. 
CATALYST 


Error A/F 
e(t) 


Exhaust 
emission 


Reference 
input 7(r) 


Figure 10P-41 


10-42. Repeat Problem 10-41 when the tune delay of the automobile engine is approximated as 


e toe meet ae Tz = 0.2 sec 
1+ ql gs ~-- aT est 

10-43. The schematic diagram in Fig, 1OP-43 shows a permanent-magnet dc-motor-control system 
with a viscous-inertta damper. The system can be used for the control of the printwheel of an 
electronic word processor. A mechanical damper such as the viscous-inertia type is sometimes used 
in practice as a simple and economical way of stabilizing a control system. The damping effect is 
achieved by a rotor suspended in a viscous fluid. The differential and algebraic equations that describe 
the dynamics of the system are as follows: 


e(t) = K,[wr{t) — @n(t)] K; = | Vérad/sec 
é,{t) = Ke(t) = Raig{t) + e,(t) K = 10 
en(t) = Kpom(t) Ky, = 0.0706 Virad/sec 
a t 
(ait toe mt +Kpltn,(t) — wp{t)| J =Jn +m = 0.1 oz-in.-sec* 
Tn (t) = Kjig(t) K; = 100z-in/A 


dwp(t) 
at 


R= TH Kp = | oz-in.-sec 


Kplem(t) — @p(t)| = Je Jp = 0.05 oz-in.-sec* 
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Viscous-inertia damper 
K R 1S €rtia damp Jy, 


CONTROLLER- 


AMPLIFIER Housing 


Viscous fluid 


o,(t 


(b) 


Figure 10P-43 


(a) Let the state variables be defined as x, (t) = w,,(f) and x2(t) = wp(t), Write the state equations for 
the open-loop system with e(7) as the input. (Open-loop refers to the feedback path from w,, to e being 
open.) 


(b) Draw the state diagram for the overall system using the state equations found in part (a) and 
e(t) = Kot) — Om(2)]. 


(c) Derive the open-loop transfer function 0,,(s)/E(s) and the closed-loop transfer function 
0), As) /0,,(s). 

10-44. Determine the state controllability of the system shown in Fig. 10P-44. 

{a) a—1,5=2,¢c=2, andd= 1, 


(b) Are there any nonzero values for a, b, c, and d such that the system is uncontrollable? 


Figure 10P-44 


10-45. Determine the controllability of the following systems: 


i 0. © 1 
(a) A=|]0 -I O| B=/j1 


-1 0 9 1 
(b) A=| 0 -—2 QO B= 7/1 

0 oO -3 1 
10-46. Determine the controllability and observability of the system shown in Fig. 10P-46 by the 
following methods: 
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(a) Conditions on the A, B, C, and D matrices 


(b) Conditions on the pole—zero cancellation of the transfer functions 


Figure 10P-46 


10-47. The transfer function of a linear control system is 


Y(s)____she 
R(s) 83 +-7s2 + 14s+8 
(a) Determine the value(s) of « so that the system is either uncontrollable or unobservable. 


(b) With the value(s) of a found in part (a), define the state variables so that one of them is 
uncontrollable. 


(c) With the value(s) of a found in part (a), define the state variables so that one of them is 
unobservable. 


10-48. Consider the system described by the state equation 
dx(t) 


ra = Ax(?) -}- Bu(t) 


a=[2 a] #2] 


Find the region in the a—b plane such that the system is completely controllable. 


where 


10-49. Determine the condition on 4,, 52, c), and cz so that the following system is completely 
controllable and observable. 


oe) = Ax(t)+Bu(t) y(t) = Cx(z) 


a= 4 B= || C=[d dy] 


10-50. The schematic diagram of Fig. 10P-50 represents 4 control system whose purpose is to hold 
the level of the liquid in the tank at a desired level. The liquid level is controlled by a float whose 
position A(t) is monitored. The input signal of the open-loop system is e(t). The system parameters 
and equations are as follows: 


Motor resistance R, = 100) Motor inductance L, = 0H 

Torque constant K; = 10 0z-in/A Rotor inertia J,, = 0.005 02-in.-sec” 
Back-emf constant K, = 0.0706 V/rad/sec Gear ratio 7 = N,/N2 = 1/100 
Load inertia J, = 10 oz-in,-sec” Load and motor friction = negligible 
Amplifier gain K, = 50 Area of tank A = 50 ft’ 
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: ar voi v N valves 
n 
& 
i: Sih gilt) 
€ 
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Tank A(t) 
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‘A 
Figure 10P-50 
; dO,,(t 
Cn (t) == Raia(t) + Kpom(t) Wm (t) is et ) 


Tin(t) = Kjla(t) = (Jn, + rsp) oe Ten) 


By (t) = nO, {t) 

The number of valves connected to the tank from the reservoir is NW = 10. All the valves have the 
same characteristics and are controlled simultaneously by @,. The equations that govern the volume 
of flow are as follows: 


qi(t) = K;N6,(t) = 10 ft? /sec-rad 
Jo(t) = Koh(t) = 50 ft*/sec 
volume of tank of tank _ 
as "area of tank — Lf lait?) — Golt) |r 


(a) Define the state variables as x,(t) = A(t}, x2(t} = @,,(8), and x3(t) = d@,,(0)/dt. Write the state 
equations of the system in the form of dx(t)/dt = Ax(t + BeAt). Draw a state diagram for the system. 


(b) Find the characteristic equation and the eigenvalues of the A matrix found in part (a). 
(c) Show that the open-loop system is completely controllable; that is, the pair [A, B] is controllable, 


(d) For reasons of economy, only one of the three state variables is measured and fed back for control 
purposes. The output equation is y = Cx, where C can be one of the following forms: 
dy C=[{f 0 OJ @C=[0 | O]@3)C=[0 0 1] 
Determine which case (or cases) corresponds to a completely observable system. 
10-51. The “broom-balancing” control system described in Problem 4-21 has the following parameters: 
M,=1kg Me =10kg L=1m_ g=32.2ft/sec* 
The small-signal linearized state equation model of the system is 
Ax(t) = A*Ax(t) + B*Ar(t) 


where 
0 1 0 0 0 
«2992. 0 0 0 : —Q.0732 
es 0 0 0 I ae 0 
—2.36 0 0 0 0.0976 
(a) Find the characteristic equation of A* and its routs. 


(b) Determine the controllability of [A*, B"). 


(c} For reason of economy, only one of the state variables is to be measured for feedback. 
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The output equation is written 
Ay(t) = C*Ax(t) 


where 
(1) C*=[1 0 0 OQ] (2) C*=[0 1 Q O] 
(3) C*=[0 0 1 0] (4) C* = (0 o 0 1] 


Determine which C* corresponds to an observable system. 


10-52. The double-inverted pendulum shown in Fig. 10P-52 is approximately modeled by the 
following linear state equation: 


dx({t) _ 
a as Ax(t) + Bu(t) 


where 

8 (2) 
G1 (t) 
G2{t) 

= ’ 

ate 62 (t) 
x(t) 
x(t) 
0 1 0 090 90 0) 
16 0 -8 0 0 0 —| 
0 0 0 1 0 90 0 

A Ae iO NE O20: Oe |b 
0 0 0 0 0 1 0) 
0 0 0 0 0 0 ] 


Figure 10P-52 


10-53. The block diagram of a simplified control system for the large space telescope (LST) is 
shown in Fig. 10P-53. For simulation and control purposes, model the system by state equations and 
by a state diagram. 


Gimbal 
controller 


Contral moment Vehicle 7 
eyrodynamics dynamics Vehicle 
pasition 


Figure 10P-53 
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(a) Draw a state diagram for the system and write the state equations in vector-matrix form. The state 
diagram should contain a minimum number of state variables, so it would be helpful if the transfer 
function of the system is written first. 


(b) Find the characteristic equation of the system. 


10-54. The state diagram shown in Fig, 10P-54 represents two subsystems connected in cascade. 


Figure 10P-54 


(a) Determine the controllability and observability of the system. 


(b) Consider that output feedback is applied by feeding back y to t¢2; that is, w2 = —ky,, where k is a 
real constant. Determine how the value of k affects the controllability and observability of the system. 
10-55. Given the system 

dx(t) 


a = Ax(?) + Bu(r) y(t) = Cx(t) 


a=| a B= |, C=[1 1] 


(a) Determine the state controllability and observability of the system. 


where 


(b) Let u(t) = ~Kx(f), where K = [k,k], and 4, and x2 are real constants. Determine if and how 
controllability and observability of the closed-loop system are affected by the elements of K. 
10-56. The torque equation for part (a) of Problem 10-21 is 
a(t 
J as = Krd)0(t) + Tsd28(t) 


where Kd, = 1 and J = 1. Define the state variables as x, = 6 and x» = d0/dt. Find the state- 
transition matrix #(7) using any available computer program, 


10-57, Starting with the state equation dx(t)/dt = Ax(t) +- B@, obtained in Problem 10-22, use 
ACSYS/MATLAB or any other available computer program to do the following: 
(a) Find the state-transition matrix of A, (7%). 


(b) Find the characteristic equation of A. 
{c) Find the eigenvalues of A. 


(d) Compute and plot the unit-step response of y(t) = 0,(¢) for 3 seconds. Set all the initial conditions 
to zero. 


10-58. The block diagram of a control system with state feedback is shown in Fig. 10P-58. Find the 
real feedback gains k,, X2, and £3 so that: 


Figure 10P-58 
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The steady-state error e,, (et) is the error signal] due to a step input is zero. 
The complex roots of the characteristic equation are at —1 + j and —! — /. 


Find the third root. Can all three roots be arbitrarily assigned while still meeting the steady-state 
requirement? 


10-59. The block diagram of a control system with state feedback is shown in Fig. 10P-59(a), The 
feedback gains k;, kz, and k3 are real constants, 


Figure 10P-59 


(a) Find the values of the feedback gains so that: 


The steady-state error ¢,, [e(f) is the error signal] due to a step input is zero. 
The characteristic equation roots are at —1 + j/, —1 —/j, and —10. 


(b) Instead of using state feedback, a series controller is implemented, as shown in Fig. 10P-59(b). 
Find the transfer function of the controller G(s) in terms of &,, 2, and k3 found in part (a) and the 
other system parameters. 


10-60. Problem 9-39 has revealed that it is impossible to stabilize the broom-balancing control 
system described in Problems 4-21 and 10-51 with a series PD controller. Consider that the system is 
now controlled by state feedback with Ar(¢}) = —Kx(7), where 


K=(k) kp ks ky) 


(a) Find the feedback gains &,, ka, &3, and ks so that the eigenvalues of A* — B”K are at —1 +./, —1 — 
j, —10, and —10. Compute and plot the responses of Ax,(t), Axa(f), Av3(Z), and Ax,(2) for the initial 
condition, Ax,(0) = 0.1, A@(0) = 0.1, and all other initial conditions are zero. 


(b) Repeat part (a) for the eigenvalues at —2 + 72, —2 — j2, —20, and —20. Comment on the 
difference between the two systems. 


10-61. The linearized state equations of the ball-suspension control system described in 
Problem 4-57 are expressed as 
Ax(t) = A* Ax(r) + B*Ai(s) 
where 
0 l 0 0 
F152 -005 -1846 0 _ | —6.55 
0 0 0 l 
ta (¥. 


—37.2 0 37.2 I —6,55 
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Let the control current Ai(t) be derived from the state feedback A(t) = —KAx(t), where 
K=([ki ko kg ka | 


(a} Find the elements of K so that the eigenvalues of A* — B’K are at —1 + 7, —1 ~ j, —10, and —10. 


(b) Plot the responses of Ax,(t) = Ay,(t) (magnet displacement) and Ax3(t) = Ay2(t) (ball 
displacement) with the initial condition 


0.1 
0 
0 
0 


Ax(0) = 
(c) Repeat part (b) with the initial condition 


Ax(0) = | 4 


0 


Comment on the responses of the closed-loop system with the two sets of initial conditions used in (b) 
and (c). 


10-62. The temperature x(z) in the electric furnace shown in Fig. 10P-62 is described by the 
differential equation 

dxit 

ao) = —2x(t) + u(t) + n(t) 
where u(¢) is the control signal, and (2) the constant disturbance of unknown magnitude due to heat 
loss. It is desired that the temperature x(t) follows a reference input r that is a constant. 
(a) Design a control system with state and integral control so that the following specifications are 
satisfied: 


lim x(f} = r = constant 
f+ & 


The eigenvalues of the closed-loop system are at —10 and —10. 
Plot the responses of x(t) for ¢ > 0 with x = 1 and w(t) = —1, and then with r = 1 and v(t) = 0, all with 
x(Q) = 0. 


(b) Design a PI controller so that 


E(s) = R(s) — X{s) 


where R(s) = R/s. 
Find Kp and K; so that the characteristic equation roots are at —10 and —10. Plot the responses of x(f) 
for ¢ > 0 with r = I and a(t) = —1, and then with r = 1 and n(@z) = 0, all x(0) = O. 


Furnace 


Figure 10P-62 


Problems = 771 


10-63. The transfer function of a system is given by 


10 
(s + 1)(s + 2)(s +3) 


Find the state-space model of the system if: 


G(s) = 


a1 =y 
x2 = X| 
x3 = x2 
Design a state control feedback u=—KXx so that the closed-loop poles are located at 


gs —2+ j2/3, 5 = —2 — j2V3, and s = —10 

10-64. Fig. 10P-64 shows an inverted pendulum on a moving platform. 

Assuming M = 2 kg, m = 0.5 kg, and /= 1 m. 

(a) Find the state-space model of the system if xy = 0,x2 = 6,x3 =x,x4 = 4%, yp =x] = 9, and 

Y2=*3=4% 

(b) Design a state feedback control with gain —K so that the closed-loop poles are located at 
= —4+4+4j,s=—4—-—4j, 5 = 210, and s = 210 


Motor 


Figure 10P-64 


10-65. Consider the following state-space equation of a system: 


fal-[% “s}{&]+[i} 


(a) Design a state feedback controller so that: 
(i) The damping ratio is ¢ = 0.707. 
(11) Peak time of the unit-step response is 3 sec. 


(b) Use MATLAB to plot the step response of the system and show how your design meets the 
specification in part (a). 


10-66. Consider the following state-space equation of a system: 


x 1 —-l1 -2 -2 x] 2 
xo|=!]0 -1 #1 xo| + /O]u 
x3 1 O —1 |] x3 ] 


(a) Design a state feedback controller so that: 
(i) Settling time is less than 5 sec (1% settling time). 


(ii) Overshoot is less than 10%. 
(b) Use MATLAB to verify your design. 
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10-67. Fig. 10P-67 shows an RLC circuit. 


(a) Find the state equation for the circuit when y(2) is an input, i(¢) is an output, and capacitor voltage 
and the inductor current are the state variables. 


(b) Find the condition that the system ts controllable. 
(c) Find the condition that the system is observable. 


(d) Repeat parts (a), (b), and (c) when 1(2) is an input, the voltage of the R2 is output, and capacitor 
voltage and the inductor current are the state variables. 


f(t) 
—Pr 


V(t) 


Figure 10P-67 
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A 
Absolute acceleration control system (Quarter 
Car Modeling Tool), 361 
Absolute stability, 72 
ac control systems, 12-13 
with potentiometers, 192, 193 
ac motors, 12, 193, 198. See also dc motors 
ac signals, 191, 192 
Acceleration. See a/so Translational motion 
angular, 157, 159 
symbol/units, 151 
translational motion and, 148 
Accelerometer, 242-243 
Accumulators, 182. See also Fluid capacitance 
ACSYS (Automatic Control Systems 
software), 488. See also MATLAB; 
SIMLab; Virtua) Lab 
aircraft attitude-control system and, 632- 
644 
applet, 341 
frequency-domain plots and, 26 
purpose of, 223, 319, 320 
sun-seeker control system and, 645-647 
tfcal, 86 
tfsym tool, 54, 77, 84-85, 86, 744, 748-750, 
754 
Active filter 
minor-loop feedback controller with, 603- 
604 
second-order, 579-580 
Actuating signals, 2 
Actuators, 105, 107, 108 
double-acting single rod, 605-606 
ideal, 606 
linear, modeling, 605-606 
models of, 289 
Addition of poles to G(s)H(s), root-locus 
diagrams and, 385-387 
Addition of zeros to G(s}A(s), root-locus 
diagrams and, 387--393 
Adiabatic process, reversible, 184 
Air, as ideal gas, 215 
Air flow, through pipe with orifice, 187 
Aircrait. See also Attitude-control system; 
Position-control system 
fly-by-wire control system of, 216 
motion equations of, 229-230 
Aircraft turboprop engine, 135 
signals of, coupling between, 143, 144 
Air-flow system, temperature control of, 243—- 
244 
Algebra/manipulation mies, for SFGs, 123- 
124 


Amplifiers. See also Operational amplifiers 
de motor model and, 340 
dead zone and, 272 
saturation and, 11, 216, 272, 337, 340, 346, 
347, 348, 349, 351, 352, 368, 369 
Analogies, 213-216 
mechanical/electrical components, 213-214 
mechanical/thermal/fluid systems and 
electrical equivalents, 215-216 
pneumatic system, 214-215 
RLC network and, 213-216 
single-tank liquid-level system and, 215- 
216 
Analytic function, 20 
Angles of asymptotes, of root foci, 378-379, 
381 


Angles of departure/arrival, of root loci, 380, 
382 
Angular acceleration, 157, 159 
Angular displacement, 157, 159 
Angular velocity, 157, 159 
Antenna contro] system, of solar collector 
field, 137 
Anticipatory control, 496. See also PD 
(proportional-derivative) controllers 
Antiwindup protection, 177 
Armature-controlled dc motor, 338-339, 358- 
359 
block diagram of, 222, 290 
position control of, 292-293 
speed control of, 291-292 
Asymptotes, 378 
angles of, of root loci, 378-379, 381 
intersect of, 379, 331 
Asymptotic plots. See Bode plots 
Asymptotic stability, 75—76 
Altitude-control] system (aircraft), 216-217, 
295-296, 498-505. See also Position- 
control system 
ACSYS/MATLAB tools and, 632-644 
block diagram of, 217 
forward-path transfer function of, 498 
frequency-domain design, 503-505, 
509-511, 520-523, 526-528, 
531-532 
PD controller and, 498-505, 506-511 
PI controller and, 516-528 
PID controller and, 529-532 
root loci of, 302 
steady-state response of, 304 
system parameters, 216 
third-order, 300—304 
time response of, 300-304 


time-domain design, 498-503, 506-508, 
516-520, 529-530 
transfer-function block diagram of, 217 
transient response of, 301 
unit-ramp responses of, 299 
unit-step responses of, 295, 303, 501 
Attitude-control system (guided missile), 232— 
23 
Automatic Control Systems software. See 
ACSYS 
Automobiles. See a/so Quarter-car model 
high performance real-time control of, 4 
idle-speed control system, 4, 239-240 
intelligent systems in, 3-4 
steering control of, 4 
Auxiliary equation, 81 


5 
Back emf (back electromotive force), 199, 
202, 203, 204 
electric friction and, 204 
Back emf constant, 202, 204, 216, 223, 245, 
246, 247, 344, 599, 659, 666, 738, 765 
torque constant v., 204-205 
Racklash, 11-12, 164 
gear, 164, 216, 340, 368 
input-output characteristic of, 164 
physical model of, 164 
Quarter Car Modeling Tool and, 361 
Ball and beam system, 228-229 
lever arm, 228, 483, 665 
Ball bearings, in spacecraft systems, 151 
Ball-suspension control system, 250, 251 
Bandwidth (BW) 
feedback and, 11, 15 
prototype second-order system and, 416— 
418 
specification, 412-4153 
Belt and pulley, 161, 162 
BIBO (bounded-input, bounded-output) 
stability, 73-74 
Block diagrams, 104-118 
antenna control system (of solar collector 
field), 137 
armature-controlled de motor, 222, 290 
attitude-control system of aircraft, 217 
closed-loop idle-speed control system, 7 
control system with conditional feedback, 
144 
dc-motor control system, 105, 203 
digital autopilot for guided missile control, 
14 
electric train control, 138 
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Block diagrams (Continued ) 
elements of, 106-107 
feedback control systems, 109, 136-137 
gain formula and, 128-129 
general control system, 106 
heating system, 104 
idle-speed control system, 5 
mass-spring-friction system, 152, 
133, 155 
mathematical equations and, 109-113 
MATLAB tools and, 129-132 
motor-control system with tachometer 
feedback, 102 
of multi-input systems (with disturbance), 
115-117 
of multivariable systems, 117-118, 674-676 
open-loop control system, 6 
potentiometer, 191 
problems/exercises for, 134-138 
reduction, 113-115 
references for, 133, 134 
RLC network, 166 
sampled-data control system, 13-14 
sensing devices (of control systems), 
107 
SFG, of control system, 129 
SFGs v., 119, 125 
speed-control system, 581 
sums/differences of signals in, [73-174 
sun-seeker control system, 220, 537 
transfer functions from, MATLAB and, 
129-132 
of transfer functions in parallel, 108 
of transfer functions in series, 108 
Blocks, 106 
Bode diagrams, 77-78 
of aircraft position-control system, 467 
of phase-lag controller, 565 
of PI controller, 515 
“bode” function, 33, 41, 43 
Bode plots (corner plots/asymptotic plots), 26, 
32-43 
advantages of, 455 
of constant K, 34, 35 
disadvantages of, 456 
gain margin on, 456 
gain-crossover point and, 47 
of L{s), 457 
of (jw)”, 36 
PD controllers and, 497 
phase curve of, 48 
phase margin on, 456 
phase-crossover point and, 47 
of phase-lag system, 571 
of phase-lead controller, 535-536, 552 
poles/zeros at origin and, 34-36 
pure time delays and, 42-43, 458-459 
quadratic poles/zeros and, 39-41 
simple pole, 1/(1+-/w7), 39 
simple zero, 1+jwT7, 37-38 
slope of the magnitude curve of, 459-462 
stability analysis with, 455-459 
of sun-seeker system, 552, 557 
time delays and, 42-43, 458-459 
Bounded-input, bounded-output stability. See 
BIBO stability 


Branch point, 108 
relocation, 113, 114 
Branches, on root loci, 378, 381 
Breakaway points (saddle points), on root loci, 
380-381, 382 
British units, 148, 204 
Broom-balancing system, 233-234 
Brushless PM de motors, 201 
Bulk modulus, 182 


C 
Capacitance, 182. See also RLC network 
electrical, 172 
fluid, 181 
heat transfer and, 177 
pneumatic systems, 182-183 
RC circuit systems and, 63, 171-172 
units for, 172, 179, 189 
Capacitors, 165 
Cart, inverted pendulum on, 227-228 
Cartesian coordinate frame, 16, 17 
Cascade compensation, 489, 490 
Cascade decomposition, 712-713 
Causal system, 53 
Cause-and-effect relationships, 8. See also 
Feedback 
Centroid, 379. See alse Asymptotes 
Characteristic equations, 71, 695 
from differential equations, 695-696 
roots of, stability and, 74 
from state equations, 696 
from transfer functions, 696 
Charge, units for, 172 
Circles, constant-Af, 464, 465 
Circuit systems. See RC circuit systems 
Closed-loop acceleration control (quarter-car 
model), 359-360, 366-367 
Closed-loop control systems. See Feedback 
control systems 
Closed-loop frequency response, of aircraft 
position-control system, 469 
Closed-loop idle-speed control system, 7 
Closed-loop position control (quarter-car 
model}, 221-222, 359 
Closed-loop relative postition contro] 
(quarter-car model), 365-366 
Closed-loop transfer function 
poles added to, 307-308 
steady-state error and, 266-270 
zero added to, 308-309 
Comparators, 105, 106, 107, 109 
relocation, 113, 114 
Compensated phase-lag system 
Bode plot of, 571 
root loci of, 564 
Compensated sun-seeker system 
Bode plots of, 557 
unit-step responses of, 568 
Compensation, 489 
cascade, 489, 490 
feedback, 489, 490 
feedforward, 490-491 
series, 489, 490 
serics-feedback, 489, 490 
state-feedback, 489, 490 
Completely controllable process, 716 


Completely state controllable, 717 
Complex convolution (real muitiplication), 56, 
57 
Complex multiplication. See Real convolution 
Complex numbers, 16-18 
polar form of, 17 
properties of, 18 
rectangular form of, 16, 17 
Complex s-plane, 18, 19 
Complex shifting (theorem), 56 
Complex variables, 18-26 
functions of, 19-26 
imaginary component of, 18 
MATLAB commands and, 25 
problems/exercises for, 93 
real component, 18 
references for, 92 
Complex-conjugate poles, 61 
Conditional feedback (block diagram), control 
system with, 144 
Conditionally stable system, 459-462, 555 
Conduction, 178 
Configuration Parameters, 343 
Conjugate, of complex numbcr, 17 
Conservation of mass, 181, 182, 185, 188, 606 
pneumatic systems and, 182 
Conservation of volume, 181, 182 
Constant K, 34, 35 
Constant pressure, 183 
Constant temperature, 183 
Constant volume, 183 
Constant- circles, 464, 465 
Constant-M loci, 463-470 
Constants. See also Back emf constant; Time 
constant 
electrical time, amplifier-motor system and, 
217, 294 
error, 265 
low-time, 198 
mechanical time, motor-load system and, 
217, 294 
motor electric-time, 290, 359 
motor-mechanical time, 291 
multiplication by a constant (theorem), 54, 
56 
spring, 149, 151, 159 
tachometer, 195 
torque, 202, 204, 216, 223, 245, 247, 249, 
339, 599, 659, 666, 668, 738, 757, 765 
torsional spring, 158 
Continuous-data control systems, 12-13 
time response of, 253~254 
Control lab, 337-371 
SIMLab, 223, 340-344 
virtual experimental system, 338-340 
Virtual Lab, 223, 340-344 
Control Parameters window, 363 
Control system design, 487-672. See alse 
Frequency-domain design; Time-domain 
design 
controller configurations, 489-491 
design specifications, 487-489 
Experiment 5, 355-356 
feedforward controllers and, 588-590 
forward controllers and, 588-590 
fundamental principles of, 491-492 


hydraulic control system, 605-617 
lead-lag controller and, 574-576 
minor-loop feedback control, 601-604 
PD controller and, 492-511 
phase-lag controller and, 561-574 
phase-lead controller and, 532-561 
PI controller and, 511-528 
PID controller and, 528-532 
pole-zero-cancellation design in, 576-588 
robotic-arm-joint (controller design), 617- 
630 
robust, 590-601 
three steps for, 487 
Controt System Toolboxes. See Toolboxes 
Control systems. See alse Attitude-control 
system; Feedback control systems; 
Frequency-domain analysis; Linear 
control systems; Nonlinear control 
systems; Sun-seeker control system; 
Time-domain analysis 
ac, 12-13, 192, 193 
applications of, 2-6 
ball-suspension, 250, 251 
block diagram, 106 
block diagram/SFG of, 129 
components of, 2 
with conditional feedback (block diagram), 
144 
continuous-data, 12-13 
controllability of, 714-719, 721-725 
de, 12-13, 105, 137, 192 
definition of, 1 
digital, 14 
discrete-data, 13-14 
frequency-domain analysis of, 409-486 
importance of, 1 
objectives of, 1, 2 
open-loop, 5—7, 109 
with PI controller, 317 
printwheel, 231, 246, 329 
robust, 590-601 
rotary-to-linear motion, 161 
sampled-data, i4 
sensitivity and, 9-10 
SFG/block diagram of, 129 
with state feedback, 715 
sun-tracking, 4-6 
time-domain analysis of, 253-336 
Control volume, net mass flow rate and, 181. 
Controllability, 744-719, 721-725 
control system with state feedback, 715 
general concept of, 716 
invariant theorems on, 723-725 
observability and, 714, 715 
state, 716-717 
testing methods for, 717-719 
transfer functions/observability, 
relationship among, 721-723 
Controllability canonical form (CCP), 692, 
701-703 
direct decomposition to, 708-709 
Controllability matrix, 702 
Controllable process, completely, 716 
Controlled process, 6 
Controlled variables, 2 
Controller design projects 


quarter-car model, 357-367 
robotic arm, 354-357 
Controller Design Tool, 86, 631 
Controllers, 7, 107. See aiso PD controllers, PI 
controllers; PID controllers 
feedforward, 588-590 
forward, 588-590 
lead-lag, 574-576 
minor-loop feedback, 601-604 
notch, 581-588 
P, 617-621 
phase-lag, 561-574 
phase-lead, 532-561 
robust, 590-601 
Convection, 178-179 
fluid-boundary, 178 
Conversion between translational/rotational 
motions, 161 
Conversion factors 
mechanical system properties and, 151 
thermal system properties and, 179 
Corner frequency, 37 
Corner plots. See Bode plots 
Coulomb friction, 150, 158 
coefficient, 150 
steady-state errors and, 273-274 
Critical point, 432, 434 
Cross-section view 
brushless PM dc motor, 201 
hot oil forging in quenching vat, 238 
iron core PM de motor, 200 
moving-coil PM de motor, 201 
surface-wound PM dc motor, 200 
Current, units for, 172 
Current Law, 165 
Cutoff rate, 413 
Cylindrical container, fluid flow into, 182 


D 
Damping ratio/damping factor (prototype 
second-order system), 277-278 
Damping term, 315, 499 
Dashpot, for viscous friction, 149, 150 
dB (decibels), 26, 32, 33, 452 
dc motor model (virtual experiments). See alse 
Robotic arm 
amplifier in, 340 
interfacing and, 340 
open-loop sine input and, 347-350 
open-loop speed, 345-247 
position control and, 352-354 
position sensor/speed sensor in, 339-340 
simulation and, 345-354 
speed control and, 350-352 
system parameters, 339 
de (direct-current) motors, 198-205. See also 
Permanent-magnet de motors 
armature-comtrolled, 222, 289-293, 338— 
339, 358-359 
operational principles of, 199 
sun-seeker control system and, 218, 220 
torque production in, 199 
de signals, [91 
dc-motor control systems, 12-13, 245, 246, 
247, 248 
block diagram, 105, 203 
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with integral controller, 738-740 
with nonzero initial conditions, SFG of, 203 
with potentiometers, 192 
problems/exercises for, 137 
with transfer functions and amplifier 
characteristics, 105 
Dead zone 
amplifier with, 272 
gear trains and, 164 
Simulink Library Browser and, 349 
Decades, 34 
Decibels (dB), 26, 32, 33, 452 
Decompositions (of transfer functions), 678, 
707-7 14 
cascade, 712-713 
direct, 707-712 
parallel, 713-714 
Delay time, 257, 283-285, 488 
Derivative control, 176, 496. See a/so PID 
controllers 
Design aspects of root loci, 385-393 
Design projects. See aiso Control system 
design 
quarter-car model, 357-367 
robotic arm, 354—357 
Diagonal canonical form (DCF), 704—705 
Diagrams. See also Block diagrams, Free- 
body diagrams; Modeling; Signal-flow 
graphs 
Bode, 77-78 
gear trains, 162 
motor-load system, 232 
Nyquist, 29 
op-amps, 173 
rotary incremental encoder, 196 
rotational mechanical system, 159 
state, 133, 673, 676-681 
state-flow, 138, 145, 231, 234 
sun-seeker control system, 218 
Differential equations, 49-52 
characteristic equations from, 695-696 
first-order, 50 
high-order, state equations and, 691-693 
integro-, 49 
linear ordinary, 49, 62-67 
nonlinear, 49 
for pendulum, 49 
problems/exercises for, 94 
RC circuit and, 171-172 
RLC network and, 49 
second-order, 49 
state diagrams from, 678-679 
Differentiation (theorem), 54, 56 
Digital autopilot, for guided missile control, 14 
Digital control systems, 14 
Dirac delta function, 68 
Direct decomposition, 707-712 
to CCF, 708-709 
to OCF, 709-712 
Direct-current motors. See dc motors 
Discrete-data control systems, 14 
Displacement, 148. See aéso Translational 
motion 
angular, 157 
Distance (symbol/units), 151 
Distributed mass systems, 148 
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Disturbance, 105 
heat loss, 104 
multi-input systems (block diagram) with, 
115-117 
noise and, 10-11 
Disturbance input, system with, 260 
Disturbance rejection, 487 
Disturbance vector, 682 
Disturbance-open loop response, 289 
Divider, voltage, 171-172 
Dominant poles/zeros of wansfer functions, 
311-314 
Dominant roots, 301 
Double-tank liquid-level system, | 86-187, 242 
Drive-by-wire technology, 3 
Driver assist systems, 3 
Dry friction, rolling, 150-151 
Dual-channel incremental encoder, 197-198 
one cycle of output signals of, 198 
signals, in quadrature, 196, 197 
Dynamic equations, 682 
Dynamic systems, 147. See also Electrical 
systems; Fluid systems; Mechanical 
systems, Modeling, Pneumatic systems; 
Thermal systems 
with transportation lag, 205-207 


E 
Eigenvalues, 697 
Eigenvectors, 697-698 
generalized, 698-699 
Electric circuit representation, of 
potentiometer, 190 
Electric friction, 204. See also Back emf 
Electric train control (block diagram), 138 
Electrical circuits, 235 
Electrical elements 
active, 172-177 
passive, 165 
Electrical networks 
examples, 165-172 
modeling of, 165-172 
problems, SFGs and, 141-142 
state equations of, 167, 168-169 
state variable analysis of, 134 
Electrical schematics, RLC network, 166 
Electrical systems. See alsa Operational 
amplifiers 
equivalents, fluid systems and, 215-216 
equivalents, mechanical systems and, 215 
equivalents, thermal systems and, 216 
modeling of, 165-172 
op-amps, 172-177 
properties, 172 
simple, 165~—172 
Electrical time constant, amplifier-motor 
system and, 217, 294 
Electro-hydraulic valve, four-way, 606-611 
Electromechanical systems, 235-236, 289 
Electromechanical transducer, 189. See also 
Potentiometers 
Electromotive force. See Back emf 
Elementary heat transfer properties, 177~180 
capacitance and, 177 
rectangular object and, 180 
references for, 224 


Encirsclements 
defined, 428 
number of, 429 
Enclosures 
defined, 428 
number of, 429 
Encoders, 189. See also Sensors 
incremental, 195-198 
sensors and, 189 
Energy (units/symbols) 
electrical system, 172 
heat stored, 179, 189 
rotational mechanical system, 159 
Engine, turboprop, 135 
signals of, coupling between, 143, 144 
Equation of state, 182. See aise State equations 
Error, quantization, 273 
Error constants, 265. See also Steady-state 
errors 
Error signal, 108 
Estimator, 489 
Euhler formula, 17 
Evans, W. R., 372, 377. See also Root-locus 
technique 
Experiment control window, 342 
Experiment menu, 342 
Experiments. See also dc motor model 
1: Speed Control, 350-352 
2: Position Control, 352-354 
3: Open-Loop Speed, 345-347 
4: Open-Loop Sine Input, 347-350 
5: Control System Design, 355-356 
External disturbance, 10-1 1 


F 
Feedback, 8-11, 105. See also State feedback 
bandwidth and, 11, 15 
frequency responses and, !1 
impedance and, 11 
negative, 8 
noise and, 10-11 
overall gain and, 8~9 
positive, 109 
stability and, 9-10, 15 
transient responses and, 11 
Feedback compensation, 489, 490 
Feedback control systems (closed-loop contral 
systems), 7, 108-109, See also Linear 
control systems 
block diagram of, 109, 136-137 
classifications of, 11-14 
conditions for, 108 
configuration, 8 
frequency response of, 410-412 
gain-phase characteristics of, 412 
linear ¥. nonlinear, 11-12 
with noise signal, 10 
nonunity, 258, 265-272 
open-loop control systems y., 7 
with PD controller, 314—316, 493 
SFG of, 124 
state, 715, 728-729 
time-invariant v. time-varying, 12-14 
torque-angle curve of, 273 
with two feedback loops, 9 
unity, 260-261 


Feedback controller, minor-loop, 601-604 
Feedback loops 
negative, 109 
positive, 109 
unity, 109 
Feedback-path transfer function matrix, of 
multivariable feedback control system, 676 
Feedforward compensation, 490-491 
Feedforward compensators, sun-seeker system 
and, 589-590 
Feedforward controllers, 588-590 
Fin positions, of aircraft. See Position-control 
system 
Final-value theorem, 55-56 
First-order differential equations, 50 
First-order linear system, 62 
First-order op-amp configurations, 174-177 
First-order prototype systems, 63-64 
time constant and, 274 
time response of, 274-275 
unit-step response of, 274 
Fixed-configuration design, 489. See also 
Compensation 
Flow rate 
fluid volume, 185 
heat, 177, 178, 179 
mass, 181, 182, 184, 185, 187, 189 
volume, 181, 182, 189 
Flows, laminar, 184, 185 
Fluid capacitance. 181, 182 
Fluid continuity equation, 181 
Fluid forced through frictionless pipe, 184 
Fluid inductance, 184 
Fluid inertance, 184 
Fluid systems, 180-189. See a/so Pneumatic 
systems 
electrical equivalents for, 215-216 
incompressible, 181 
parameters in, 180-181 
properties, 180-189 
references, 224 
Fluid viscosity, 185 
Fluid volume fiow rate, 185 
Fluid-boundary heat convection, 178 
Fly-by-wire control system, 216 
Force {symbol/units), 151 
Force-mass system, 149 
Force-spring system, 149 
Forward compensators, sun-seeker system 
and, 589-590 
Forward controllers, 588-590 
Forward path, 122 
Forward-path gain, 122 
Forward-path transfer function 
Bode plots of, in third-order sun-seeker 
control system, 552 
pole added to, 305-307, 424-426 
of second-order aircraft attitude control 
system, 498 
third-order system with, 425 
unit-step responses of second-order system 
with, 423 
zero added to, 309-311, 418-424 
Forward-path tansfer function matrix, of 
multivariable feedback control system, 
676 


Four-way electro-hydraulic valve, 606-611 
input voltage/main spool displacement 
relationship in, 610-611 
liberalized flow equations for, 608-610 
main valve schematic in, 608 
orifice equation and, 607-608 
rectangular valve-~port geometry in, 609 
two-stage valve block diagram, 6] 1 
Free-body diagrams (FBDs) 
broom-balancing system, 233 
electrical circuits (exercise), 235, 236 
prain scale, 251 
inverted pendulum on cart, 227, 228 
mass-spring-daimnper system, 154 
Mmass-spring-friction system, 151 
moior-load system, 160 
Newton’s law of motion and, 148 
rotational system, 158, 159 
spring-supported pendulum and, 209 
train exercise, 226 
2-DOF spring-mass system, 156 
Frequency 
gain-crassover, 453 
phase-crossover, 451 
Frequency response function, 26 
Frequency responses, 487 
of closed-loop systems, 410-412 
feedback and, 11 
step responses/Nyquist plots, correlation 
among, 450-451 
Frequency-domain analysis, 409-486 
crux of, 410 
frequency response of closed-loop systems, 
410-412 
sensitivity studies and, 470-472 
time-domain analysis v., 409 
transfer function and, 409-410 
Prequency-domain design 
frequency-domain characteristics in, 492 
notch controller and, 586-588 
PD controllers and, 496-497, 503-511 
performance specifications, 487, 488 
phase-lag controllers and, 563-566, 569- 
572 
phase-lead controllers and, 535-537, 543— 
548, 551-554 
PI controllers and, 514-516, 526-528 
pole-zero-cancellation and, 580-581 
second-order aircraft attitude control 
system, 503-505, 520-523 
third-order aircraft attitude control system, 
509-511, 526-528, 531-532 
third-order sun-seeker control system and, 
551-554 
time-domain design v., 488, 492 
Frequency-domain plots, 26-48 
computer-aided construction of, 26-27 
problems/exercises for, 93-94 
Frequency-domain specifications, 412-413 
bandwidth, 412-413 
cutoff rate, 413 
resonant frequency w,, 412, 413-416 
resonant peak M,, 412, 413-416 
Friction. See afse Mass-spring-friction system 
Coulomb, 150, 158, 273-274 
electric, 204 


gear train with, 163 
rolling dry, 150-151 
for rotational motion, 158-159 
static, 150, 158 
for translational motion, 149—150 
viscous, 149-150, 158 
Functions (of complex variable), 19-26. See 
also Poles; Transfer Functions; Zeros 
analytic, 20 
frequency response, 26 
single-valued, 19 
singularities of, 20 


G 
G(s} 
frequency response function of, 26 
polar plots of, 27—32 
polar representation of, 22-24 
G(s)A(s) 
addition of poles to, 385-387 
addition of zeros to, 387-393 
Nyquist criterion and, 434-435 
G(s}-plane, 19 
G2(s)H(s), 394, 396, 399, 400 
Gain crossover, 453 
Gain formula, 124—127 
block diagrams and, 128-129 
output nodes/noninput nodes and, [27-128 
SFGs and, 124-128 
simplified, 129 
Gain margin (GM), 46, 86, 451-453, 
487, 488 
on Bode plot, 456 
definition of, 451-452 
of nonminimum-phase systems, 452-453 
physical significance of, 452 
Gain and Phase Calculator, 350 
Gain-crossover frequency, 453 
Guin-crossover point, 46, 47 
Gain-phase characteristics 
of feedback control system, 412 
of ideal low-pass filter, 411 
Gain-phase plots 
of aircraft position-control system, 468 
of L{s), 462 
Gains, 109 
Gas flow, into rigid container system, 187-188 
Gas law, perfect, 183, 187 
Gas systems. See Pneumatic systems 
Gear backlash, 164, 216, 340, 368 
Gear trains, 162-164 
backlash in, 164, 216, 340, 368 
dead zone in, 164 
diagram, 162 
with friction/inertia, 163 
motor-load system and, 230 
Generalized eigenvectors, 698-699 
Grain scale, 251, 252 
Guided missile 
attitude control of, 232-233 
control, digital autopilot for, 14 


H 

Hardware in the loop simulation, 2 

Heat conduction flow, one-directional, 178 
Heat convection. See Convection 
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Heat exchanger system, 239, 250 
Heat flow rate, 177, 178, 179 
Heat loss, 104 
Heat radiation system, with directly opposite 
ideal radiators, 179 
Heat transfer problem, between fluid/insulated 
solid object, 180 
Heat transfer properties (elementary), 
177-180 
capacitance and, 177 
rectangular object and, 180 
references for, 224 
Heating systern (block diagram), 104 
High-order differential equations, state 
equations v., 691-693 
High-pass filter characteristics, of PD 
controllers, 496, 497 
Horsepower (hp), 204 
Hurwitz criterion. See Routh-Hurwitz criterion 
Hybrid powertrains, 3-4 
Hydraulic capacitance (symbo//units), 
189 


Hydraulic control system, 605-617. See alsa 
Robot-arm-joint system 
applications, 613-617 
double-acting single rod actuator in, 
605-606 
four-way electro-hydraulic valve in, 
606-61! 
modeling, 612-613 
P controllers for, 617-621 
PD controllers for, 621-626 
PI controllers for, 626-628 
PID controllers for, 628-630 
rotational system and, 615-616 
translational motion and, 613-615 
variable load and, 616-617 
Hydraulic diameter, 185 
Hydraulic generator system, 240-24 | 
Hydraulic resistance (symbol/units), 189 
Hydraulic servomoter, 242 


I 
Ideal gas, air as, 215 
Ideal linear actuators, 606, 612, 613, 618 
Ideal low-pass filter, 411 
Ideal op-amp, 173 
Ideal radiators, heat radiation system and, 179 
Idealized models, linear feedback control 
systems as, [1 
Idle-speed control system, 5 
automobile, 4, 239-240 
block diagram, 5 
closed-loop, 7 
open-loop, 7 
ilaplace command, 85 
Imaginary axis, intersection of root loci with, 
380, 382 
Imaginary component, of complex variable, 
! 


Impedance, feedback and, 11 

Impulse response, 67-69 

Incompressible fluid systems, 181-187 
inductance and, 184 
open-top cylindrical container and, 182 
resistance and, 184-185 
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Incremental encoders, 195-198. See also 
Encoders; Sensors 
dual-channel, 196—198 
linear, 196 
rotary, 196 
single-channel, 196, 197 
Inductance, See also RLC network 
Nuid, 184 
incompressible fluids and, 184 
units for, 172 
Inductors, 165 
Inertance, Auid, 184 
Inertia, 157. See aiso Load inertia 
gear train with, 163 
symbol/units, 159 
Initial states, 51 
Initial-value theorem, 55, 56 
Input node, 12] 
Input vector, 682 
Input voltage/main spool displacement 
relationship (four-way valve), 610-611 
Inputs, 2, 104 
Insignificant poles, steady-state response, 
313-314 
Insulated solid object/fluid, heat transfer 
problem between, 180 
Integral controllers, 176. See also PI 
controllers; PID controllers 
de-motor contro! system with, 738-740 
state feedback with, 735-741 
sun-seeker system and, 737-738 
Integration (theorem), 55, 56 
Integration operation, state diagrams and, 
677 
Integrator output magnitude, 177 
Integrodifferential equation, 49 
Intelligent systems, 2 
in automobiles, 3-4 
Interfacing, de motor model and, 340 
Intersect of asymptotes, 379, 381 
Intersection, of root loci with imaginary axis, 
380, 382 
Invariance properties, of similarity 
transformations, 700-701 
Invariant theorems, on controllability/ 
observability, 723-725 
Inventory-control system, 103 
Inverse Laplace transform, 54 
MATLAB and, 64 
by partial-fraction expansion, 57-62 
problems/exercises for, 97—99 
Inverted pendulum, on cart, 227-228 
Inverting op-amp configuration, 175 
Inverting op-amp transfer functions, 175-176 
lron-core PM de motors, 199-200 
Isentropic process, [84 
isobaric process, 183 
Isothermal process, 183 
lsovolumetric process, 183 


J 

(avy, 34-36 

Jerk function, 256 

Jordan blocks, 706 

Jordan canonical form (JCF), 706 
Junction points. See Nodes 


K 

K=-+ oo points, on root loci, 377-378, 381 
K=0 points, on root loci, 377-378, 381 

K values on root loci, calculation of, 382 
Kajman, E., 714 

Kirchoff's laws, 147, 165 


L 
L(s) plot 
Bode plot and, 457 
gain-phase plot and, 462 
Nyquist criterion and, 434-435 
Nyquist plot and, 444-449 
poles added to, 445-448 
zeros added to, 448-449 
Laminar flows, equations of resistance for, 
184, 185 
Laplace operator, 52 
Laplace transform, 52-57, See alse Inverse 
Laplace transform 
definition of, 52-53 
features of, 52 
linear Ordinary differential equations and, 
52, 62-67 
MATLAB and, 53 
one-sided, 52-53 
problems/exercises for, 94—97 
references for, 92 
theorems of, 54-57 
Laplace transforn table, 53, 54, 57, 62, 65, 97, 
276, 295, 298, 758 
Laser printers, 289 
Lead screw, 161 
Lead-lag controller, 574-576 
Lever 
gear train and, 162 
thermal, 237, 238 
throttle, 242 
Lever arm (ball and beam system), 228, 483, 
665 
Library Browser, Simulink, 349 
Light source (rotary incremental encoder), 196 
Linear actuators 
force balance equation for, 612 
modeling, 605-606, 612-613 
Linear control systems, 11-12. See also 
Nonlinear control systems 
block diagram of, 109 
characteristic equation of, 71, 74 
as idealized models, 11 
mathematical foundations for, [16-90 
nonlinear control systems v., 11-12, 15 
observability of, 714, 715, 719-725 
rotary-to-linear motion contro! systems, 161 
stability of, 72-73 
Linear incremental encoder, 196 
Linear motion potentiometer, 189, 190 
Linear ordinary differential equations, 49 
first-order prototype systems and, 63-64 
Laplace transform and, 52, 62-67 
procedure for solving, 62 
second-order prototype systems and, 64-67 
Linear spring, 149 
Linear variable differential transformer 
(LVDT), 359, 360 
Linearization (of nonlinear systems), 206-213 


state space approach and, 207-213 
Taylor series and, 207, 208 
Liquid-level system 
doubte-tank, 186-187 
single-tank, 185-186 
Load inertia, 160, 244, 246, 247, 290, 344, 765 
armature-controlled dc motor and, 289. 338 
printwheels and, 599 
variable, position-control system and, 599 
Load torque, 4, 5 
Loop gain, 122 
Loop Method, 165 
Loops, 122, 123. See also Feedback loops 
nontouching, {22 
phase-locked, 245 
Low-pass filter, ideal, 411 
Low-time-constant properties, 198 
Lumped mass models, 148 
LVDT (linear variable differential 
transformer), 359, 360 


M 
Magnetic-ball-suspension system, 211-213, 
725-728 
state feedback and, 731-733 
Magnification v. normalized frequency, of 
prototype second-order system, 415 
Magnitude phase, 9 
Magnitude-phase plane, constant-M loci in, 
463-470 
Magnitude-phase plot, 26, 44-46 
gain-crossover point and, 47 
phase-crossover point and, 47 
stability analysis with, 462-463 
Main spool displacement/input voltage 
relationship (four-way valve), 610-61 | 
Manipulation rules/algebra, for SFGs, 123- 
124 
Marginally stable/unstable, 76 
Mason, S. J., 119. See also Gain formula; 
Signal-flow graphs 
Mass 
conservation of, 181, 182, 185, 188, 626 
defined, 148 
distributed mass systems, 148 
lumped mass models, 148 
in polytropic process, 183 
symbol/units, 151 
Mass flow rate, 181, 182, 184, 185, 187 
symbol/units, 189 
volume flow rate v., 182 
Mass-spring-friction system, 151-153, 224 
block diagrams, 152, 153, 155, 156 
FBD of, 151 
SFG, 155 
Mathematical equations, block diagrams and, 
109-113 
Mathematical foundations (for linear control 
systems), 16-90 
Mathematical modeling. See Modeling 
MATLAB. See aiso Toolboxes 
aircraft aititude-control system and, 632- 
644 
block diagrams/SFGs and, 129-132 
“bode” function, 33, 41, 43 
complex variables and, 25 


development/availability of, 488 
frequency-domain plots and, 26 
inverse Laplace transform and, 64 
Laplace transforms and, 53 
*“nichols’’ function, 45 
Nyquist diagram and, 29 
pattial-fraction expansion and, 58-61 
phase/gain margins and, 46 
rise time and, 288 
role of, 2 
settling time and, 288 
SISO Design Tool, 363, 366, 367, 371, 634, 
635, 636, 638, 642 
stability tools, 85-90 
sun-seeker control system and, 645-647 
Symbolic Tool, 53, 64, 83, 84, 741, 748 
tfsvm tool, 54, 77, 84-85, 86, 744, 748-750, 
154 
time response and, 67 
unit impulse response and, 69 
velocity-control system and, 259 
zero-pole-gain models and, 21 
Matrices 
controllability, 702 
feedback-path transfer function matrix, 676 
forward-path transfer function matrix, 676 
state-transition matrix, 684-686 
vector-matrix representation of state 
equations, 682-684 
Matrix algebra, 16 
Maximum overshoot, 256-257, 280-283, 487, 
488 
Mechanical systems 
conversion between translational/rotational 
motions in, 161 
electrical equivalents, 215 
gear trains, 162-164 
modcling of, 148-164 
Newton’s second law of motion and, 147, 
148, 156, 157, 184 
rotational motion in, 157-160 
symbols/units/conversion factors, 151 
translational motion in, 148-157 
Mechanical time constant, motor-load system 
and, 217, 294 
Microradians, 258 
Minimal set, of variables, 51 
Minimum-phase transfer functions, 47-48 
Nyquist criterion for, 435-437, 440-444 
Minor-loop feedback controller, 601-604 
with active filter, 603-604 
rate-feedback and, 60:1-602 
sun-seeker system and, 603-604 
tachometer-feedback control and, 601-602 
Model Parameters window, 362 
Modeling. See a/so Block diagrams; de motor 
model; Signal-flow graphs 
of actuators, 289 
electrical elements {active), 172-177 
electrical elements (passive), 165 
electrical networks, 165-172 
electrical systems, 165-177 
fluid systems, 180-189 
hydraulic control system, 612-613 
linear actuators, 605-606, 612-613 
mechanical systems, 148-164 


of PM dc motors, 201-205 
references, 224 
tachometers, 195 
thermal systems, 177—180 
Modulus, bulk, 182 
Moment equation, 158, 210 
Morning sickness, 9-10 
Motion 
Newton's second law of, 147, 148, 156, 157, 
184 
rotational, 157-161 
translational, 148-157, 16] 
Motion equations, of aircraft, 229-230 
Motor blocks, SIMLab, 344 
Motor electric-time constant, 290, 359 
Motor-control system 
open-loop, 244 
with tachometer feedback, 102 
torque-angle curve of, 273 
Motor-load system, 159-160 
gear train and, 230 
schematic diagram of, 232 
Motor-mechanical time constant, 291 
Motors. See also de motors 
ac, 12, 193, 198 
servomotors, 13, 198, 242, 328, 331, 477 
voice-coil, 247 
Moveable-plate capacity, 235, 236 
Moving-coi! PM de motors, 200-201 
M,. See Resonant peak M, 
Multi-input systems with disturbance (block 
diagram), 115-117 
Mailtiple-order poles, 59-60 
Multiple-parameter variation. See Root 
contours 
Multiplication by a constant (theorem), 54, 56 
Multistage phase-lead coutroller, 555. See also 
Two-Stage phase-lead controller 
Multivariable feedback control system 
block diagram of, 675 
feedback-path transfer function matrix of, 
676 
forward-path transfer function matrix of, 
676 
Multivariable systems, 4, 71-72 
block diagrams of, 117-118, 674—676 
transfer functions of, 4, 71-72, 117-118, 
673-674 


N 
Natural undamped frequency, 278-280 


Negative feedback, 8 


Negative feedback loop, 109 
Net mass How rate, control volume and, 18] 
Newton's second law of motion, 147, 148, 156, 
157, 184 
Nichols chart, 44, 463-470 
of aircraft position-contro! system, 468 
nhonunity feedback control systems and, 
469-470 
“nichols” function, 45 
Node Method, 165-166, 170 
Nodes, 119 
input, 12} 
output, 12%, 127-128 
Noise, feedback and, 10-11 
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Nonfeedback systems. See Open-loop control 
systems 
Noninput nodes/output nodes, gain formula 
and, 127 128 
Nonlinear control systems, 49, 223. See also 
Linear control systems 
linear control systems y., 11-12, 15 
linearization of, 206-213 
Nonlinear differential equations, 49 
Nonlinear system elements, steady-state error 
and, 272-274 
Nonminimum-phase systems, GM of, 452- 
453 
Nonminimum-phase transfer functions, 
47-48 
Nontouching loops, 122 
Nonunity feedback control systems, 258, 265- 
266 
Nichols chart applied to, 469-470 
steady-state errors and, 266-272 
Normalized frequency v. magnification, of 
prototype second-order system, 415 
Notation. See Units/symbols 
Notch controllers, 581-588. See also Speed- 
control system 
frequency-domain design and, 586-588 
pole-zero-cancellation design with, 582-— 
584 
Notch filters, 576-588 
Number of branches, on root loci, 378, 381 
Numerical control machines, 289 
Nyquist diagram, 29 
Nyquist path, 433-434 
Nyquist plots 
advantages of, 455 
disadvantage of, 455 
gain crossover on, 453 
L(s) plot and, 444-449 
phase crossover on, 451 
root loci and, 437-439 
step responses/frequency responses, 
correlation among, 450-451 
Nyquist stability criterion, 29, 48, 77, 426— 
444, See also Root-locus technique; 
Routh-Hurwitz criterion 
critical point and, 432, 434 
fundamentals. 426-435 
generalized, 437 
G(s)H(s) plot and, 434-435 
L{s) plot and, 434-435 
minimum-phase transfer functions and, 
435-437, 440-444 
origination of, 429 
principles of the argument, 429-433 
root-locus technique v., 426, 437-439 
stability problern and, 427-428 


O 

Objectives, 1, 2 

Observability, 714, 715, 719-725 
controllability and, 714, 715 
definition of, 719-720 
invariant theorems on, 723--725 
testing methods for, 720 
transfer functions/controllability, 

relationship among, 721-723 
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Observability canonical form (OCF), 
703-704 
direct decomposition to, 709-712 
Observer, 489 
Octaves, 35 
Ohms, 172, 289, 339 
Ohm’s law, 165 
Oil well system, 241 
One degree of freedom (1-DOF) quarter-car 
model, 220, 221, 252, 357, 358 
One-directional heat conduction flow, 178 
One-sided Laplace transform, 52-53 
One-iank system. See Single-tank liquid-level 
system 
One-to-one mapping, 19 
Open-loop base excitation (quarter-car 
model), 221 
Open-loop control systems (nonfeedback 
systems}, 5-7, 109, See also Feedback 
control systems 
Open-loop motor-control system, 244 
Open-loop response, disturbance-, 289 
Open-loop sine input (virtual experiment), 
347-350 
Open-loop speed (virlual experiment), 345— 
347 
Open-top cylindrical container, fluid flow into, 
182 
Operational amplifiers (op-amps), 172-177 
configuration, inverting, 175 
exercises, 236-237 
first-order, 174-177 
ideal, 173 
input-output relationship for, 173 
issues with, 173 
PD controller and, 493 
phase-lead controller and, 543 
PT controller and, 512-513 
realization, of transfer function, 176-177 
schematic diagram of, 173 
and sums/differences of signals, 173~—174 
transfer functions, inverting, 175-176 
uses for, 172-173, 177 
Orifice equation, 607-608 
Outpnt equations, 51-52 
state diagrams from, 680-681 
Output nodes, 121 
noninput nodes, gain formula and, 127-128 
Output sensor, 108 
Output vector, 682 
Outputs, 2, 104 
state variables v., 51 
Overall gain, feedback and, 8-9 
Overshoot. See Maximum overshoot 


P 
P (proportional) controllers, 617-621 
Pade approximation, 206 
Parabolic-function input, 256 
steady-state error and, 263-264, 268 
Parallel decomposition, 713-714 
Parameter variations, sensitivity to, 487 
Partial-fraction expansion 
inverse Laplace transform by, 57-62 
references for, 92 
Passive electrical elements, modeling of, 165 


Passive suspension, quarter car model and, 
364-365 
Path gain, 122 
Paths, 122 
Payload, of space-shuttle-pointing control 
system, 102, 103 
PD (proportional-derivative) controllers, 314— 
316 
as anticipatory control, 496 
Bode plot and, 497 
design principle of, 496 
design with, 492-511 
disadvantage of, 496 
feedback control system with, 314~316, 493 
frequency-domain interpretation of, 496- 
497, 503-511 
high-pass filter characteristics of, 496, 497 
op-amp circuit realization of, 493 
for robot-arm-joint system, 621-626 
second-order aircraft attitude control system 
and, 498-505 
summary effects of, 497 
third-order aircraft attitude control system 
and, 506-511 
time-domain interpretation of, 494-496, 
498-505 
Pendulum 
differential equation for, 49 
inverted, on cart, 227—228 
spring-supported, 209-211 
Perfect gas law, 183, 187 
Permanent-magnet (PM) de motors 
brushless, 201 
classifications of, 199-20] 
control system, 763-764 
iron-core, 199-200 
modeling of, 201-205 
moving-coil, 200-201 
surface-wound, 200 
Permanent-magnet technology, 198 
Phase crossover, 451 
Phase margin (PM), 46, 86, 453-455, 487, 
488. See also Gain margin 
on Bode plot, 456 
definition of, 453 
Phase-crossover frequency. 451 
Phase-crossover point, 46, 47 
Phase-lag controller, 533, 561-574 
Bode diagram of, 565 
compensated system, 564, 571 
design strategies for, 562 
frequency-domain design of, 563-566, 569- 
572 
pole-zero configuration of, 561 
speed-control system and, 584 
sun-seeker system and, 566—572 
third-order sun-seeker system and, 572-574 
time-domain design of, 561-563, 566-569 
uncompensated system, 564, 571 
Phase-lead controller, 532-561 
Bode plot of, 535-536 
effects of, 554 
frequency-domain design of, 535-537, 543— 
548, 551-554 
limitations of, 555 
multistage, 555 


op-amp-circuit realization of, 543 
pole-zero configuration of, 534 
single-stage, 555 
sun-seeker control system and, 537-548 
third-order sun-seeker control system and, 
548-554 
time-domain design of, 534-535, 537-543, 
548-551 
two-stage, 555-559 
Phase-locked loops, 245 
Phase-variable canonical form (PVCF), 692 
Physically realizable system, 53 
PI (proportional-integral) controllers, 316-319 
advantages/disadvantages of, 516 
Bode diagram of, 515 
control system with, 317 
design with, 511-528 
frequency-domain design of, 514-516, 520- 
523 
op-amp circuit realization of, 512-513 
pole-zero configuration of, 317-318, 514 
prototype second-order system with, 511- 
512 
for robot-arm-joint system, 626-628 
second-order attitude control system and, 
516-523 
speed-control system and, 584-585 
third-order attitude-control system and, 
523-528 
time-domain design of, 513-514, 516-520, 
523-528 
PID (proportional, integral, derivative) 
controllers, 176, 492 
design with, 528-532 
implementation of, 176-177 
for robot-arm-joint system, 628-630 
role of, 304-305 
third-order attitude-control system and, 
§29-532 
Pinion, rack and, 161 
Pipe 
with fluid resistor, incompressible fluid flow 
through, 184 
frictionless, fluid through, 184 
with orifice, air fiow through, 187 
Piston system. spring-loaded, 182-183 
Plant, 107 
Plotting tutorial, 647-648 
Pneumatic systems. See a/so Fluid systems 
capacitance in, 182—183 
conservation of mass and, 182 
conservation of volume and, 182 
gas flow into rigid container system, 187— 
188 
perfect gas law and, 183, 187 
properties, 180-189, 224 
resistance and, 187 
spring-loaded piston system, 182-183 
time constant of, 214-215 
with valve and spherical rigid tank 
(analogy), 214-215 
Polar form, of complex numbers, 17 
Polar plots, 26, 27- 32 
gain-crossover point and, 47 
phase curve of, 48 
phase-crossover point and, 47 


Polar representation, of G(s), 22-24 
Pole placement, 730 
Pole-placement design, 715 
through state feedback, 730-735 
Pole-zero configuration 
af G2(s)H2(s), 394, 396, 399, 400 
of phase-lag controller, 561 
of phase-lead controller, 534 
of PI controller, 317-318, 514 
Pole-zero-cancellation design, 576-588 
exact cancellation, 576 
frequency-domain design and, 580-58 | 
inexact cancellations, 577, 578 
with notch controller, 582~584 
second-order active filter, 579-580 
speed-control system and, 581-588 
Poles, 20 
added to L{s) plot, 445-448 
closed-loop transfer function with, 307-308 
definition of, 20 
dominant, of transfer functions, 311-313 
forward-path transfer function with, 305- 
307, 424-426 
graphical representation of, 21 
at origin, 34-36 
quadratic, 39-41 
simple, 20 
simple, 1/(1 + jw7), 39 
Polytropic exponent, 183 
Polytropic process, 183, 189 
Position control 
of armature-controlled de motor, 292-293 
dc motor model and, 352-354 
Position Control (virtual experiment 2), 352— 
354 
Position indicator, potentiometer as, 191 
Position sensor, dc motor model and, 339-340 
Position-control system (aircraft). See also 
Attitude-control system 
Bode diagrams of, 467 
case study, 216-217 
closed-loop frequency response of, 469 
gain-phase plots of, 468 
Nichols chart of, 468 
steady-state response and, 298 
time domain analysis of, 293-304 
unit-step response and, 294-297 
Position-control systems 
of electronic word processor, 136 
robust controllers and, 599-601 
with tachometer feedback, 195 
variable load inertia and, 599 
Positive feedback, 109 
Potentiometers, 189-194 
ac contro] system with, 192, 193 
block diagram representation of, 191 
dc-motor position-control system with, 192 
electric circuit representation of, 190 
linear motion, 189, 190 
as position indicator, 191 
rotary, 189, 190 
Power, units for, 172 
Power supply, within enclosure, 238 
Powertrains, hybrid, 3-4 
Pressure drop, 185 
Principles of the argument, 429-433 


equation form of, 431 
Nyquist criterion and, 429-433 
statement of, 430 
summary of outcomes of, 433 
Printers, laser, 289 
Printwheels, 197, 198 
control system, 231, 246, 329 
load inertia and, 599 
permanent-magnet dc-motor-control system 
and, 763, 764 
velocity of, 198 
Proper transfer functions, 71 
Proportional control, 492 
Proportional controllers. See P controllers 
Proportional gain, 176 
Proportional-derivative controllers. See PD 
controllers 
Proportional-integral controllers. See PI 
controllers 
Prototype first-order systems. See First-order 
prototype systems 
Prototype second-order systems. See Second- 
order prototype systems 
Pulley, belt and, 161, 162 
Pure time delays, Bode plots and, 42-43, 458- 
459 


Quadratic poles/zeros, 39-41 
Quadrature, dual-channel encoder signals in, 
196, 197 
Quantization error, 273 
Quantizer, 272, 273 
Quarter Car Modeling Tool, 360-364 
abSolute acceleration control system, 361 
backlash and, 361 
control window, 362 
Model Parameters window, 362 
saturation and, 361 
Quarter-car model, 220-222, 335 
closed-loop acceleration control, 359-360, 
366-367 
closed-loop position control, 221-222, 359 
closed-loop relative position control, 365- 
366 
design project 2, 357-367 
introduction to, 357-359 
1-DOF, 220, 221, 252, 357, 358 
open-loop base excitation, 221 
parameter values, 357 
passive suspension and, 364-365 
2-DOF, 220, 221, 358 


R 

Rack and pinion, 161 

Radiation, 179 

Ramp function, 255 

Ramp-function input, 255-256 
steady-state error with, 262-263, 268 

Rate-feedback, 601-602 

Rational functions, time-delay function and, 

206 

RC circuit systems 
capacitance and, 63, 171~172 
differential equation of, 170-171 
unit response of, 63 
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Reactor tank, 97 
Real axis, root Ioci on, 380, 381 
Real component, of complex variable, [8 
Real convolution (complex multiplication), 
56, 57 
Real multiplication. See Complex convolution 
Rectangular form, of complex numbers, 
16, 17 
Rectangular object, heat transfer problem and, 
180 
Rectangular output waveform, of single- 
channel encoder device, 196, 197 
Rectangular valve-port geometry, 609 
References 
block diagrams, 133, 134 
complex variables, 92 
elementary heat transfer properties, 224 
Auid/gas system properties, 224 
Laplace transform, 92 
modeling, 224 
partial-fraction expansion, 92 
SFGs, 133, 134 
stability, 93 
state variable analysis, of electric networks, 
134 
Regulator system, 7 
Relative damping ratio, 313 
Relative Position Time Response plot, 366 
Relative stability, 72, 449-455, 487 
gain margin and, 46, 86, 451-453 
phase margin and, 46, 86, 453-455 
slope of the magnitude curve of Bode plot 
and, 459-462 
Relocation 
branch point, 143, 114 
comparator, 113, 114 
Resistance. See also RLC network 
equations, for laminar flows, 184, 185 
incompressible fluids and, 184-185 
pneumatic systems and, 187 
RC circuit systems and, 63, 170-171 
thermal, 178 
turbulent, 185 
units for, 172, 179 
Resistance-inductance-capacitance network, 
See RLC network 
Resistors, 165 
Resonant frequency 1’, 
prototype second-order system, 413-416 
specification, 412 
Resonant peak M,, 487, 488 
prototype second-order system, 413-416 
specification, 412 
Results. See Outputs 
Reversible adiabatic process, 184 
Rigid container system, gas flow into, 
187-188 
Rise time, 257, 283-285, 288, 487, 488 
RLC (resistance-inductance-capacitance) 
network, 49, 165-166, 213, 772 
analogies and, 213-216 
block diagram representation, 166 
differential equation for, 49 
electrical schematics, 166 
modeling of, 165-166 
SFG representation, 166 
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Robot-arm-joint system, 249 
P controllers for, 617-621 
PD controllers for, 621-626 
PI controllers for, 626-628 
PID controllers for, 628-630 
schematic diagram, 605, 612 
Robotic arm (design project 1), 354—357 
control of, 354 
side view of, 355 
Robotics, 1, 2 
Robots, 289 
Robust controllers, 590-601 
position-control system and, 591-601 
sun-seeker system and, 591-599 
Robustness, 487, 590 
Rolling dry friction, 150-151 
Root contours (RC), 373, 393-400 
of sun-seeker control system, 540, 541, 570 
Root loci (RL), 86, 372 
angles of asymptotes of, 378-379, 381 
angles of departure/arrival of, 380, 382 
basic properties of, 373-377 
breakaway points (saddle points) on, 380- 
381, 382 
calculation of values of K on, 382 
of compensated phase-lag system, 564 
design aspects of, 385-393 
graphical construction of, 375-377 
and intersect of asymptotes, 379, 381 
intersection of, with iinaginary axis, 380, 382 
K==+ oo points on, 377-378, 381 
K=0 points on, 377-378, 381 
number of branches on, 378, 381 
Nyquist plot and, 437-439 
properties of, 377-385 
on real axis, 380, 381 
summarization of properties, 381-382 
of sun-secker system, 567 
symmetry of, 379 
of third-order attitude-control system, 302 
of uncompensated phase-lag system, 564 
Root sensitivity, 382-385 
Root-locus diagrams 
addition of poles to G(s)H(s), 385-387 
addition of zeros to G(s)A(s), 387-393 
Root-locus technique, 206, 372-408. See alse 
Nyquist stability criterion; Routh- 
Hurwitz criterion 
Nyquist stability criterion v., 426, 437-439 
Routh-Hurwitz criterion and, 426 
ROOTS command, 99 
Rotary disk, 196 
Rotary incremental encoders 
diagram, 196 
parts in, 196 
Rotary potentiometer, 189, 190 
Rotary-to-linear motion control systems, 161 
belt and pulley, [61 
lead screw, 161 
rack and pinion, 161 
Rotational mechanical system 
diagram, 159 | 
hydraulic control system and, 615-616 
motor-load system, 159-160 
properties, 159 
SFG representation, 160 


Rotational motion, 157-160 
friction for, 158-159 
transjational motion, conversion between, 
161 
Routh-Hurwitz criterion, 77, 78-84. See also 
Nyquist stability criterion; Root-locus 
technique 
problems/exercises for, 99, 100, 101, 102, 
103 
root-locus technique and, 426 
Routh-Hurwitz stability routine. See tfrouth 
Routh's tabulation, 79, 80, 81 


S 
Saddle points (breakaway points), on root loci, 
380-381, 382 
Sampled-data control systems, 14 
Sampler, 14 
Saturation, 11-12, 216, 272, 337, 340, 346, 
347, 348, 349, 351, 352, 368, 369 
dc motor model and, 346 
Quarter Car Modeling Tool and, 361 
Schematic diagrams. See Diagrams 
Screw, lead, 161 
Second-order active filter, 579-580 
Second-order attitude control system 
(aircraft), 295-296, 498-505. See also 
Attitude-control system 
forward-path transfer function of, 498 
frequency-domain design, 303-505, 520- 
523 
PD controller and, 498-505 
PI controller and, 516-523 
time-domain design, 498-503, 516-520 
Second-order differential equations, 49 
Second-order linear system, 62 
Second-order prototype function, 61 
Second-order prototype systems, 64-67 
BW and, 416-418 
damping ratio/damping factor and, 277-278 
delay time/rise time and, 283-285 
magnification y. normalized frequency of, 
415 
maximum overshoot and, 280-283 
natural undamped frequency and, 278-280 
with PI controller, 511-512 
resonant peak/resonant frequency, 413-416 
settling time and, 285-288 
transient response of, 275-288 
unit-step responses of, 276 
Second-order system, 49 
with forward-path transfer function, unit- 
step responses of, 423 
Sensing devices of contro] systems (block 
diagram), 107 
Sensitivity 
control systems and, 9-10 
to parameter variations, 487 
speed-control system and, 585-586 
studies, in frequency domain, 470-472 
third-order sun-seeker system and, 559-561 
Sensitivity function, 9-10, 470, 471, 472, 474, 
559 
Sensors, 104, 107, 189-195. See also Encoders 
encoders and, 189 
output, 108 


potentiometers, 189-194 
in rotary incremental encoder, 196 
tachometers, 194-195 
Series compensation, 489, 490 
Series-feedback compensation, 489, 490 
Servomechanisms, 289 
Servomotors, 13, 198, 242, 328, 331, 477 
Settling time, 257, 285-288, 487, 488 
Shift in time (theorem), 55, 56 
SI units. See Units/symbols 
Signal-flow graphs (SFGs), 119-129. See also 
State diagrams 
algebra/manipulation rules for, 123-124 
block diagram, of control system, 129 
block diagrams v., 119, 125 
of dc-motor system with nonzero initial 
conditions, 203 
electric network problems and, 141-142 
elements of, 119-120 
of feedback control system, 124 
gain formula and, 124-128 
mass-spring-friction system, 155 
MATLAB tools and, 129-132 
problems/exercises for, [38-146 
properties of, 120 
references for, 133, 134 
RLC network, 166 
rotational system, 160 
state diagrams and, 673, 676 
step-by-step construction, [2] 
sums/differences of signals in, 173-174 
terminology for, 121-122 
Signals 
dual-channel encoder, in quadrature, 196, 
197 
sums/differences, op-amps and, 173-174 
suppressed-carrier-modulated, 193-194 
test, for time-domain analysis, 254—256 
Similarity transformations, 699-706 
CCF and, 692, 701-703 
DCF and, 704-705 
invariance properties of, 700-701 
JCF and, 706 
OCF and, 703-704 
SIMLab, 223 
experiment contro! window, 342 
Experiment menu, 342 
motor blocks, adjustable parameters for, 344 
Speed Control Simulink model, 343 
Simple pole, 20 
lél+ywT}, 39 
Simple zero, [+jwT, 37-38 
Simplified gain formula, 129. See also Gain 
formula 
Simulation, virtual experiments and, 345-354. 
See also dc motor 
Simulink 
Library Browser, 349 
role of, 2 
Speed Control Simulink model, 343 
Single channel incremental encoder 
rectangular output waveform of, 196, 197 
sinusoidal output waveform of, 196, 197 
Single-input, single-output systems. See SISO 
systems 
Single-stage phase-lead controller, 555 


Single-tank liquid-level system, 184~185 
analogies for, 215-216 
Single-valued function, 19 
Single-valued mapping, from §-plane to G(s} 
plane, 19 
Singularities, of function, 20 
Sinusoidal output waveform, of single-channel 
encoder device, 196, 197 
SISO Design Tool, 363, 366, 367, 371, 634, 
635, 636, 638, 642 
SISO (single-input, single-output) systems, 
70-7] 
Slope of the magnitude curve, of Bode plots, 
459-462 
Smart transportation systems, 3-4, 5 
Solar collector field, 4-5 
antenna control system, block diagram of. 
137 
Solar power, water extraction and, 4-5, 6 
Space state form. See State space form 
Space-shuttle pointing control system, 102, 
103 
Spacecraft systems, ball bearings in, 151 
Speed contro} 
of armature-controlled de motor, 291-292 
de motor model and, 350-352 
Speed Control (virtual experiment), 350-352 
Speed Control Simulink mnodel, 343 
Speed sensor, de motor madet and, 339-340 
Speed-control system, 581-588 
block diagram of, 381 
notch controller and, 581-588 
phase-lag controller for, 584 
Pi controller for, 584-585 
pole-zero-cancellation design with notch 
controller, 582-584 
sensitivity and, 585-586 
time-domain performance attributes, 584 
uilit-step responses of, 585 
s-plane 
complex, 19 
G(s)-plane and, 19 
Spring, 149, See also Mass-spring-friction 
system 
force-spring system and, 149 
linear, 149 
torsional, 158 
Spring constant 
defined, 149 
symbol/units, [51, 159 
Spring system, torque torsional, 158 
Spring-loaded piston system, 182-183 
Spring-mass system, 2-DOF, 156 
Spring-mass-damper, 22, 110 
Spring-supported pendulum, 209-211 
Stability. See a/se Bode plots; Nyquist stability 
criterion; Relative stability 
absolute, 72 
asymptotic, 75-76 
BIBO, 73-74 
feedback and, 9-10, 15 
of linear control systems, 72—73 
magnitude-phase plot and, 462-464 
marginal, 76 
MATLAB tools for, 85-90 
methods for determining, 77-78 


Nyquist criterion and, 427-428 
references for, 93 
roots of characteristic equation v., 74 
zero-input, 74—75 
Stable system, conditionally, 459-462, 555 
State controllability, 716-717 
State controllable, completely, 717 
State diagrams, 133, 676-681 
differential equations to, 678-679 
integration operation and, 677 
output equations from, 680-681 
SFGs and, 673, 676 
state equations from, 680-681 
state-transition equation from, 689-691 
transfer functions to, 679-680 
uses of, 678 
State equations, 50, 51 
characteristic equations from, 696 
of electrical networks, 167, 168-169 
equation of state, 182 
high-order differential equations v., 691— 
693 
state diagrams from, 680-681 
transfer functions v., 693-695 
vector-matrix representation of, 682-684 
State feedback, 489 
control system, 715, 728-729 
with integral controller, 735-741 
Mhagnetic-bali suspension system and, 731- 
733 
pole-placement design through, 730-735 
sun-seeker system and, 733-735 
State feedback compensation, 489, 490 
State space approach 
linearization and, 207-213 
magnetic-ball-suspension system and, 21 1- 
213 
spring-supported pendulum and, 209-211 
State space form, 51, 152, 167 
State space systems, 16, 50, 741] 
State variable analysis, 673-772 
of electric networks, 134 
transfer functions and, 673-674 
State variables, 50-51 
conditions for, 51 
outputs ¥., 5] 
State vector, 682 
State-flow diagrams, 138, 145, 231, 234 
State-Space Analysis Tool (statetool), 741—- 
748 
inpulting values in window, 744 
window, 742 
State-transition equation, 687-69 | 
definition, 687 
from state diagram, 689-691 
State-transition matrix, 684-686 
properties of, 685-686 
significance of, 685 
Statetool. See State-Space Analysis Toal 
Static friction, 150, 158 
Stationary mask (rotary incremental encoder), 
196 
Steady-state accuracy, 487 
Steady-state errors, 237-274, 487 
closed-loop transfer function and, 266-270 
Coulomb friction and, 273-274 
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defined, 257, 258 
efror constants and, 265 
linear continuous-data control systems and, 
258-272 
nonlinear system elements and, 272-274 
nonunity feedback and, 266-272 
parabolic-function input and, 263-264, 
268 
ramp-function input and, 262-263, 268 
step-function input and, 261—262, 267 
system configuration and, 258-259 
unity feedback systems and, 260-266 
Steady-state responses, 253, 254 
insignificant poles and, 313-314 
position-control system and, 298 
of third-order attitude-control system, 304 
Steel-rolling process, 231-232 
Steering control, of automobile, 4 
Step responses. See Unit-step responses 
Siep-function input, 255 
steady-state error with, 261—262, 267 
Stephan-Boltzmann law, 179 
Stiffness. See Spring constant 
Sum and difference (theorem), 54, 56 
Sums/differences of signals, 173-174 
Sun-seeker control system, 217—220, 
548-554 
ACSYS/MATLAB tools and, 645-647 
block diagram of, 220, 537 
Bode plots of forward-path transfer function 
of, 552 
Bode plots of phase-lead controller in, 
552 
compensated, 537, 568 
coordinate system of, 218, 219 
de motor in, 218, 220 
error discriminator of, 218-219 
feedforward compensators and, 589-590 
forward compensators and, 589-590 
frequency-domain design, 551-354 
integral controller and, 737-738 
lead-lag controller and, 574-576 
minor-loop feedback controller and, 603- 
604 
phase-lag controller and, 566-574 
phase-lead controller and, 537-554 
robust controllers and, 591-599 
root contours of, 540, 541, 570 
root loci of, 567 
schematic diagram of, 218 
sensitivity considerations, 559-561 
servoamplifier of, 218, 220 
state feedback and, 733-735 
tachometer of, 218, 220 
third-order, 548-354 
time-domain design, 548-551 
two-stage phase-lead controller and, 556- 
559 
uncompensated, 537, 568 
unit-step responses of, 538, 551, 560, 568 
Sun-tracking control systems, 4-5 
Superposition principle, 11, 71, 73, 115, 173, 
176, 222, 291, 358, 674 
Suppressed-carrier-modulated signal, 193~ 
194 
Surface-wound PM de motors, 200 
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Symbolic Tool 
MATLAB, 53, 64, 83, 84, 741, 748 
Transfer Function, 54, 77, 84-85, 86, 744, 

748, 750, 754 

Symbols. See Units/symbols 

Symmetry of root loci, 378 

System with disturbance input, 260 

System error, 258. See also Steady-state errors 


T 
Tachometer constant, 195 
Tachometer-feedback control, 601-602 
Tachometers, 194—195 
modeling of, 195 
position-control system with, 195 
sun-seeker control system and, 218, 220 
transfer function of, 195 
velocity-control system with, 194 
Taylor series, 17, 182 
liberalized flow equations and, 608 
linearization and, 207, 208 
Temperature, symbol/units for, 179, 189 
Temperature control, of air-flow system, 243- 
244 
Ten-turn rotary potentiometer, 189, 190 
Testing methods 
for controllability, 717-719 
for observability, 720 
tfcal (Transfer Function Calculator), 86, 741, 
751 
tfrouth (Routh-Hurwitz Stability Routine), 77, 
86-90 
tfsym (Transfer Function Symbolic Tool), 54, 
77, 84-85, 86, 744, 748-750, 754 
Theorems 
complex convolution, 56, 57 
complex shifting, 56 
on controllability/observability, 723-725 
differentiation, 54, 56 
final-value, 55-56 
initial-value, 55, 56 
integration, 55, 56 
of Laplace transform, 54—57 
multiplication by a constant, 54, 56 
real convolution, 56, 57 
shift in time, 55, 56 
sum and difference, 54, 56 
Thermal expansion coefficient, 182 
Thermal lever, 237, 238 
Thermal resistance, 178 
Thermal systems, 177—180 
conduction in, 178 
convection in, 178-179 
electrical equivalents for, 216 
properties, 179 
radiation in, 179 
Third-order attitude-control system (aircraft), 
300-304. See afso Attitude-control 
system 
frequency-domain design, 509-511, 526- 
528, 531-532 
PD controller and, 506-511 
PI controller and, 523-528 
PID controljer and, 529-532 
root loci of, 302 
steady-state response of, 304 


time response of, 300-304 
time-domain design, 506-508, 529-530 
transient response of, 301 
unit-step responses of, 303 
Third-order system, with forward-path transfer 
function 
magnification of, 425 
unit-step responses of, 425 
Throttle angle, 5 
Throttle lever, 242 
Time constant, 63, 171, 188 
electrical, amplifier-motor system and, 217, 
294 
low-time-constant properties and, 198 
mechanical, motor-load system and, 217, 
294 
motor electric, 290, 359 
motor-mechanical, 291 
of pneumatic system, 214—215 
prototype first-order system and, 274 
symbol/unit for, 180, 189 
transient response and, 320 
Time delays. See also Delay time 
Bode plots and, 42-43, 458-459 
systems with, 205-207 
Time responses, 64, 67, 253 
continuous data systems, 253-254 
of prototype first-order system, 274-275 
test signals for, 254-256 
of third-order attitude-control system, 300— 
304 
to unit-ramp input, 298-300 
Time-delay function, approximation of, 206 
Time-domain analysis, 253-336 
of aircraft position-control system, 293-304 
frequency-domain analysis v., 409 
parabolic-function input and, 256 
ramp-function input and, 255-256 
step-function input and, 255 
test signals and, 254-256 
unit-step response and, 256~257 
Time-domain design 
frequency-domain design v., 488, 492 
PD controllers and, 494-496, 498-505 
performance specifications, 487, 488 
phase-lag controller and, 561-563, 566-569 
phase-lead controller and, 534—535, 537- 
543, 548-554 
PI controllers and, 513-514, 516-520, 323- 
528 
second-order aircraft attitude control 
system, 498-503, 516-520 
speed-control system and, 584 
third-order aircraft attitude control system, 
506-508, 529-530 
third-order sun-seeker control system, 548— 
551 
time-domain characteristics in, 492 
Time-invariant feedback control systems, 12- 
13 
Time-varying feedback control systems, 12- 
13 
Timing belt, over pulley, 161, §62 
Toolboxes. See also MATLAB 
2-1-1, 21 
2-1-2, 25 


2-2-1, 29 
2-2-2, 33 
2-2-3, 42 
2-2-4, 43 
2-2-5, 45 
2-2-6, 46 
2-4-1, 54 
2-5-1, 58 
2-5-2, 60 
2-6-1, 64 
2-6-2, 67 
2-7-1, 69 
2-13-1, 80 
2-13-2, 83 


3-3-1, 130-131 


3-3-2, 132 


4-1-1, 153-154 
4-2-1, 167-168 
4-2-2, 169-170 


5-4-1, 259 


5-4-2, 265-266 
5-4-3, 271-272 


5-6-1, 277 
5-6-2, 288 
5-8-1, 296 
5-8-2, 300 
5-8-3, 303 
5-9-1, 306 
5-9-2, 308 
5-9-3, 311 
5-11-1, 316 
5-11-2, 319 
7-3-1, 380 
7-3-2, 384 
7-4-1, 387 
7-4-2, 389 
7-4-3, 391 
7-5-1, 395 
7-5-2, 397 
7-5-3, 400 


8-2-1, 414-415 


8-2-2, 417 
8-3-1, 422 
8-3-2, 424 
8-3-3, 424 
8-4-1, 426 
8-8-1, 441 
8-8-2, 442 
8-8-3, 443 
8-9-1, 448 
8-10-1, 449 
8-11-1, 457 
9-2-1, 498 
9-2-2, 502 


9-2-3, 502-503 


9-2-4, 503 
9-2-5, 506 
9-2-6, 510 
9-2-7, 511 
9-3-1, 319 
9-3-2, 520 
9-3-3, 522 
9-3-4, 527 
9-4-1, 529 
9-5-1, 539 
9-5-2, 540 


9-5-3, 542-543 
9-5-4, 545 
9-5-5, 546 
9-5-6, 550 
9-5-7, 553 
9-5-8, 556 
9-5-9, 559 
9-10-1, 592 
9.10-2, 594 
9-10-3, 594-595 
9-13-[, 620 
9-13-2, 624 
9-13-3, 625 
9-13-4, 628 
9- 13-5, 630 
Torque, 157, 159 
Torque constant, 202, 204, 216, 223, 245, 247, 
249, 339, 599, 659, 666, 668, 738, 757, 
765 
back emf constant +., 204-205 
Torque production, in de motor, 199 
Torque torsional spring system, 158 
Torque-angle curve of motor/closed-loop 
system, 273 
Torque-inertia system, 157 
Torsional spring, 158 
Torsional spring constant, 158 
Traction system, train in, 248-249 
Trailer, vehicle and, 227 
Train, in traction system, 248-249 
Train controller 
block diagram, 138 
exercise, 226 
Trains, gear, See Gear trains 
Transfer Function Calculator (tfcal), 86, 741, 
751 
Transfer Function Symbolic Tool (tfsym), 54, 
77, 84-85, 86, 744, 748-750, 754 
Transfer functions, 26, 67, 68, 70-72, 106. See 
also PID controllers 
from block diagrams, MATLAB and, 129- 
132 
characteristic equations from, 696 
controllability/observability, relationship 
among, 721-723 
decompositions of, 678, 707-714 
definition of, 70 
dominant poles/zeros of, 311-314 
frequency-domain analysis and, 409-410 
impulse response and, 67-69 
inverting Op-amp, 175-177 
minimum-phase, 47-48, 435-437 
multivariable systems, 4, 71-72, 117-118, 
673-674 
nonminimum-phase, 47-48 
op-amp realization of, 176-177 
in parallel, block diagram of, 108 
proper, 71 
properties of, 71 
in series, block diagram of, [07, 108 
single-input, single-output systems, 70-71 
state diagrams from, 679-680 
state equations v., 693-695 
state variable analysis and, 673-674 
of tachometers, 195 
Transient responses, 253, 254, 487 


feedback and, 11 
of prototype second-order system, 275-288 
of third-order attitude-control system, 301 
time constant and, 320 
‘Translational mechanical system properties, 
151 
Translational motion, 148—157 
acceleration and, 148 
displacement and, 148 
force-mass system, 149 
friction for, 149-150 
hydraulic control system and, 613-615 
rotational motion, conversion between, 161 
velocity and, 148 
Transportation lags, dynamic systems with, 
(205-207 
Turboprop engine, 135 
signals of, coupling between, 143, 144 
Turbulent resistance, 185 
Tutorial, plotting, 647-648 
Two degrees of freedom (2-DOF) 
quarter-car model, 220, 221, 358 
spring-mass system, 156 
Two-stage phase-lead controller, 555—559 
Two-tank system. See Double-tank liquid- 
level system 


U 
U tube manometer, 240 
Uncompensated phase-lag system 
Bode piot of, 571 
root loci of, 564 
Uncompensated sun-seeker system 
Bode plots of, 557 
unit-step responses of, 568 
Unit impulse response, 68, 69. See alse Dirac 
delta function 
Unit-ramp input, 298-300 
attitude-control system and, 299 
time responses to, 298-300 
Units/symbols 
acceleration, 151 
angular acceleration, 159 
angular displacement, 159 
angular velocity, 159 
British, 148, 204 
capacitance (electrical system), 172 
capacitance (fluid/pneumatic system), 189 
capacitance (hydraulic), 189 
capacitance (thermal system), 179 
charge, 172 
distance, 15] 
electrical system properties, 172 
energy (electrical system), 172 
energy (heat storcd}, [79, 189 
energy (rotational mechanical system 
property), 159 
force, [51 
heat flow rate, 179 
inductance, 172 
inertia, 159 
mass, 151 
mass flow rate, 189 
power, 172 
resistance (electrical system), 172 
resistance (hydraulic), 189 
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resistance (thermal system), 179 
spring constant, 151, 159 
temperature, 179, 189 
thermal system properties, 179 
time constant, 180, 189 
torque, 159 
translational mechanical system properties, 
151 
velocity, [51 
viscous friction coefficient, 159 
voltage, 172 
volume flow rate, 189 
Unit-step responses 
of attitude-control system, 295, 50! 
delay time and, 257 
frequency responses/Nyquist plots, 
correlation among, 450-451 
maximum overshoot and, 256-257, 280- 
283 
position-contro] system and, 294-297 
of prototype first-order system, 274 
of prototype second-order system, 276 
rise time and, 257 
of second-order system with forward-path 
transfer function, 423 
settling time and, 257 
of speed-control system, 585 
of sun-seeker system, 538, 568 
of third-order attitude-controf system, 303 
of third-order sun-seeker control system, 
551, 560 
time-domain specifications and, 256-257 
Unity feedback loop, 109 
Unity feedback systems 
poles added to forward-path transfer 
function, 305-307 
Steady-state error and, 260-266 
Unstable, 76 


v 
Variable load, hydraulic control system and, 
616-617 
Vector-matrix representation, of state 
equations, 682-684 
Vehicle, with trailer, 227 
Vehicle suspension system, 225, 336 
Velocity 
angular, 157, 159 
symbol/units, 151 
translational motion and, 148 
Velocity-contro] system 
MATLAB and, 259 
with tachometer feedback, 194 
Vibration absorber, 234 
Virtual experiments. See de motor model; 
Experiments 
Virtual ground, 173 
Virtual Lab, 12, 223, 340-344 
Experiment menu for, 342 
Virtual prototyping, 2 
Virtual short, 173 
Viscous friction, 149-150, 158 
dashpot for, 149, 150 
graphical representation, 150 
Viscous friction coefficient, 151, 159 
Voice-coil motor, 247 
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Voltage, units for, 172 
Voltage divider, 171-172 
Voltage law, 165-166, 170 
Volume, conservation of, 18] 
Volume flow rate, 181 
mass flow rate v., 182 
symbol/units, 189 


W 

Washing machine, 6 

Water extraction, solar power and, 4-5, 6 
Word processor 


position-control system of, 136 
printwheel of, 197, 198 


Z 
Zero initial conditions, 70 
Zero-input response, 73 
Zero-input stability, 74-75 
Zero-pole-gain models, 21. See also Pole-zero 
configuration 
Zero-state response, 72 
ZCTOS 
added to L(s) plot, 448-449 


closed-loop transfer function and, 
308-309 

definition of, 20 

dominant, of transfer functions, 
311-314 

forward-path transfer function and, 
309-311, 418-424 

graphical representation of, 21 

at origin, 34-36 

quadratic, 39-41] 

simple, 1+jwT, 37-38 

zpk, 21, 45, 131, 259, 265, 457 
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APPENDIX 7X 


Elementary Matrix Theory 
and Algebra 


A-1 ELEMENTARY MATRIX THEORY 


In the study of modern control theory, it is often desirable to use matrix notation to simplify 
complex mathematical expressions. The matrix notation usually makes the equations much 
easier to handle and manipulate. 

As a motivation to the reason of using matrix notation, let us consider the following set 
of m simultaneous algebraic equations: 


Ay1X1 + 412X2 + +++ + 4inXn = YI 
A21X, + a22X2 + +++ + AanXn = Y2 


(A-1) 
AniX| + An2X2 7+ +++ + AnnXn = Yn 
We may use the matrix equation 


Ax =y (A-2) 


as a simplified representation of Eq. (A-1). The symbols A, x, and y are defined as 
matrices, which contain the coefficients and variables of the original equations as their 
elements. In terms of matrix algebra, which will be discussed shortly, Eq. (A-2) can be 
stated as the product of the matrix A and vector x is equal to the vector y. The three 
matrices involved are defined as 


Qij 412 *** Gin 


az} 422, +++ dn 
A=|. .. . (A-3) 


Gn} Qn2 *** GAnn 


x= |. (A-4) 


y= (A-5) 
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which are simply bracketed arrays of coefficients and variables. These examples of 
matrices prompted the following definition of a matrix. 


A-1-1 Definition of a Matrix 


A matrix is a collection of elements arranged in a rectangular or square array. There are 
several ways of bracketing a matrix. In this text, the square brackets, such as those in Eqs. 
(A-3) through (A-5), are used to represent matrices. It is important to distinguish between a 
matrix and a determinant. The basic characteristics of these are listed as follows: 


Matrix Determinant 

e An array of numbers or elements with n e An array of numbers or elements with n 
rows and m columns. rows and n columns (always square). 

¢ Does not have a value, although a square ¢ Has a value. 


matrix (1 = m) has a determinant. 


Some important definitions of matrices are given in the following paragraphs. 


Matrix Elements: When a matrix is written 


aj, a2 443 
A= ]421 a22 a3 (A-6) 


43] 432 433 


where a;; is defined as the element in the 7th row and the jth column of the matrix. As arule, 
we always refer to the row first and the column last. 


Order of a Matrix: The order of a matrix refers to the total number of rows and 
columns of the matrix. For example, the matrix in Eq. (A-6) has three rows and three 
columns and is called a3 x 3 (three-by-three) matrix. A matrix with n rows and m columns 
is termed n xX m, or n by m. 


Square Matrix: A square matrix is one that has the same number of rows as columns. 


Column Matrix: <A column matrix is one that has one column and more than one row, 
that is, anm x 1 matrix, m > 1. Quite often, a column matrix is referred to as a column 
vector or simply an m-vector if there are m rows and one column. The matrix in Eq. (A-4) 
is a typical n-vector. 


Row Matrix: A row matrix is one that has one row and more than one column, that is, a 
1 x n matrix, where n > 1. A row matrix can also be referred as a row-vector. 


Diagonal Matrix: A diagonal matrix is a square matrix with aj; = 0 for all i F j. 
Examples of a diagonal matrix are 


0 O 
7 : 5 0 
ace 0 3 
0 0 133 


Unity Matrix (Identity Matrix): A unity matrix is a diagonal matrix with all the 
elements on the main diagonal (i = j) equal to 1. A unity matrix is often designated by 
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I or U. An example of a unity matrix is 
1 0 0 
LS io 1 © (A-7) 
oy a 2 


Null Matrix: A null matrix is one whose elements are all equal to zero. 


Symmetric Matrix: A symmetric matrix is a square matrix that satisfies the condition a; 
= a;; for alliand j. Asymmetric matrix has the property that, ifits rows are interchanged with 
its columns, the same matrix 1s obtained. Two examples of the symmetric matrix are 


6 5 1 i 
A=|5 0 10 B= | 4 (A-8) 
1 10 -1 


Determinant of a Matrix: With each square matrix, a determinant having the same 
elements and order as the matrix may be defined. The determinant of a square matrix A is 
designated by 


det A = A, = |A| (A-9) 
For example, the determinant of the matrix in Eq. (A-6) is 


dj, {2 a43 
JA] =]a21 a22 a3 (A-10) 


431 432 433 


Cofactor of a Determinant Element: Given any nth-order determinant |A|, the 
cofactor A; of any element aj is the determinant obtained by eliminating all elements 
of the ith row and jth column and then multiplied by (—1)'*/. For example, the cofactor of 
the element a; of |A| in Eq. (A-10) is 


422 423 


= 22033 — a73a32 (A-I1) 
a32 33 


Ai = eiwe 


In general, the value of a determinant can be written in terms of the cofactors. Let A be an 
n X nmatrix, then the determinant of A can be written in terms of the cofactor of any row or 
the cofactor of any column. That is, 


n 
detA = S ayjAy (ie 1, OF 2,023, OPH) (A-12) 
j=l 
or 
n 
det A = S aijAij (J S41g08 254-245 011) (A-13) 
i=1 


EXAMPLE A-1-1 The value of the determinant in Eq. (A-10) is 


det A = |A| = 411A11 + .412A12 + 413A43 


(A-14) 
= a11 (22033 — A23a32) — a12(a21a33 — 423431) + 413(d21432 — a22431) 


Singular Matrix: A square matrix is said to be singular if the value of its determinant is zero. If a 
square matrix has a nonzero determinant, it is called a nonsingular matrix. When a matrix is 
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EXAMPLE A-1-2 


EXAMPLE A-1-3 


singular, it usually means that not all the rows or not all the columns of the matrix are independent of 
each other. When the matrix is used to represent a set of algebraic equations, singularity of the matrix 
means that these equations are not independent of each other. 


Consider the following set of equations: 
2x; — 3x. + x3 =0 
—x, +242 +%3 =0 (A-15) 
x1 — 2x2 + 2x3 = O 


The third equation is equal to the sum of the first two. Thus, these three equations are not completely 
independent. In matrix form, these equations may be written as 


Ax = 0 (A-16) 
where 
2 -3 | X{ 
A= |-1 1 1 X= |X) (A-17) 
1 —2 2 x3 


and 0 is a3 x 1 null vector. The determinant of A is 0, and, thus, the matrix A is singular. In this case, 
the rows of A are dependent. 


Transpose of a Matrix: The transpose of a matrix A is defined as the matrix that is obtained by 
interchanging the corresponding rows and columns in A. Let A be ann Xx m matrix that is represented 
by 


A= [alan A18) 


The transpose of A, denoted by A’, is given by 
A’ = transpose of A = [a jil , (A-19) 


Notice that the order of A is 1 x m, but the order of A’ is m xX n. 


Consider the 2 x 3 matrix 


a 9» 4 
a=|5 a | 4 oa 


The transpose of A is obtained by interchanging the rows and the columns. 


3 0 
a | (A-21) 
1 5 


Some Properties of Matrix Transpose 


(A’)'= (A-22) 
(kA)'= kA’, where kis ascalar (A-23) 
. (A+B)=A‘'+B' (A-24) 
(AB)'= B/A! (A-25) 


ee 
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Adjoint of a Matrix: Let A be a square matrix of order n. The adjoint matrix of A, 
denoted by adj A, is defined as 


adj A = |AjofdetA] (A-26) 
where A, denotes the cofactor of aj. 
EXAMPLE A-1-4 Consider the 2 x 2 matrix 
AK an a (A-27) 
a2, a2 

The cofactors are A,1 = G22, Aj2 = —1, Az) = —j2, and Ax = ay. Thus, the adjoint matrix of A is 

, Ait Aj | | ay a7; | | an? 7 
adj A = = = A-28 
~ ADD —aj2. ayy —a21 yy 


Trace of a Square Matrix: Given ann x n matrix with elements a,, the trace of A, denoted as tr 
(A), is defined as the sum of the elements on the main diagonal of A; that is 


(A) =) aii (A-29) 
=! 


The trace of a matrix has the following properties: 
1. tr(A’) = tr(A) (A-30) 


2. For n xX n square matrices A and B, 


tr(A + B) = tr(A) + tr(B) (A-31) 


A-2 MATRIX ALGEBRA 


When carrying out matrix operations, it is necessary to define matrix algebra in the form of 
addition, subtraction, multiplication, and division. 


A-2-1 Equality of Matrices 


Two matrices A and B are said to be equal to each other if they satisfy the following 
conditions: 


1. They are of the same order. 


2. The corresponding elements are equal; that is, 


aj = by foreveryiand j (A-32) 

EXAMPLE A-2-1 
A | au al _BE bee i A-33 
a ar? bo} bo 


implies that Qn), = Dias a2 = bio, a2, = boi, 422 = by. 
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A-2-2 Addition and Subtraction of Matrices 


Two matrices A and B can be added or subtracted to form A + B if they are of the same 
order. That is, 


AZ B= \a7\_ 22 \0y. = C =| oy (A-34) 


nm nm nm 


where 


Cjj =aj iby foralliand j. (A-35) 


The order of the matrices is preserved after addition or subtraction. 


EXAMPLE A-2-2 Consider the matrices 


3 2 0 3 
A=}-1l1 4 B=]-1 2 (A-36) 
0 —-l 1 O 
which are of the same order. Then the sum of A and B is 
3+0 2+3 3 3) 
C=A+B=|-1-1 4+i2};=—1|-2 6 (A-37) 
O+1 -1+0 1 1 


A-2-3 Associative Law of Matrix (Addition and Subtraction) 


The associative law of scalar algebra still holds for matrix addition and subtraction. That is, 


(A+B)+C=A+4+(B+C) (A-38) 


A-2-4 Commutative Law of Matrix (Addition and Subtraction) 


The commutative law for matrix addition and subtraction states that the following matrix 
relationship is true: 


A+B+C=B+C+A=A+C+B (A-39) 


as well as other possible commutative combinations. 


A-2-5 Matrix Multiplication 


The matrices A and B may be multiplied together to form the product AB if they are 
conformable. This means that the number of columns of A must equal the number of rows 
of B. In other words, let 


A= [aij n, p B— [bij q,m (A-40) 


Then A and B are conformable to form the product 


C = AB= (aj, , Dilgm= [Ciilnm (A-41) 


if and only if p = q. The matrix C will have the same number of rows as A and the same 
number of columns as B. 
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EXAMPLE A-2-3 


EXAMPLE A-2-4 


A-2 Matrix Algebra < A-7 


It is important to note that A and B may be conformable to form AB, but they may not 
be conformable for the product BA, unless in Eq. (A-41), 7 also equals m. This points out 
an important fact that the commutative law is not generally valid for matrix multiplica- 
tion. It is also noteworthy that, even though A and B are conformable for both AB and BA, 
usually AB + BA. The following references are made with respect to matrix manipulation 
whenever they exist: 


AB = Apostmultipliedby BB or Bpremultiplied by A (A-42) 


Multiplication 


When the matrices A (n x p) and B (p x m) are conformable to form the matrix C = AB, 
the 7th element of C, cj, is given by 


Pp 
cy = > aide (A-43) 
k=1 
OP hl Daw yf ac 5 
Given the matrices 
A= lai] 3 B= Dii]3 (A-44) 


the two matrices are conformable for the product AB but not for BA. Thus, 


by 
ai, aj2 ay3 ai1b11 + aj2b21 + a13b31 | 
AB = ba | = A-45 

an a22_ a3 | bat bears + 422b21 + a73b31 


Given the matrices 


3 _ 
A=|0 1 B= |; ’ 7 (A-46) 
2 O 


the two matrices are conformable for AB and BA. 


> =] co 4 a 
AB=1!0 1 | ; 4 —~/12 1 O (A-47) 
2 O > fF = 
; O. I = ft =] 
BA=|, 1 ; 5 : =l¢ + ee) 


Therefore, even though AB and BA both exist, they are not equal. In fact, in this case the products are 
not of the same order. 

Although the commutative law does not hold in general for matrix multiplication, the 
associative and distributive laws are valid. For the distributive law, we state that 


A(B+C) = AB+ AC (A-49) 
if the products are conformable. For the associative law, 
(AB)C = A(BC) (A-50) 


if the product is conformable. 
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A-2-7 Multiplication by a Scalar k 


Multiplying a matrix A by any scalar k is equivalent to multiplying each element of A by k. 


A-2-8 Inverse of a Matrix (Matrix Division) 


In the algebra of scalar quantities, when we write y = ax, it implies that x = y/a 1s also true. 
In matrix algebra, if Ax = y, then it may be possible to write 


x=Aly (A-51) 


where A~! denotes the matrix inverse of A. The conditions that A~! exists are as follows: 


1. A is a square matrix. 
2. A must be nonsingular. 


3. If A”! exists, it is given by 


_ adj A 

AT= (A-52) 
|A| 
EXAMPLE A-2-5 Given the matrix 

ie be | (A-53) 

a2| a2 

the inverse of A is given by 
| ay > 

a1 aA _ [a au} (A-54) 


JA] ay a22 — ay244 
where for A to be nonsingular, |A| 40, or aj,a22 — aj2a2; £0. 


Eq. (A-54) shows that adj A of a 2 x 2 matrix is obtained by interchanging the two elements on the 
main diagonal and changing the signs of the elements off the diagonal of A. 


EXAMPLE A-2-6 Given the matrix 
aij aj2 443 
A=] 421 422 493 (DD) 
31 432 433 
to find the inverse of A, the adjoint of A is 


422433 — 423032 ~~ (—a12a33 — 413432) d12A23 — a13a22 
adj A = | —(a21433 — a23031) 11433 — 44343; —(a11a23 — a214)3) (A-56) 
21432 — 42243, (—a1 1432 — 412431) a11a22 — aj2a2 


The determinant of A is 


JA] = 411422433 + 412423431 + 413432421 — 413422431 — 412421433 — 41123432 (A-57) 


Some Properties of Matrix Inverse 


1. AA! =A 'A=I (A-58) 


2, (AT) =A (A-59) 
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3. In matrix algebra, in general, AB = AC does not necessarily imply that B = C. 
The reader can easily construct an example to illustrate this property. However, if 
A is a Square, nonsingular matrix, we can premultiply both sides of AB = AC by 
Aq!. Then, 


A-'AB=A7!AC (A-60) 


which leads to B = C. 


4. If A and B are square matrices and are nonsingular, then 


(AB) '=B-!A7! (A-61) 


A-2-9 Rank of a Matrix 


The rank of a matrix A is the maximum number of linearly independent columns of A; that 
is, it is the order of the largest nonsingular matrix contained in A. 


EXAMPLE A-2-7 Several examples on the rank of a matrix are as follows: 


QO 1 0 5 1 4 
rank = | rank =2 
0 


0 x 9 3 2 
> Oo 2 > 0 2 
1 3 O rank = 2 bie 10 tank 3 
z 6 1 0 0 1 


The following properties are useful in the determination of the rank of a matrix. Given ann x m 
matrix A, 


1. Rank of A’ = Rank of A. 
2. Rank of A’A = Rank of A. 
3. Rank of AA’ = Rank of A. 


Properties 2 and 3 are useful in the determination of rank; because, A’A and AA’ are always square, 
the rank condition can be checked by evaluating the determinant of these matrices. 


A-3 COMPUTER-AIDED SOLUTIONS OF MATRICES 


Many commercial software packages such as MATLAB, Maple, and MATHCAD contain 
routines for matrix manipulations. 


REFERENCES 
1. R. Bellman, Introduction to Matrix Analysis, McGraw-Hill, New York 1960. 
2. EF Ayres, Jr., Theory and Problems of Matrices, Shaum’s Outline Series, McGraw-Hill, New York 1962. 


Appendix-B_1 


05/14/2009 1 


APPENDIX ee 


Difference Equations 


B-1 DIFFERENCE EQUATIONS 


Because digital controllers are frequently used in control systems, it 1s necessary to 
establish equations that relate digital and discrete-time signals. Just as differential 
equations are used to represent systems with analog signals, difference equations are 
used for computers or systems utilizing discrete data. Difference equations are also used to 
approximate differential equations, because the former are more easily programmed on a 
computer and are easier to solve. 

A linear nth-order difference equation with constant coefficients can be written as 


y(k +n) + dy—y(k +n—1) +--+ + ayy(k + 1) + aoy(k) =f (k) (B-1) 


where y(i), =k, k+1,...,k-+n denotes the discrete dependent variable y at the ith 
instant if the independent variable is time. In general, the independent variable can be any 
real quantity. 

Similar to the case of the analog systems, it is convenient to use a set of first-order 
difference equations, or state equations, to represent a high-order difference equation. For 
the difference equation in Eq. (B-1), if we let 


x1(k) = y(k) 
x(k) =m(k+1) =y(kK+1) 
(B-2) 
Xn—1(k) = Xn_2(kK + 1) = y(K+n— 2) 
Ghk) St ke 1) yen 1) 
then by equating the highest-order term to the rest, the equation is written as 
Xn(k + 1) = —aox,(k) — ayx2(k) — +++ — dn_-14%n(k) +f (k) (B-3) 


The first 1 — | state equations are taken directly from the last 7 — 1 equations in Eq. (B-2), and 
the last one is given by Eq. (B-3). The n state equations are written in vector-matrix form: 


x(k + 1) = Ax(k) + Bu(k) (B-4) 
where 
7 
x(k) =] (B-5) 
Xn(k) 


B-1 
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is the n x 1 state vector, and 


0 1 xe 0 0 

0 0 | 0 0 
re B= |: (B-6) 

0 0 0 0 | 0 

=—@ —adj —a) —Ayn—] 1 


and u(k) = f(k). 


REFERENCES 


1. C. R. Wylie, Jr., Advanced Engineering Mathematics, 2nd Ed. McGraw-Hill, New York 1960. 
2. B.C. Kuo, Linear Networks and Systems, McGraw-Hill, New York 1967. 
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Laplace 


Laplace Transform F(s) 


— 


n! 
(sta)! 
1 
(Faye+A) 


(s + a)(s + B) 


Transform Table 


Time Function f(t) 
Unit-impulse function 4(t) 


Unit-step function u;(t) 


Unit-ramp function f¢ 


t”(n = positive integer) 


t"e “' (n = positive integer) 


— fee Wa 
Boal )(a #8) 


gg (Be — ae") 8 


1 
—(l—-e ™) 
a 


] 
—S(1-e™ — ate™™) 


QR 


] 
—(at-1+e™) 
0% 


1 2 2 
altoot (rece 
04 04 (04 


(1 —at)e™ 


C-1 
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Laplace Transform F(s) 
Wn 
s* + we 
4 
s* + we 
2 


Wn 


s(s? + ww) 


w2(s + a) 
s* + we 


(s+ a) (3 + w?) 


s? + 2tans + w 


2 
On 


s(s? + 26ens + w2) 


sor 
2 2 
S* + LOMnS + wr 


__ Os +o) 
s? = 2G ys a Ww 


2 
Wn 


s? (s2 + 2¢an5 + w2) 


Time Function f(t) 


SIN Wyt 
COS Wyt 


1 — cos @yt 


On\/ a + wr sin(@yt + 6) 


where 6 = tan”! (wy, /a) 


Wn —at 


On tty sin (ey t — 8) 
a? + w a — we 


where 6 = tan~! (w/a) 


Fs 2 e FPntsin wy V/ 1 — C2 t(e <1) 


| 
| 16-0 sin on VTE 146) 


Le 
where? =cos'¢ (¢€<1) 


ae 
Fn _ g-Sent sin (onv Eos or ae 6) 


1-¢ 
where@=cos'¢ (<1) 


Pe: 2 
—2 
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APPENDIX = 


Properties and Construction 
of the Root Loci 


The following properties of the root loci are useful for constructing the root loci manually 
and for understanding the root loci. The properties are developed based on the relationship 
between the poles and zeros of G(s)H(s) and the zeros of 1 + G(s)H(s), which are the roots 
of the characteristic equation. 


E-1 K=0 AND K=-+oo POINTS 


The K = 0 points on the root loci are at the poles of G(s)H(s). 
The K = +o points on the root loci are at the zeros of G(s)H(s). 
The poles and zeros referred to here include those at infinity, if any. 
The reason for this is seen from the condition of the root loci given by Eq. (7-12) 


1 
Gi(s)Hi(s) = — (E-1) 


As the magnitude of K approaches zero, G\(s)H,(s) approaches infinity, so s must 
approach the poles of G,(s)H,(s) or G(s)H(s). Similarly, as the magnitude of K approaches 
infinity, s must approach the poles of G(s)H(s). 


EXAMPLE E-1-1 Consider the equation 


s(s+2)(s+3)+K(s+1)=0 (E-2) 


When K = 0, the three roots of the equation are at s = 0, —2, and —3. When the magnitude of K 1s infinite, 

the three roots of the equation are at s = —1, oo and oo. It is useful to consider that infinity in the s-plane 

iS a point concept. We can visualize that the finite s-plane is only a small portion of a sphere with an 

infinite radius. Then, infinity in the s-plane is a point on the opposite side of the sphere that we face. 
Dividing both sides of Eq. (E-2) by the terms that do not contain K, we get 


1+ G(s)H(s)=1+ eCES =0 (E-3) 
which gives 
— K(s+1) 
Ok s(s + 2)(s + 3) oes 


E-1 
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Figure E-1 Roots at which K = 0 on the 
root loci of s(s + 2)(s + 3) + K(s + 1) = 0. 


Thus, the three roots of Eq. (E-2) when K = 0 are the same as the poles of the function G(s)H(s). 
The three roots of Eq. (E-2) when K = +oo are at the three zeros of G(s)H(s), including those at 
infinity. The three points on the root loci at which K = O and those at which K = +oo are shown 
in Fig. E-1. 


E-2 NUMBER OF BRANCHES ON THE ROOT LOCI 


e It is important to keep 
track of the total number of 
branches of the root loci. 


EXAMPLE E-2-1 


A branch of the root loci is the locus of one root when K varies between —oo and oo. The 
following property of the root loci results, since the number of branches of the root loci 
must equal the number of roots of the equation. 

The number of branches of the root loci of F(s) = P(s) + KO(s) = 01s equal to the 

order of the polynomial. 

Keeping track of the individual branches and the total number of branches of the 
root locus diagram is important in making certain that the plot is done correctly. This is 
particularly true when the root locus plot is done by a computer, since unless each 
root locus branch is coded by a different color, it is up to the user to make the 
distinctions. 


The number of branches of the root loci of 
s(s+2)(s+3)+K(s+1)=0 (E-5) 


is three, since the equation is of the third order. In other words, the equation has three roots, and thus 
there should be three root loci. 


E-3 SYMMETRY OF THE ROOT LOCI 


e It is important to pay 
attention to the symmetry 
of the root loci. 


The root loci are symmetrical with respect to the real axis of the s-plane. In general, 
the root loci are symmetrical with respect to the axes of symmetry of the pole-zero 
configuration of G(s)H(s). 

The reason behind this property is because for a polynomial with real coefficients the 
roots must be real or in complex-conjugate pairs. In general, if the poles and zeros of G(s)H(s) 
are symmetrical to an axis in addition to the real axis in the s-plane, we can regard this axis of 
symmetry as if it were the real axis of a new complex plane obtained through a linear 
transformation. 
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E-3 Symmetry of the Root Loci « E-3 
EXAMPLE E-3-1 Consider the equation 


s(s+1)(s+2)+K=0 (E-6) 
Dividing both sides of the equation by the terms that do not contain K, we get 


G(s)H(s) = ESTES (E-7) 


The root loci of Eq. (E-6) are shown in Fig. E-2 for K = —oo to K = ov. Since the pole-zero 
configuration of G(s)H(s) is symmetrical with respect to the real axis as well as the s = —1 axis, the 
root locus plot is symmetrical to the two axes. 

As a review of all the properties of the root loci presented thus far, we conduct the following 
exercise with regard to the root loci in Fig. E-2. 

The points at which K = 0 are at the poles of G(s)H(s), s = 0, —1, and —2. The function G(s)H(s) 
has three zeros at s = oo at which K = too. The reader should try to trace out the three separate 
branches of the root loci by starting from one of the K = —oo points, through the K = 0 point on the 
same branch, and ending at K = cw ats =o. 


K>0 


co< K K>0O K=0 \K=0 K=0 K<0 K--~ 


=9 -] 0 oO 
Axis of 
symmetry 
K<0O K>0 
be Axis of —¥ a 
f symmetry \ 
@ % 
K>0 K<0O 


Figure E-2 Root loci of s(s + 2)(s + 3) + K(s + 1) = 0, 
showing the properties of symmetry. 
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EXAMPLE E-3-2 When the pole-zero configuration of G(s)H(s) is symmetrical with respect to a point in the 
s-plane, the root loci will also be symmetrical to that point. This is illustrated by the root locus 


plot of 
s(s+I)(s+1+f(st1—-j+kK=0 (E-8) 
shown in Fig. E-3. 
% f 
\ 8 JO 7 
c s-plane ; + 
Ne 
K=0 jl 
—co < K K=0 K=0 K--0 
_9 —1 0 
el 
K=0 
Ne 
{ 
a 8 ~ 
f , % 
K>0 ———_ kK<0 


Figure E-3 Root loci of s(s + 2)(s* + 2s + 2) + K =O, 
showing the properties of symmetry. 


E-4 ANGLES OF ASYMPTOTES OF THE ROOT LOCI 
AND BEHAVIOR OF THE ROOT LOCI AT |s|= c 


¢ Asymptotes of root loci As Shown by the root loci in Figs. E-2 and E-3, when n, the order of P(s) is not equal to m, 
refers to behavior of root _ the order of Q(s), 2|n — m| of the loci will approach infinity in the s-plane. The properties of 
loci at |s|— co. the root loci near infinity in the s-plane are described by the asymptotes of the loci when 
|s| + co. The angles of the asymptotes and their intersect with the real axis of the s-plane 
are described as follows. 
For large values of s, the root loci for K > 0 (RL) are asymptotic to asymptotes with 
angles given by 


oes, 
— |n—n 


x 180° nx~m (E-9) 


0; 


where i=0,1,2,...,|n —m|—1; andnand mare the number of finite poles and 
zeros of G(s)H(s), respectively. 
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E-5 Intersect of the Asymptotes (Centroid) < E-5 
For K < 0 (RL), the angles of the asymptotes are 


2i : 
6, = —— x180°  n&Am (E-10) 
In — ml 


where i= 0,1, 2,..., |n—m|—1. 


E-5 INTERSECT OF THE ASYMPTOTES (CENTROID) 


EXAMPLE E-5-1 


The intersection of the 2\n — m| asymptotes of the root loci lies on the real axis of the 
s-plane, at 


_ 2’ finite poles of G(s)H(s) — & finite zeros of G(s) H(s) 
n—m 


O71 (E-11) 


where nis the number of finite poles and mits the number of finite zeros of G(s)H(s), 

respectively. The intersection of the asymptotes o, represents the center of gravity of 

the root loci, and is always a real number. 

Since the poles and zeros of G(s)H(s) are either real or in complex-conjugate pairs, the 
imaginary parts in the numerator of Eq. (7-35) always cancel each other out. Thus, in Eq. 
(E-11), the terms in the summations may be replaced by the real parts of the poles and zeros 
of G(s)H(s), respectively. That is, 


_ real parts of poles of G(s)H(s) — > real parts of zeros of G(s)H(s) 


on] (E-12) 
n—-m 
Consider the transfer function 
K(s+ 1) 

G(s)H(s) = ——.—_—_——_~ E-13 
meet) s(s + 4)(s* + 2s + 2) vere 

which corresponds to the characteristic equation 
s(s + 4)(s* + 25+2) +K(s+1)=0 (E-14) 


The pole-zero configuration of G(s)H(s) is shown in Fig. E-4. From the six properties of the root loci 
discussed so far, the following information concerning the root loci of Eq. (E-14) when K varies from 
—oo to oo is obtained: 


1. K=O: The points at which K = 0 on the root loci are at the poles of G(s)H(s): s = 0, —4, —1 
+j, and —1 —7/. 


2. K = + oo: The points at which K = +oo on the root loci are at the zeros of 
G(s)H(s): s = —1, 00, 00, and oo. 


3. There are four root loci branches, since Eqs. (E-13) and (E-14) are of the fourth order. 


4. The root loci are symmetrical to the real axis. 
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Jo 


K<0O 


Figure E-4 Asymptotes of the root loci of 
s(s + 4)(s* + 25 + 2) + K(s + 1) = 0. 


5. Since the number of finite poles of G(s)H(s) exceeds the number of finite zeros of 
G(s)H(s) by three (n — m= 4 — 1 = 3), when K = +cox, three root loci approach s = oo. 
The angles of the asymptotes of the RL (K > O) are given by Eq. (E-9): 
180° 
7=0 = = 60° 
3 
540° 
j= C= = 180° 
3 
900° 
jJSa2. US = 300° 
5 
The angles of the asymptotes of the root loci for K < 0 are given by Eq. (E-10), and are 
calculated to be 0°, 120°, and 240°. 
6. 


The intersection of the asymptotes is given by Eq. (E-12): 


SA OR ee E-1 
4—] 3 a) 


The asymptotes of the root loci are shown in Fig. E-4. 
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E-5 Intersect of the Asymptotes (Centroid) «< E-7 


EXAMPLE E-5-2 The asymptotes of the root loci of several equations are shown in Fig. E-5. 


Jo 
s-plane 
SS 
Vv 9 
Ff Ne 4] 
_- t 
K<0 K<0O 
' a5 0 O 
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€ <n 
oO O 
V 
Ne 
G(s)H(s) = 6S7Q)=————_—_* —_____ 
s(s + P,) S(s + p,)(S + Pos + P3) 
K>0O K<0 K>0 K<0O 
jo jo 
s-plane ev 
a 9 


4 
V 
5 OX e 
Oo 


ges = Ca) 


4 

| 
rn ‘ 
YO 
K>0 LA K<0 K<0 K<0 

L0 
Ff 
o oC 


5 | 4 
Ke < 
s 
: ‘; ¢ 
XY Oo ; 
Ne 
G(s)H(s) = = = GOH = —— 
S(s +p )(s + Po)(s + P3) S (Ss + py)(s + po)(s + p3) 
K>0 K<0 K>0 K<0O 


Figure E-5 Examples of the asymtotes of the root loci. 
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E-6 ROOT LOCI ON THE REAL AXIS 


The entire real axis of the s-plane is occupied by the root loci for — ~ < K < ~. 


e The entire real axis of 1. 


the s-plane is occupied by 
root loci. 


2 


K > 0: Ona given section of the real axis, root loci are found in the section only if 
the total number of poles and zeros of G(s)H(s) to the right of the section is odd. 


K <0: Ona given section of the real axis, root loci are found in the section only 
if the total number of real poles and zeros of G(s)H(s) to the right of the section 
is even. Complex poles and zeros of G(s)H(s) do not affect the type of root loci 
found on the real axis. 


These properties are arrived at based on the following observations: 


1, 


At any point s; on the real axis, the angles of the vectors drawn from the complex- 
conjugate poles and zeros of G(s)H(s) add up to zero. Thus, only the real zeros and 
poles of G(s)H(s) contribute to the angular relations in Eqs. (7-18) and (7-19). 


Only the real poles and zeros of G(s)H(s) that lie to the right of the point s, 
contribute to Eqs. (7-18) and (7-19), because real poles and zeros that lie to the left 
of the point contribute nothing. 

Each real pole of G(s)H(s) to the right of s; contributes —180 degrees, and each 
real zero of G(s)H(s) to the right of s; contributes +180 degrees to Eqs. (7-18) and 
(7-19). 


The last observation shows that for s; to be a point on the root locus, there must be an 
odd number of poles and zeros of G(.s)H(s) to the right of the point. For 5; to be a point on 
the branch of the root loci for K < 0, the total number of poles and zeros of G(s)H(s) to the 
right of the point must be even. The following example illustrates the determination of the 
properties of the root loci on the real axis of the s-plane. 


EXAMPLE E-6-1 The root loci on the real axis for two pole-zero configurations of G(s)H(s) are shown in Fig. E-6. 
Notice that the entire real axis is occupied by the root loci for all values of K. 


K>0 


s-plane Y 


K<0O K>0O K<0O K>0O K<0O 


K<0O 


K>0 K<0O K>0O K<O K<O 


K>0O K<0O 


Figure E-6 Properties of root loci on the real axis. 
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E-7 Angles of Departure and Angles of Arrival of the Root Loci « E-9 


E-7 ANGLES OF DEPARTURE AND ANGLES OF ARRIVAL 
OF THE ROOT LOCI 


The angle of departure or arrival of a root locus at a pole or zero of G(s)H(s) denotes 

the angle of the tangent to the locus near the point. 

The angles of departure and arrival are determined using Eq. (7-18) for root loci for 
positive K and Eq. (7-19) for root loci for negative K. The details are illustrated by the 
following example. 


EXAMPLE E-7-1 For the root-locus diagram shown in Fig. E-7, the root locus near the pole s = —1 + j may be more 
accurately sketched by knowing the angle at which the root locus leaves the pole. As shown in Fig. 
E-7, the angle of departure of the root locus at s = —1 + 1s represented by 6, measured with respect 
to the real axis. Let us assign s; to be a point on the RL leaving the pole at —1 + j and is very close to 
the pole. Then, s; must satisfy Eq. (7-18). Thus, 


/G(s1)AH(s1) = —(01 + 02 + 63 + 64) = (21+ 1)180° (E-16) 
pio 
t 
wa 
s-plane 
» P 
on fhe 
0, = 26.6° 6, 


K--c0 


whe 


—co — K 


K>0 


K<0O 


Figure E-7 Root loci of s(s + 3)(s* + 2s + 2) + K = 0 to illustrate the angles of departure or arrival. 
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Appendix E. Properties and Construction of the Root Loci 


EXAMPLE E-7-2 


0; = 0° \ Three vectors, one 
from each pole 
K ats =-2. 
Angle = 0, 


Figure E-8 Angles of departure and arrival at a third-order pole. 


where 7 is any integer. Since s; is assumed to be very close to the pole at —1 + /, the angles of the 
vectors drawn from the other three poles are approximated by considering that s, is at —1 + 7. From 
Fig. E-7, Eq. (E-16) is written 


—(135° + 2 + 90° + 26.6°) = (2i + 1)180° (E-17) 


where 6, is the only unknown angle. In this case, we can set i to be —1, and the result for 0 is —71.6°. 

When the angle of departure or arrival of a root locus for positive K at a simple pole or zero of 
G(s)H(s) is determined, the angle of arrival or departure of the root locus for negative K at the same 
point differs from this angle by 180°, and Eq. (7-19) is now used. Figure E-7 shows that the angle of 
arrival of the root locus for negative K at —1 + 7 1s 108.4°, which is 180° — 71.6°. Similarly, for 
the root-locus diagram in Fig. E-8, we can show that the root locus for negative K arrives at the pole 
s = —3 with an angle of 180°, and the root locus for positive K leaves the same pole at 0°. For the pole 
at s = Q, the angle of arrival of the negative-K root locus is 180°, whereas the angle of departure of 
the positive-K root locus is 180°. These angles are also determined from the knowledge of the type of 
root loci on sections of the real axis separated by the poles and zeros of G(s)H(s). Since the total 
angles of the vectors drawn from complex-conjugate poles and zeros to any point on the real axis add 
up to be zero, the angles of arrival and departure of root loci on the real axis are not affected by the 
complex poles and zeros of G(s)A(s). 


In this example we examine the angles of departure and arrival of the root loci at a multiple-order pole 
or zero of G(s)H(s). Consider that a G(s)H(s) has a multiple-order (third-order) pole on the real axis, 
as shown in Fig. E-8. Only the real poles and zeros of G(s)H(s) are shown, since the complex ones do 
not affect the type or the angles of arrival and departure of the root loci on the real axis. For the third- 
order pole at s = —2, there are three positive-K loci leaving and three negative-K loci arriving at the 
point. To find the angles of departure of the positive-K root loci, we assign a point s; on one of the loci 
near s = —2, and apply Eq. (7-18). The result is 


—6, — 362 +63 = (21+ 1)180° (E-18) 


where 6, and 63 denote the angles of the vectors drawn from the pole at 0 and the zero at —3, respectively, 
to s;. The angle > is multiplied by 3, since there are three poles at s = —2, so that there are three vectors 
drawn from —2 to s,. Setting 7 to zero in Eq. (E-18), and since 0; = 180°, 63= 0° we have 63 = 0°, which 
is the angle of departure of the positive-K root loci that lies between s= 0 and s = —2. For the angles of 
departure of the other two positive-K loci, we set i= 1 and i= 2 successively in Eq. (E-18), and we have 
0, = 120° and —120°. Similarly, for the three negative-K root loci that arrive at s = —2, Eq. (7-19) is 
used, and the angles of arrivals are found to be 60°, 180°, and —60°. 
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E-8 INTERSECTION OF THE ROOT LOCI WITH THE IMAGINARY AXIS 


¢ Routh-Hurwitz criterion 
may be used to find the 
intersection of the root loci 
on the imaginary axis. 


EXAMPLE E-8-1 


The points where the root loci intersect the imaginary axis of the s-plane, and the 
corresponding values of K, may be determined by means of the Routh-Hurwitz criterion. 
For complex situations, when the root loci have multiple number of intersections on the 
imaginary axis, the intersects and the critical values of K can be determined with the help of 
the root-locus computer program. The Bode diagram method in Chapters 2 and 8 
associated with the frequency response, can also be used for this purpose. 


The root loci shown in Fig. E-7 is for the equation 
s(s + 3)(s* +2s+2)+K =0 (E-19) 
Fig. E-7 shows that the root loci intersect the jw axis at two points. Applying the Routh-Hurwitz 


criterion to Eq. (E-19), and by solving the auxiliary equation, we have the critical value of K for 
stability at K = 8.16, and the corresponding crossover points on the j@-axis are at +j1.095. 


E-9 BREAKAWAY POINTS 
E-9-1 (Saddle Points) on the Root Loci 


Breakaway points on the root loci of an equation correspond to multiple-order roots 

of the equation. 

Fig. E-9(a) illustrates a case in which two branches of the root loci meet at the 
breakaway point on the real axis and then depart from the axis in opposite directions. In this 


Breakaway 
point 


(a) (b) 


Breakaway 
point 


(c) 


Figure E-9 Examples of breakaway points on the real axis in the s-plane. 
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e A root-locus plot may 
have more than one 
breakaway points. 


e Breakaway points may be 
complex conjugates in the 
s-plane 


case, the breakaway point represents a double root of the equation when the value of K is 
assigned the value corresponding to the point. Fig. E-9(b) shows another common situation 
when two complex-conjugate root loci approach the real axis, meet at the breakaway point, 
and then depart in opposite directions along the real axis. In general, a breakaway point 
may involve more than two root loci. Fig. E-9(c) illustrates a situation when the breakaway 
point represents a fourth-order root. 

A root-locus diagram can have, of course, more than one breakaway point. 
Moreover, the breakaway points need not always be on the real axis. Because of the 
conjugate symmetry of the root loci, the breakaway points not on the real axis must be in 
complex-conjugate pairs. Refer to Fig. E-12 for an example of root loci with complex 
breakaway points. The properties of the breakaway points of root loci are given as 
follows: 

The breakaway points on the root loci of 1 + KG,(s)H,(s) = 0 must satisfy 


dG, (s)Hj(s) _0 (E-20) 

ds 

It is important to point out that the condition for the breakaway point given in Eq. (E-20) 

is necessary but not sufficient. In other words, all breakaway points on the root loci for all 

values of K must satisfy Eq. (E-20), but not all solutions of Eq. (E-20) are breakaway points. 

To be a breakaway point, the solution of Eq. (E-20) must also satisfy the equation 1 + KG;,(s) 

H,(s) = O, that is, must also be a point on the root loci for some real K. In general, the following 
conclusions may be made with regard to the solutions of Eq. (E-20): 


1. Allreal solutions of Eq. (E-20) are breakaway points on the root loci for all values 
of K, since the entire real axis of the s-plane is occupied by the root loci. 


2. The complex-conjugate solutions of Eq. (E-20) are breakaway points only if they 
satisfy the characteristic equation or are points on the root loci. 


3. Since the condition of the root loci is 


1 
_— ee E-21 
G1(s)H1(s) ( ) 


taking the derivative on both sides of the equation with respect to s, we have 


dK _ dG, (s)H1 (s)/ds 


5 (E-22) 
ds [Gi (s)Ai(s)] 
Thus, the breakaway point condition can also be written as 
dK 
—=0 (E-23) 
ds 


where K is expressed as in Eq. (E-21). 


E-9-2. The Angle of Arrival and Departure of Root Loci at the Breakaway Point 


The angles at which the root loci arrive or depart from a breakaway point depend on 
the number of loci that are involved at the point. For example, the root loci shown in 
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EXAMPLE E-9-1 


E-9 Breakaway Points «< E-13 


Figs. E-9(a) and E-9(b) all arrive and break away at 180° apart, whereas in Fig. E-9(c), the 
four root loci arrive and depart with angles 90° apart, whereas in Fig. E-9(c), the four root 
loci arrive and depart with angles 90° apart. In general, n root loci (— 00 < K < oc) arrive 
or depart a breakaway point at 180/n degrees apart. 

Many root-locus computer programs have features that will obtain the breakaway 
points, which a rather tedious task to do manually. 


Consider the second-order equation 
s(s+2)+K(s+4)=0 (E-24) 


Based on some of the properties of the root loci described thus far, the root loci of Eq. (E-24) are 
sketched as shown in Fig. E-10 for — oo < K < oo. It can be proven that the complex portion of the 
root loci is acircle. The two breakaway points are on the real axis, one between 0 and —2 and the other 
between —4 and —oo. From Eq. (E-24), we have 


Gi (s)Hy(s) = a (E-25) 
Applying Eq. (E-20), the breakaway points on the root loci must satisfy 
dG, (s)H, (s) _ s(s + 2) — 2(s + 1)(s + 4) =, (E-26) 
ds s2(s +2)? 
or 
s°+85+8=0 (E-27) 


Solving Eq. (E-27), we find the two breakaway points of the root loci at s = —1.172 and —6.828. 
Fig. E-10 shows that the two breakaway points are all on the root loci for positive K. 


K<0O 


K>0 


Figure E-10 Root loci of s(s + 2) + K(s + 4) = 0. 


EXAMPLE E-9-2 Consider the equation 


s?+2s+2+K(s+2)=0 (E-28) 


The equivalent G(s)H(s) is obtained by dividing both sides of Eq. (E-28) by the terms that do not 
contain K. We have 
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EXAMPLE E-9-3 


K>0 K<0O 
Figure E-11_ Root loci of s* + 2s + 2+ K(s + 2) =0. 
EOHG= (E-29) 
gs? +9542 


Based on the poles and zeros of G(s)H(s), the root loci of Eq. (E-29) are plotted as shown in 
Fig. E-11. The plot shows that there are two breakaway points, one for K > 0 and one for K < 0. 
These breakaway points are determined from 


dG,(s)H\(s) _ d s+2 _s +2s+2—2%s+ I(st2) _ 9 (E-30) 
ds ds \s*+25+2) — (s2 + 29 +2) 7 
or 
s+4s+2=0 (E-31) 


The solution of this equation gives the breakaway point as s = —0.586 and s = —3.414. 


Fig. E-12 shows the root loci of the equation 


s(s + 4)(s* +45 +20) +K =0 (E-32) 
Dividing both sides of the last equation by the terms that do not contain K, we have 
1+ KG,(s)Ay(s) =1+ SS = 0 (E-33) 
s(s + 4)(s* + 4s + 20) 
Since the poles of G,(s)H,(s) are symmetrical about the axes o = —2 and w = 0 in the s-plane, the 


root loci of the equation are also symmetrical with respect to these two axes. Taking the derivative of 
G(s)H,(s) with respect to s, we get 


dG,(s)H 4s? + 24s? + 72s + 80 
1(s) 1(s) a Ss” + 248° + /2s + : _0¢ (B-34) 
ds [s(s + 4)(s2 + 4s + 20)] 


Or 


9 + 657 + 185 +20 —0 (E-35) 
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E-9 Breakaway Points « E-15 


| _ 
% t ae, 
K 
<a s-plane . y 
2+j4 . K=0 
Breakaway 
point \ 
45° 
—co — K K=0 K=0 K> 6 
_4 0 O 
Breakaway 
point 
Breakaway 
point 
2-j4 % K=0 
os Ne a 
f | * 
8 
| 
K>0 K<0O 


Figure E-12 Root loci of s(s + 4)(s? + 4s + 20) + K =0. 


The solutions of the last equation are s = —2, —2 + j2.45, and —2 — j2.45. In this case, Fig. E-12 
shows that all the solutions of Eq. (E-35) are breakaway points on the root loci, and two of these 
points are complex. 


In this example, we shall show that not all the solutions of Eq. (E-20) are breakaway points on the root 
loci. The root loci of the equation 


s(s* +2s+2)+K=0 (E-36) 


are shown in Fig. E-13. The root loci show that neither the K > O loci nor the K < O loci has any 
breakaway point in this case. However, writing Eq. (E-36) as 


1+ KG,(s)Hi(s) =1+ ee = () (E-37) 
s(s* + 2s + 2) 
and applying Eq. (E-20), we have the equation for the breakaway points: 
3s7 ++ 4s+2=0 (E-38) 
The roots of Eq. (E-38) are s = —0.667 + j0.471 and —0.667 — j0.471. These two roots are not 
breakaway points on the root loci, since they do not satisfy Eq. (E-36) for any real value of K. 
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\ jo _ 
A s-plane 4 
ea / 
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Figure E-13 Root loci of s(s* + 2s + 2)+K=0. 


E-10 CALCULATION OF K ON THE ROOT LOCI 


EXAMPLE E-10-1 


Once the root loci are constructed, the values of K at any point s; on the loci can be 
determined by use of the defining equation of Eq. (7-20). Graphically, the magnitude of K 
can be written as 


_ I[lengths of vectors drawn from the poles of Gy (s)H1(s) to s1 


|K| (E-39) 


[I lengths of vectors drawn from the zeros of G1 (s)H1(s) to sy 


As an illustration on the determination of the value of K on the root loci, the root loci of the equation 
s?+2s+2+K(s+2)=0 (E-40) 


are shown in Fig. E-14. The value of K at the point s; is given by 


AxB 
K= 


C (E-41) 


where A and B are the lengths of the vectors drawn from the poles of G(s)H(s) = K(s + 2)/ (s* + 25+ 2) 
to the point s,;, and Cis the length of the vector drawn from the zero of G(s)H(s) to s;. In this case, s; is on 
the locus where K is positive. In general, the value of K at the point where the root loci intersect the 
imaginary axis can also be found by the method just described. Figure E-14 shows that the value of K at s 
= (is —1. The computer method and the Routh-Hurwitz criterion are other convenient alternatives of 
finding the critical value of K for stability. 
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—— K>0 ——— K <0 


Figure E-14 Graphical method of finding the values of K on the real axis. 


In summary, except for extremely complex cases, the properties on the root loci 
presented here should be adequate for making a reasonably accurate sketch of the root- 
locus diagram short of plotting it point by point. The computer program can be used to 
solve for the exact root locations, the breakaway points, and some of the other specific 
details of the root loci, including the plotting of the final loci. However, one cannot rely on 
the computer solution completely, since the user still has to decide on the range and 
resolution of K so that the root-locus plot has a reasonable appearance. For quick reference, 
the important properties described are summarized in Table E-1. 


TABLE E-1 Properties of the Root Loci of F(s) = 1 + KG,(s)H,(s) = 0 


1. K=O points The K = 0 points are at the poles of G(s)H(s), 
including those at s = oo. 
2. K=+o points The K = + oo points are at the zeros of G(s)H(s), 


including those at s = oo. 

3. Number of separate root loci The total number of root loci is equal to the order of 
the characteristic equation F(s) 

4. Symmetry of root loci The root loci are symmetrical about the axes of 
symmetry of the pole-zero configuration of G(s)H(s). 

5. Asymptotes of root loci as |s|— co For large values of s, the root loci for K > 0 are 
asymptotic to asymptotes with angles given by 

2+ I 

In — ml 


0; = x 180° 


For K < 0, the root loci are asymptotic to 


6; = 
nN 


where i=0,1,2, ...,|n—m| —1, 
n = number of finite poles of G(s)H(s), and 


m = number of finite zeros of G(s)H(s). 
(Continued) 
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TABLE E-1 (Continued) 


6. Intersection of the asymptotes (a) The intersection of the asymptotes lies only on the 
real axis in the s-plane. 
(b) The point of intersection of the asymptotes is 
given by 


__ S real parts of poles of G(s) H(s)— J real parts of zeros of G(s) H(s) 


1 t=—TN 


7. Root loci on the real axis Root loci for K > O are found in a section of the real 
axis only if the total number of real poles and zeros of 
G(s)H(s) to the right of the section is odd. If the total 
number of real poles and zeros to the right of a given 
section 1s even, root loci for K < 0 are found. 

8. Angles of departure The angle of departure or arrival of the root loci from a 
pole or a zero of G(s)H(s) can be determined by 
assuming a point s, that is very close to the pole, or 
zero, and applying the equation 


/G(s})H(s,) = S(s1 oe) ie y Asi + pj) 
k=1 is) 


=2(i+ 1)180° K>0 
= 2ix 180° K<0 


whee? = Over l. 222, 22-s 
9. Intersection of the root loci The crossing points of the root loci on the imaginary 

axis and with the imaginary axis the corresponding 
values of K may be found by use of the Routh-Hurwitz 
criterion. 

10. Breakaway points The breakaway points on the root loci are determined 
by finding the roots of dK/ds = 0, or dG(s)H(s)/ds = 0. 
These are necessary conditions only. 

11. Calculation of the values of K The absolute value of K at any point s; on the root loci 
is on the root loci determined from the equation 


] 


KI = Gama) 


The following example illustrates the construction of a root locus diagram manually, 
step by step, using the root locus properties given in Table E-1. 


EXAMPLE E-10-2 Consider the equation 
s(s + 5)(s +6)(s*? +2s+2) + K(s+3) =0 (E-42) 


Dividing both sides of the last equation by the terms that do not contain K, we have 


7 K(s +3) 
AMO) = CFD G+ Ole +28 +2) — 


The following properties of the root loci are determined: 


1. The K = O points are at the poles of G(s)H(s): s = —5, —6, —1 + j, and —1 —7. 


2. The K = + o0 points are at the zeros of G(s)H(s): s = —3, co, co, &, OO. 
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3. There are five separate branches on the root loci. 
4. The root loci are symmetrical with respect to the real axis of the s-plane. 


5. Since G(s)H(s) has five poles and one finite zero, four RL and CRL should approach infinity 
along the asymptotes. The angles of the asymptotes of the RL are given by [Eq. (E-9)| 


_ 2d 5 .2eel 
~ |n—ml — |5— 1 
fori= 0, 1, 2, 3. Thus, the four root loci that approach infinity as K approaches infinity should 
approach asymptotes with angles of 45°, —45°, 135°, and —135°, respectively. The angles of 
the asymptotes of the CRL at infinity are given by Eq. (E-10): 
21 AL 
=. ABS BP es eK <0 (E-45) 
jn — m| 5 — 1 

fori= 0,1, 2,3. Thus, as K approaches — oo, four root loci for K < 0 should approach infinity 
along asymptotes with angles of 0°, 90°, 180°, and 270°. 


0; 180° 0<K<o (E-44) 


0; 


6. The intersection of the asymptotes is given by [Eq. (E-12)] 


— RIS OTT UTS) __95 (E-46) 


The results from these six steps are illustrated in Fig. E-15. It should be pointed out that in 
general the properties of the asymptotes do not indicate on which side of the asymptotes the 
root loci lie. The asymptotes indicate nothing more than the behavior of the root loci as 


jo 
% 
\ s-plane t f 
t Ne C 
J 
ere K=0 kK=0 K = +00 K=0 ae 
6 _5 4 =3 O 
2.5 a 
ay i c 
f 8 = 
K>0 ss KK) 


Figure E-15 Preliminary calculation of the root loci of s(s + 5)(s + 6)(s* +25 +2) + K(s +3) =0. 
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K>0 —— _ K<0 


Figure E-16 Root loci of s(s + 5)(s + 6)(s* + 2s + 2) + K(s + 3) = 0 on the real axis. 


|s] + co In fact, the root locus can even cross an asymptote in the finite s domain. The 
segments of the root loci shown in Fig. E-15 can be accurately plotted only if additional 
information is obtained. 


- Root loci on the real axis: There are K > 0 root loci on the real axis between s = 0 and —3, and 


s = —5 and —6. There are K < 0 root loci on the remaining portions of the real axis, that is, 
between s = —3 and —5, and s = —6 and — ov, as shown in Fig. E-16. 


. Angles of departure: The angle of departure 6 of the root loci leaving the pole at —1 +7 is 


determined using Eq. (7-18). If s; is a point on the root loci leaving the pole at —1 + /, and sj 1s 
very close to the pole, as shown in Fig E-17, Eq. (7-18) gives 


L(s1 +3) — és, — Z(sy +1 + j) — 4) +5) — 41 + 1 — 9) (E-47) 
= (2i + 1)180° 


or 
26.6° — 135° — 90° — 14° — 11.4° — 62 (274+ 1)180° (E-48) 

fori = 0, +1, +2, ... Therefore, selecting 7 = 2, 
@ = —43.8° (E-49) 


—6 —5 
K=0 


LZ (sy + 6) LAS; + 5) 
Z(s,;+1+7) 


Figure E-17 Computation of angle of departure of the root loci of s(s + 5)(s + 6) 
(s° + 2s + 2) + K(s + 3) =0. 
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Similarly, Eq. (7-19) is used to determine the angle of arrival 6’ of the K < 0 root loci arriving 
at the pole —1 + j. It is easy to see that 6’ differs from @ by 180°; thus, 


6’ = 180° — 43.8° = 136.2° (E-50) 


. The intersection of the root loci on the imaginary axis is determined using Routh’s tabulation. 


Equation (E-42) is written 


s° + 13s* + 545° + 82s + (60+ K)s +3K =0 (E-51) 


Routh’s tabulation is 


s 1 54 60+K 

s* 13 82 3K 

s AT.7 0.769K 0 

s° 6 — OPIN 3K 0 
, 3940 — 105K — 0.163K? 

° 5A — OIDs 0 u 

5? 3K 0 0 


For Eq. (E-51) to have no roots on the imaginary axis or in the right-half of the s-plane, 
the elements in the first column of Routh’s tabulation must all be of the same sign. Thus, the 
following inequalities must be satisfied: 


65.6 —0.212K>0 or K<309 (E-52) 
3940 — 105K — 0.163K*>0 or K<35 (E-53) 
Kso0 (E-54) 


Thus, all the roots of Eq. (E-51) will stay in the left-half s-plane if K lies between 0 and 
35, which means that the root loci of Eq. (E-51) cross the imaginary axis when K = 35 and K = 0. 
The coordinates at the crossover points on the imaginary axis that correspond to K = 35 are 
determined from the auxiliary equation: 


A(s) = (65.6 — 0.212K)s” + 3K =0 (E-55) 


which is obtained by using the coefficients from the row just above the row of zeros in the s’ 
row that would have happened when K is set to 35. Substituting K = 35 in Eq. (E-55), we get 


58.257 + 105 —0 (E-56) 


The roots of Eq. (E-56) are s = 71.34 and —71.34, which are the points at which the root loci 
cross the jw-axis. 


Breakaway points: Based on the information gathered from the preceding nine steps, a trial 
sketch of the root loci indicates that there can be only one breakaway point on the entire root 
loci, and the point should lie between the two poles of G(s)H(s) at s = —5 and —6. To find the 
breakaway point, we take the derivative on both sides of Eq. (E-43) with respect to s and set it 
to zero; the resulting equation is 


s° + 13.5s° + 66s" + 142s” + 123s+45 =0 (E-57) 
Since there is only one breakaway expected, only one root of the last equation is the correct 
solution of the breakaway point. The five roots of Eq. (E-57) are: 


s = 3.33 + j1.204 s = 3.33 — 71.204 
s = —0.656 + j0.468 s = —0.656 — j0.468 
s = —5.53 
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K<0O 
Figure E-18 Root loci of s(s + 5)(s + 6)(s” + 2s + 2) + K(s + 3) = 0. 


Clearly, the breakaway point is at —5.53. The other four solutions do not satisfy 
Eq. (E-51) and are not breakaway points. Based on the information obtained in the last 10 
steps, the root loci of Eq. (E-51) are sketched as shown in Fig. E-18. 


Appendix-F_ 1 


05/14/2009 1 


APPENDIX p= 


General Nyquist Criterion 


F-1 FORMULATION OF NYQUIST CRITERION 


The original Nyquist criterion presented in Chapter 8 is cumbersome to apply when the loop 
transfer function is of the nonminimum-phase type; that is, L(s) has either poles and/or zeros 
in the right-half s-plane. We shall show that if the loop transfer function is of the non- 
minimum-phase type, then plotting the Nyquist plot of L(s) only for s = jw to s = j0 and not 
enclosing the (— 1, j0) point in the L(s)-plane is only a necessary, but not sufficient, condition 
for closed-loop stability. For a system with a nonminimum-phase loop transfer function L(s), 
the original Nyquist criterion requires that the L(s) plot that corresponds to the entire Nyquist 
path in Fig. 8-20 be made. If the loop transfer function L(s) has poles or zeros on the ja@-axis, 
then the Nyquist path of Fig. 8-20 must have small indentations around them on the jw-axis. 
This adds even more complexity to the construction of the L(s) plot. Our MATLAB Toolbox 
(ACSYS) or other computer software can all be used to construct the plots of only functions 
that correspond to the positive jw-axis of the s-plane. The rest of the Nyquist plot that 
corresponds to the small indentations and the large semicircle on the Nyquist path have to be 
plotted manually. With modern computer facilities and software, the analyst should not be 
burdened with the chores of manual plotting. Therefore, we are introducing a simplified 
Nyquist criterion that can be applied by using only the positive jw-axis of the Nyquist path 
and then observing its behavior with reference to the (—1, j0) point. 

Yeung [1] introduced a general and yet simplified version of the Nyquist criterion that 
allows the determination of stability of closed-loop systems of minimum- as well as 
nonminimum-phase loop transfer functions by using only the positive part of the jw-axis of 
the Nyquist path. However, if the system is of the minimum-phase type, the test of whether 
the (—1, 70) point is enclosed is still simpler to apply. We shall show that, for nonminimum- 
phase systems, if the (—1, 70) point is enclosed, the system is still unstable. However, if the 
(—1, 70) point is not enclosed, then an additional angle condition is all that must be satisfied 
by the Nyquist plot of Z(s) for the system to be stable. 

Let us consider the two Nyquist paths shown in Figs. F-1(a) and F-1(b). Apparently, 
the Nyquist path I’,, in Fig. F-1(a) is the original one shown in Fig. 8-20, whereas the path 
I’, in Fig. F-1(b) encircles not only the entire right-half s-plane but also all the poles and 
zeros of L(s) on the jw@-axis, if there are any. Let us define the following quantities. 


Z = number of zeros of 1 + L(s) that are in the right-half s-plane. 
P = number of poles of L(s), or of 1 + L(s), that are in the right-half s-plane. 
P., = number of poles of L(s), or of 1 + Lis), that are on the jw-axis, including the 
origin. 
N,; = number of times the (—1, j0) point of the L(s)-plane that is encircled by the 
Nyquist plot of L(s) corresponding to I’,,. 


F-1 
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(a) 


Figure F-1 (a) Nyquist path. (b) An alternative Nyquist path. (Source: K. S. Yeung, “A 
Reformulation of Nyquist’s Criterion,’ JEEE Trans. Educ., Vol. E-28, pp. 58-60, Feb. 1985.) 


N> = number of times the (—1, j0) point of the L(s)-plane that is encircled by the 
Nyquist plot of L(s) corresponding to Ty. 


Then, with reference to the two Nyquist paths in Fig. F-1, and according to the Nyquist 
criterion, 
Nie Z—P (F-1) 
and 
No =Z-P-P, (F-2) 
Let ®, and ®, represent the net angles traversed by the Nyquist plot of L(s) with respect to 
the (—1, j0) point, corresponding to [,; and Ty, respectively. Then, 
D, = N x 360° = (Z = P)360° (F-3) 
D> = N> x 360° = (Z — P— F)360° (F-4) 
Let us consider that each of the Nyquist paths I’,,; and [,. is composed of three portions: 
1. The portion from s = —joo to +/joo along the semicircle with infinite radius 


2. The portion along the jw-axis, excluding all the small indentations 


3. All the small indentations on the jw-axis 


Because the Nyquist paths in Fig. F-1 are symmetrical about the real axis in the s-plane, the 
angles traversed by the Nyquist plots are identical for positive and negative values of . 
Thus, ®, and ®, are written 
DP, = 20), + Din + j3 (F-5) 
D> — 201; = D1 + D173 (F-6) 


Appendix-F_ 1 


05/14/2009 


3 


F-1 Formulation of Nyquist Criterion « F-3 


where 


®,, = angle traversed by the Nyquist plot of L(s) with respect to the (—1, 70) point, 
corresponding to the positive jw-axis or the —jq@-axis of the s-plane, excluding 
the small indentations. 


®,> = angle traversed by the Nyquist plot of L(s) with respect to the (—1, 70) point, 
corresponding to the small indentations on the jw-axis of I’,;. Because on I’,5 
the directions of the small indentations are opposite to that of I’,,, the sign of 
®,> in Eq. (F-5) is negative. 

®,3 = angle traversed by the Nyquist plot of L(s) with respect to the (—1, 70) point, 
corresponding to the semicircle with infinite radius on the Nyquist paths. 


For a transfer function L(s) that does not have more zeros than poles, the Nyquist plot of 
L(s) that corresponds to the infinite semicircle must either be a point on the real axis or a 
trajectory around the origin of the L(s)-plane. Thus, the angle ®,3 traversed by the phasor 
drawn from the (—1, j0) point to the Nyquist plot along the semicircle with infinite radius 1s 
always zero. 

Now adding Eq. (F-5) to Eq. (F-6) and using Eqs. (F-3) and (F-4), we get 


DP, + Oy = 40), 
= (2Z — 2P — P.,)360° (F-7) 
Solving for ®,,, we get 
DM), = (Z — P —0.5P,,) 180° (F-8) 


The equation states: 

The total angle traversed by the phasor drawn from the (—1, j0) point to the L(s) 
Nyquist plot that corresponds to the portion on the positive jw-axis of the s-plane, 
excluding the small indentations, if any, equals 


The number of zeros of 1 + L(s) in the right-half s-plane 
The number of poles of L(s) in the right-half s-plane (F-9) 
0.5(the number of poles of L(s) on the ja = axis)180° 


Thus, the Nyquist stability criterion can be carried out by constructing only the Nyquist 
plot that corresponds to the s = jx to s = 0 portion on the Nyquist path. Furthermore, 
if the closed-loop system is unstable, by knowing the values of ®,,, P,,, and P, Eq. 
(F-8) gives the number of roots of the characteristic equation that are in the right-half 
s-plane. 

For the closed-loop system to be stable, Z must equal zero. Thus, the Nyquist criterion 
for stability of the closed-loop system 1s 


®,, = —(0.5P,, + P)180° (F-10) 


Because P,, and P cannot be negative, the last equation indicates that ifthe phase traversed 
by the Nyquist plot of L(j@) as w varies from ~& to 0, B41, is positive with respect to the 
(—1, j0) point, the closed-loop system is unstable. 

However, if ®,, is negative, it still has to satisfy Eq. (F-9) for the system to be stable. 
With reference to the Nyquist plot of L(j@) and the (—1, j0) point, we see that, when 
the angle variation ®,, is positive, it corresponds to the (—1, j0) point being enclosed. 
Thus, the condition that the Nyquist plot of LG@m) not enclosing the (—1, j0) point is a 
necessary condition for closed-loop stability for nonminimum-phase systems. However, if 
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the (—1, 70) point is not enclosed by the Nyquist plot of LG@), for the nonminimum-phase 
system to be closed-loop stable, the angle variation ®,, still has to satisfy Eq. (F-9). 


F-1-1 System with Minimum-Phase Loop Transfer Functions 


If L(s) 1s of the minimum-phase type, then P = 0 and P,, denotes the number of poles of L(s) 
that are at the origin. Eq. (F-8) becomes 


®,, = (Z — 0.5P,,) 180° (F-11) 


For closed-loop stability, Z = 0; Eq. (F-11) becomes 
On = —P,, X 90° (F-12) 


Because P,, denotes the number of poles of L(s) that are at the origin, it is easy to see that, if 
the (—1, j0) point is not enclosed by the Nyquist plot of L(s), ®,; will always be given by 
Eq. (F-12). Thus, when L(s) is of the minimum-phase type, the condition that the (—1, 70) 
point not be enclosed by the Nyquist plot is a necessary and sufficient condition for closed- 
loop stability. 


F-1-2 Systems with Improper Loop Transfer Functions 


Eq. (F-8) is derived based on the condition that ®,3 = 0, which is true only if L(s) is strictly 
proper; that is, it has more poles than zeros. For improper transfer functions, we can again 
use the method discussed in Section 8-6 by plotting the Nyquist plot of 1/L(s). 


F-2 ILLUSTRATIVE EXAMPLES—GENERAL NYQUIST CRITERION MINIMUM AND 
NONMINIMUM TRANSFER FUNCTIONS 


EXAMPLE F-2-1 


EXAMPLE F-2-2 


In the following example we shall show that the Nyquist plot of a nonminimum-phase 
transfer function does not enclose the (—1, 70) point, and yet the system is unstable. 


Consider that the loop transfer function of a control system is given by 


cig ee | 


U3) = T3645) (F-13) 


Because L(s) has one pole at the origin and two poles in the right-half s-plane, P,, = 1 and P= 2. From 
Eq. (F-9), the closed-loop system is stable if the following condition is satisfied: 


®1; = —(0.5P,, + P)180° = —450° (F-14) 


The Nyquist plot of L( j@) for w = oo to m = 01s plotted as shown in Fig. F-2. Apparently, in this case, 
the (—1, 70) point is not enclosed by the Nyquist plot. However, because ®,, is —90°, and not —450°, 
the system is unstable. Substituting ®,; = 90° into Eq. (8-82) and solving for Z, we have Z = 2, which 
means that there are two closed-loop poles in the right-half s-plane. 


Consider the system described in Example 8-1-1. The loop transfer function of the system, L(s), is 
given in Eq. (9-59) and is repeated below. 
K 
L(ja) = ——--~ F-15 

Uo) = 54 2)(s + 10) —) 
The Nyquist plot of L(j@) is shown in Fig. 8-25. It is shown in Example 8-1-1 that, for closed-loop 
stability, the (—1, 70) point in the L(jw)-plane must be to the left of the intersect of the Nyquist plot 
with the real axis. 
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JImL 


L(j@)-plane 


Re L 


Enclosed 
area 


S) 
{ 
8 
2 
; — ] 
Figure F-2 Nyquist plot of L(s) = ae 
s(s* — 6s 


Now we shall apply the generalized Nyquist criterion to the system. Because L(s) is of the 
minimum-phase type, P = O, and it has one pole at the origin, thus, P,, = 1. Substituting these 
quantities into Eq. (F-11), we have 


®,, = (Z —0.5)180° (F-16) 


For closed-loop stability, Z must equal zero; thus, the last equation gives ®,; ; = —90°. This means that 
the phasor drawn from the (—1, 70) point to the Nyquist plot, from @ = oo to w = 0, must equal —90°, 
or 90° in the CW direction. Fig. F-3(a) shows that, if the (—1, 70) point is to the left of the intersect of 
L(GUw) with the real axis, ®;; is indeed —90°. On the other hand, if the (—1, 70) point is to the right of 
the intersect, as shown in Fig. F-3(b), when the value of K is greater than 240, then ®,, is +270°, or, 
(more easily observed when the critical point is enclosed), the system would be unstable. Substituting 
®,, = 270° into Eq. (F-16), we get Z = 2, which means that the characteristic equation has two roots 
in the right-half s-plane. Thus, for systems with minimum-phase loop transfer functions, the Nyquist 


L(Uq@)-plane jJIimL LGo@)-plane jJImL 
-1 BD, =-90°| w= KD WM= °c 
Re L <A) -1 0 Re L 
D,, = 4+270° 
Enclosed Enclosed 
area area 
S} 8 
| | 
= = 
(a) (b) 


Figure F-3 Nyquist plot of L(s) = . (a) K < 240. (b) K > 240. 


K 
s(s + 2)(s + 10) 
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Appendix F. General Nyquist Criterion 


EXAMPLE F-2-3 


criterion with the “‘enclosure”’ test is easier to observe, but when the system is unstable, it does not 
tell how many characteristic equation roots are in the right-half plane; the general Nyquist criterion 
does. 


Consider that a control system has the loop transfer function 


K(s —1) 


LW) =a) (F-17) 


We observed from the last equation that P,, = 1, and P = 0. The function L(s) is of the nonminimum- 
phase type, because it has a zero at s = 1. Thus, the Nyquist criterion on enclosure cannot be used 
adequately in this case. From Eq. (F-8), the requirement for closed-loop stability is 

D1, = —(0.5P,, + P)180° = —90° (F-18) 
Thus, the stability criterion requires that the phasor drawn from the (—1, 70) point to the Nyquist plot 
of L(jm) should traverse —90° as w varies from oo to 0. 


To sketch the Nyquist plot of L(s) that corresponds to the postive portion of the jw-axis of the s-plane, 
we set 5 = ja in Eq. (F-17). We get 


K(jo—1 K( jw — 1 
oe aed es ae (F-19) 
jo(jo+1) -a* +jo 
When ow = ~, 
L(joo) = — = 0/ — 90° (F-20) 
When w = 0, 
K 
L(j0) = — = 00790" (F-21) 
J®w=0 


To find the intersect of the L(jm) plot on the real axis, we rationalize the function by multiplying the 
numerator and the denominator of Eq. (F-19) by —w~ — jw. We have 


_ Kio —1)(-o" — jw) _ Ko + (0 —o"*)| 


LG F-22 
yo) w* + w w(w* + 1) ( ) 
Setting the imaginary part of L(jw) to zero and solving for w~, we have 
@” = +1 rad/sec (F-23) 
For w = l, 
L(jl) =K (F-24) 


Nyquist Plot for K > 0 

Based on the preceding information, the Nyquist plot of L(Ujm) that corresponds to the 
positive portion of the jw-axis is sketched as shown in Fig. F-4 for K > 0. Fig. F-4 shows 
that, as wm varies from co to 0 along the Nyquist plot, the net angle ®,, traversed by the 
phasor drawn from the (—1, j0) point to the Nyquist plot is +90°. Thus, the system is 
unstable because ®,, is positive. We can also readily see that (—1, j0) is enclosed by the 
Nyquist plot, so the same conclusion on closed-loop stability can be drawn. 
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L(j@)-plane 


Figure F-4 Nyquist plot of the 
Rez System in Example F-2-3. 


ied) 
Ls) = se4 1)’ 
From Eq. (F-7), 
M1, = (Z — 0.5P,, — P)180° = (Z — 0.5)180° = 90° (F-25) 


Thus, Z = 1, which means that the characteristic equation of the closed-loop system has one 
root in the right-half s-plane. The characteristic equation of the system 1s 


s+(1+K)s—K=0 (F-26) 


We can easily verify that stability requires 
O>K>-1 (F-27) 


Nyquist Plot for K < 0 
Fig. F-5(a) shows the Nyquist plot of LG@) when K lies between 0 and —1. Notice that the 
plot is obtained by rotating the LG@) plot of Fig. F-4 by 180° about the origin. As @ is 
varied from oo to O, the angle ®,, in Fig. F-5(a) has a net rotation of —90°, which agrees 
with the stability requirement in Eq. (F-18), and the closed-loop system is stable. It should 
be reminded that since L(ja) is of the minimum-phase type, the fact that the Nyquist plot of 
L(j@) of Fig. F-5(a) does not enclose the (—1, 70) is not the reason that the system is stable. 
Figure F-5(b) shows the Nyquist plot when K < —1. Now we see that the (— 1, 70) point 
is enclosed, so the system is unstable. Checking the value of ®;;, we have ®,, = 270°, 
which differs from the required —90°. Using Eq. (F-8), 


®,, = (Z — 0.5P,, — P)180° = (Z — 0.5)180° = 270° (F-28) 


Thus, Z = 2, which means that the characteristic equation has two roots in the right-half 
s-plane. 

In general, when K changes signs, it 1s not necessary to redraw the Nyquist plot as 
shown in Fig. F-5. Eq. (8-40) can be written as 


14+ L(s) =14+ KLy(s) =0 (F-29) 
where K is positive. For negative K, the last equation can be written as 


1 — KL,(s) =0 (F-30) 
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jim L jimL 


L(j@)-plane L(j@)-plane 


-l1<K<0O 


K 1 : 
O= Re L 
D,, = —90) O= 1 Di, = +270° 

Enclosed Enclosed 

area area 
S S 

\ | 
oO ce 


(a) (b) 


K(s —1 
Figure F-5 Nyquist plots of the system in Example F-2-3. L(s) = © 1 ) (a) -1<K <0. 
6K <1 ae 
or 
Kins) =1 (F-31) 


where K is now positive. Thus, Eq. (F-31) shows that, when K is negative, we can still use 
the L(ja@) plot for positive K but designate the (+1, 70) point as the critical point for stability 
analysis. 

Fig. F-6 shows the Nyquist plot of Eq. (F-17) for K > 0. When K is negative, the (+1, 
JO) point is regarded as the critical point. As shown in Fig. F-6, for —1 < K < 0, ®); is 
—90°, which is the required value, and the system is stable. When K < —1, the (+1, /0) 
point is enclosed by the Nyquist plot, and the system is unstable. These results agree with 
those obtained from Fig. F-5 when the Nyquist plots for K < 0 were actually constructed. 

It is of interest to compare the Nyquist stability analysis with the root-locus analysis. 
Fig. F-7 shows the root loci of the characteristic equation of the system with the loop 
transfer function given in Eq. (F-17). The stability condition of the system as a function of 


JImL 


o-0 


LG@)-plane 


Enclosed 


K<-l 


Enclosed 

Figure F-6 Nyquist plot of 
K(s—1 

che ry ara 


s(s + 1) 


ReL The (+1, j0) point is the critical 


point. 
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Figure F-7, Complete root loci of system in Example F-2-3. 


K is clearly indicated by the root-locus diagram. The RL between O and +1 on the real axis 
indicates that the system is unstable for 0 < K < oo. The RL indicates that, for negative 
values of K, the system is unstable for —oo < K < —1, and the system is stable only for the 
range of —1 < K <0. The root loci cross the jm-axis at @ = +1 rad/sec, which are the values 
of wm at which the Nyquist plot of L(j@) intersects the negative real axis. 


EXAMPLE F-2-4 Consider the control system shown in Fig. F-8. It is desired to determine the range of K for which the 
system is stable. The loop transfer function of the system is 


The poles of L(s) are found to be at s = —3.72, 0.361 + 71.6, and 0.361 — 71.6. Or, we can use the 
Routh-Hurwitz criterion to verify that L(s) has two poles in the right-half s-plane. Thus, P = 2, and 
P., = 0. The transfer function L(s) is of the nonminimum-phase type. 

From Eq. (F-9), the requirement for the closed-loop system to be stable is 


®1, = —(0.5P,, + P)180° = —360° (F-33) 


ee 10 Y(s) 


Figure F-8 Block diagram of the control system in Example F-2-4. 
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Setting s = jm, Eq. (F-32) becomes 
10K (j@ + 2) 


L(jw) = (10 — 30) — ja? (F-34) 
Atw = oO, 
L{joo) = 0/180° (F-35) 
At wm = 0, 
L(j0) = 2K (F-36) 
To find the intersect on the real axis of the L(jw)-plane, we rationalize L(j@) as 
2 44: 2 2 
Lio) = 10K {2(10 — oe 3a”) + 2w°|} (7-37) 
Setting the imaginary part of LUj@) to zero, we have 
w(10 — 30°) + 20° = 0 (F-38) 


The solutions of the last equation are w = 0 and w= +V10=3.16rad/sec, which are the 
frequencies at which the L(q@) plot intersects the real axis of the L(j@)-plane. When w = O, we 
already have L(j0) = 2K in Eq. (F-36). When wm = 3.16 rad/sec, 


L(j3.16) = —K (F-39) 


Fig. F-9(a) shows the Nqyuist plot of LGq@) for 0 < K < 1. Because the (— 1,70) pointis enclosed by the Nyquist 
plot, the closed-loop system is unstable. We can also show that the angle traversed by ®,, is 0°, not —360°, as 
required in Eq. (F-33). Fig. F-9(b) shows the Nyquist plot of L( j@) when K 1s greater than unity. In this case, the 
angle ®,, rotates a total of —360°; thus, the system is stable. 

When K is negative, we can use the plots in Fig. F-9 and regard the (+1, 70) point as the critical 
point. The following stability conditions are observed: 


JImL 


L(j@)-plane 


LGo)-plane 


(b) 
Figure F-9 Nyquist plots of the system in Example F-2-4. (a) 1 > K > 0. (b) K > 1. 
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K=1}\ j,/10 
s-plane 
K=0 
0.36 + j1.6 
—co+ K K=0 K = tee 
—————————— 
K<0O —3.72 K>0O -2 


Figure F-10 Complete root loci of the system in Example F-2-4. 


e 2K < —1: The (+1, jO) point lies between 0 and 2K and is not enclosed by L(jw), but B; ; = —180°; 
the system is unstable. For stability, ®;, must equal —360°. 


e —1<2K <0: The (+1, jO) point is to the right of the point 2K and is enclosed by the Nyquist plot; 
the system is unstable. In this case, ®,; = O°. 


The conclusion is that the system is stable for K > 1. The root loci of the system are shown in Fig. F-10. 
Clearly, when K is negative, one branch of the RL will always stay in the right-half plane, and the system is 
unstable. The systemis stable only for K > 1,andtherootlocicrossthe jwm-axisat @=-£3.16rad/sec, which 
corresponds to the frequency at which the L(jq@) plot intersects the negative real axis. The value of K at the 
crossing point on the jw@-axis is 1. 


EXAMPLE F-2-5 Consider a control system with the loop transfer function 


K 
(s + 2)(s? +4) 


which has a pair of imaginary poles at s = 72 and —j2. Thus, P,, = 2, and P = 0. To apply the Nyquist 
criterion in the original form, we would have to define the Nyquist path with small indentations 
around these poles. 

Instead of constructing the entire Nyquist plot, the portion that corresponds to s = joo to j0 1s 
plotted as shown in Fig. F-11. The data for this Nyquist plot are easily obtained using any of the 
frequency-domain programs mentioned earlier. 

From Eq. (F-9), the value of ®,, required for stability is 


L(s) = (F-40) 


®,, = —(0.5P,, + P)180° = —180° (F-41) 


As seen from Fig. F-11, the magnitude of L( jw) goes to infinity when m = 2 rad/sec. When K 1s positive, the 
critical point (— 1, 70) is not enclosed by the Nyquist plot, and the system is unstable. For the angle check, 
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L(j@)-plane 
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Critical point Critical point Critical point 

K>0 K<-8 O>K>-8 
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Figure F-11 Nyquist plot of the control system in Example F-2-5. 


when w varies from co to 2, the angle ®  ; is + 135°, and forthe portion of w=2to0,®,,1s +45°. Thus, 
the total ®;; is +180°, not —180°. The system is unstable for all positive values of K. 

When K is negative, the critical point in Fig. F-11 1s at (+1, 70). Fig. F-11 shows that, if the (+1, 70) point 
lies between O and K/8, it is enclosed by the Nyquist path, and the system is unstable. Thus, the system is 
unstable for K < —8. When the (+1, 70) pointis to the right of the K/8 point, ® , ; from w = oo tow = 2 is —45°, 
and from w = 2 tow = 0is — 135°. Thus the total ®; ; as w varies from oo to 0is — 180°, which agrees with the 
value required in Eq. (F-41). The system is stable for 0 > K > —8. The summary of the Nyquist criterion 
application to this system is as follows. 


®,, (deg) for ®,, (deg) Total Critical Stability 
Range of K @o=2to 0 for@m@=2toco Wy, (deg) Point Condition 
K>0O +135 +45 +180 —1 point enclosed Unstable 
K < -8 —45 +45 0 +1 point Unstable 
enclosed 
—-§< K<0 —45 —135 —180 Stable 


The complete root loci of the characteristic equation of the system are constructed in 
Fig. F-12 using the pole—zero configuration of Eq. (F-40). The stability condition of —8 < 
K < Q1s easily viewed from the root loci. 
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Figure F-12 Complete root loci of the system in Example F-2-5. 


F-3 STABILITY ANALYSIS QF MULTILOOP SYSTEMS 


EXAMPLE F-3-1 


The Nyquist stability analyses conducted in the preceding sections are all directed toward 
the loop transfer function L(s). It does not matter whether the system is with single loop or 
multiple loops, because once the loop transfer function is obtained, stability analysis can be 
conducted using the Routh-Hurwitz criterion, root loci, or the Nyquist criterion. 

For multiloop-feedback systems, it may be advantageous to analyze the stability of the 
system by working from the inner loop toward the outer loop, one at a time. This way, more 
insight may be gained on the stability of the individual loops of the system. The following 
example will illustrate this approach. 


Fig. F-13 shows the block diagram of a system that controls the gun turret of a tank. During servicing 
of the turret control system, the mechanic accidentally opened the outer loop of the system. With the 
power turned on, the gun turret went out of control and finally flew apart. The purpose of this example 
is to show that it is inadequate to investigate just the stability of the overall system. In general, for a 
multiloop control system, one should conduct a systematic stability analysis of all the inner loops of 
the system. It is admissible to have unstable inner loops, as long as the overall system is stable. 
However, if such a situation exists, it is important to forewarn or take precautionary measures to 
prevent opening the loops during operation. 
The loop transfer function of the inner loop is 


6 


G(s) = ———_—__~ F-42 

(5) s(s + 1)(s +2) te) 
Fig. F-14 shows the Nyquist plot of G(s). Because the plot intersects the real axis at the —1 point at w 
= 1.414 rad/sec, the inner loop is marginally stable. Therefore, if the outer loop of the system is 


opened, the system will oscillate continuously with a frequency of 1.414 rad/sec. The loop transfer 
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R(s) E(s) | 16.67(s + 0.1) e 
f s +10 ce 


G(s) ; 


Figure F-13 Multiloop feedback control system for tank turret control. 


G(j@)-plane 


function of the overall system is 


G,(s)G 100 0.1 

L(s) = G.(s)G(s) = ——(100(s +01) (F-43) 
1+G(s)  (s+10)(s? + 3s? + 2s + 6) 

Because L(s) has two poles on the jwm-axis and the rest are in the left-half s-plane, P,, = 2 and P = 0. 

The function is also of the nonminimum-phase type, so we must use Eq. (F-9) for the stability test of 

the overall system. Thus, 


®,, = —(0.5P,, + P)180° = —180° (F-44) 
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L(@)-plane 


—] —0.5 0 0.5 
: 100(s + 0.1) 
Figure F-15 N t plot of L(s) = —————_.—_——_.. 
: Yatist plo er NS) = G10) 4494-206) 

The Nyquist plot of L(s) is plotted as shown in Fig. F-15. The angle ®,, for @ = co to wm = 1.414 rad/ 
sec is —90°, and from w = 1.414 rad/sec to w = 0 is —90°. Thus, the total value of ®,, for @ = oo to 
wm = 0 is —180°, and the overall system is stable. 

In general, when more than two loops are involved, the proper way is to start with the stability of 
the innermost loop by opening all the outer loops, and then add one loop at a time, until the outermost 
loop is closed. 


F-1. The loop transfer functions Lis) of single-feedback-loop systems are given in the following 
equations. Sketch the Nyquist plot of LG@) for w = 0 to co. Determine the stability of the closed-loop 
system. If the system is unstable, find the number of poles of the closed-loop transfer function that are 
in the right-half s-plane. Solve for the intersect of L(j@) on the negative real axis of the L(j@)-plane 
analytically. You may construct the Nyquist plot of Lm) using any computer program. 


__5(s=2) a 
(a) L(s) = s(st+)(s—1) (b) L{s) s(s + 5)(s — 1) 

7 3(s + 2) _ 100 
© U6) = ap M9 VF F2) 

_ st = 5842 _ = O.1(s" = Ils +2) 
(e) L(s) = 040-10) (f) L(s) — ~ eat) 


F-2. The loop transfer functions of single-feedback-loop control systems are given in the following 
equations. Apply the Nyquist criterion and determine the values of K for the system to be stable. 
Sketch the Nyquist plot of LG) with K = 1 for @ = 0 to wm = oo. You may use a computer program to 
plot the Nyquist plots. 


_ K(s — 2) sj= a 
(@) Ls) = 734) ) M8) = 5108 = 2) 

_ Ket) ee Siar? 
© Ls) = T5354) ) DS) = 8 490 4 28-410) 
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K(s* —5s +1) 


K(s* — 1)(s +2) 
s(s + 1)(s? + 4) 


OLE) S(s7-Ps-4= 1) 


(f) L(s) = 


F-3. Fig. FP-3 shows the Nyquist plots of the loop transfer function L(jm) for mw = 0 to wm = oo for 
single-feedback-loop control systems. The number of poles of L(j@) that are on the jw-axis, P,,, and in 
the right-half s-plane, P, are indicated for each case. Determine the stability of the closed-loop system 
by applying the Nyquist criterion. For the unstable systems, give the number of zeros of 1 + L(s) that 
are in the right-half s-plane. 


(e) (f) 


Figure FP-3 


F-4. It was mentioned in the text that, when the function LG@) has more zeros than poles, it is 
necessary to plot the Nyquist plot of 1/L(jw) to apply the simplified Nyquist criterion. Determine the 
stability of the systems described by the function 1 /L(ja@) shown in Fig. FP-4. For each case, the values 
of P., and P for the function 1 /L(Gjw) are given, where P,, refers to the number of poles of 1 /L(w) that are 
on the jw-axis, and P refers to the number of poles of 1 + 1/L(a) that are in the right-half s-plane. 
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Figure FP-4 


F-5. Fig. FP-5 shows the Nyquist plots of the loop transfer function L(jm) for w = 0 to w = oo for 
single-feedback-loop control systems. The gain K appears as a multiplying factor in L(s). The number 
of poles of L(jm) that are on the j@-axis and in the right-half s-plane are indicated in each case. 
Determine the range(s) of K for closed-loop system stability. 


(c) (d) 


Figure FP-5 


F-6. The characteristic equations of linear control systems are given below. Apply the Nyquist 
criterion to determine the values of K for system stability. Check the answers by means of the Routh- 
Hurwitz criterion. 

(a) s° +4Ks*? +(K +5)s+10=0 (b) s° + K(s° + 25° +1) =0 

(c) s(s + 1)(s? + 4) + K(s? +1) =0 (d) s° + 2s* + 205+ 10K =0 

(e) s(s° + 3s +3)+K(s+2)=0 


1. K.S. Yeung, “A Reformulation of Nyquist’s Criterion,’ JEEE Trans. Educ., Vol. E-28, pp. 58-60, Feb. 1985. 
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APPENDIX G 


ACSYS 2008: Description 
of the Software 


This appendix introduces and describes the various components of the Automatic Control 
Systems (ACSYS) toolbox. 


G-1 INSTALLATION OF ACSYS 


The first-time user must follow steps (1) and (2) prior to using ACSYS. 


1. Create a folder C:\ACSYS2008 (or any folder of your choice). 


2. Select all MATLAB and image files from the ACS YS2008 folder on this book’s 
companion Web site: www.wiley.com/college/Golnaraghi. Copy them into your 
CAACSYS2008 folder. 


Please note that if you use another folder name, the preceding and the following directions 
should be modified accordingly. 

To run ACS YS2008, simply start MATLAB. 

(Note: screen resolution of 1024 by 768 pixels or higher is recommended for best 
graphics quality.) At the MATLAB prompt, type 


cd C:\ACS YS2008 


You may also use the MATLAB directory browser to move to the ACS YS2008 folder. See 
MATLAB documentation for instructions. Next, in the MATLAB command window, at the 
prompt (>>), type 


Acsys 


Fig. G-1 should appear. Upon clicking any button, the corresponding toolbox appears. 


G-2 DESCRIPTION OF THE SOFTWARE 


The Automatic Control Systems (ACSYS) tool consists of a number of m-files and GUIs 
(Graphical User Interface) for the analysis of simple control engineering transfer functions. 
In all, ACSYS is composed of six different toolboxes and a tool for converting engineering 
quantities between SI and other units. These components cover various topics encountered 
in the study of control systems. These include: 


e The Transfer Function Symbolic or tfisym 
e The State Space Tool or Statetool 
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Figure G-1 The Automatic Control Systems (ACSYS) toolbox main window. 


e The Controller Design Tool or Controls 
e The SIMLab or simlab 
e The Virtual Lab or virtuallab 


e The Quarter Car Simulation or quartercarsim 


G-2-1  tfisym 


If you have access to the MATLAB Symbolics Tool, you may use the ACSYS Transfer 
Function Symbolic Tool by pressing the appropriate button in the ACSYS window. The 
Symbolic Tool window is shown in Fig. G-2. Click on the “‘Help for Ist Time User’”’ button 
to see the instructions on how to use the toolbox. The instructions appear in a Help Dialog 
window, as shown in Fig. G-3. As instructed, you must run this program within 
the MATLAB command window after clicking the desired buttons. For a description 
of the ““Transfer Function and Inverse Laplace’’ button, refer to Chapter 2, and, for the 
state-space applications, see Chapter 10. 
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G-2-2 Statetool 


G-2-3 Controls 


G-2 Description of the Software « G-3 


) Transfer Function Symbolic for Ruo- _(|Oo} x] 


Help for Ist Time User | 


Transfer Function and Inverse Laplace | 


State-Space 


State-Space with Imt. Cond. 


Close and Exit 


Figure G-2. The Transfer Function Symbolic window. 


) Help Dialog es [Oo] x] 


Tou must have access to MATLAB Symbolic Toolbox. To run Programs, go to 
MATLAB Command window after clicking each pushbutton. 


-s 


Figure G-3 The Symbolic Help Dialog window. 


The State Space Analysis Tool (Statetool) consists of a number of m-files and GUIs for the 
analysis of state-space systems. The Statetool can be invoked from the Automatic Control 
Systems (ACSYS) launch applet by clicking on the appropriate button. This program may 
be used for problems in Chapter 10 and allows the user to conduct the following tasks: 


Enter the state matrices. 

Find the system characteristic polynomial, eigenvalues, and eigenvectors. 
Find the similarity transformation matrices. 

Examine the system controllability and observability properties. 


Obtain the step, impulse, and natural (response to initial conditions) responses, as 
well as the time response to any function of time. 


A detailed description of the program appears in Chapter 10. 


The Controller Design Tool (Controls) consists of a number of m-files and GUIs for the 
time and frequency analysis and design of simple control systems using transfer functions. 
The controls tool can be invoked from the Automatic Control Systems (ACSYS) launch 
applet by clicking on the appropriate button. This comprehensive tool is a powerful tool to 
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solve most controller design problems (except for state-space examples) discussed in this 
book. This software allows the user to be able to conduct the following tasks: 


e Enter the transfer function values in polynomial form (user must use the tftool to 
convert the transfer function from pole-zero-gain form into the polynomial form). 

e Obtain the step, impulse, parabolic, ramp, or other type input time responses. 

e Obtain the closed-loop frequency plots. 


e Obtain the phase and gain margin Bode plots and the polar plot of the loop transfer 
functions (in a single feedback loop configuration). 


e Understand the effect of adding zeros and poles to the closed-loop or open-loop 
transfer functions. 


e Generate root contour and root locus plots to investigate the effect that varying 
certain controller parameters has on the poles of a system. 


e Design and compare various controllers including PID, lead, and lag compensators. 


e Convert quantities between different units using the Unit Conversion tool. 


The reader can get a detailed discussion of this program in Chapter 9. 


G-2-4 SIMLab and Virtual Lab 


SIMLab (simlab) and Virtual Lab (virtuallab) are series of MATLAB and Simulink files 
that make up an educational tool for students learning about dc motors and control 
systems. The SIMLab or the Virtual Lab main menu windows can be called from the 
Automatic Control Systems (ACSYS) launch applet by clicking on the appropriate 
button. 

SIMLab was created to allow students to understand the basic simulation model of a dc 
motor. The parameters of the motor can be adjusted to see how they affect the system. The 
Virtual Lab was designed to exhibit some of the key behaviors of real dc motor systems. 
Real motors have issues such as gear backlash and saturation that may cause the motor 
response to deviate from expected behavior. Users should be able to cope with these 
problems. The motor parameters cannot be modified in the Virtual Lab, as in a realistic 
scenario; a motor may not be modified unless it is replaced by a new one! 

In both the SIMLab and the Virtual Lab, there are five experiments. In the first two 
experiments, feedback speed control and position control are explored. Open-loop step 
response of the motor appears in the third experiment. In the fourth experiment, the 
frequency response of the open-loop system can be examined by applying a sinusoidal 
input. A controller design project is the last experiment. 

For a detailed discussion of these topics, the user is instructed to see Chapter 6. 


G-3 FINAL COMMENTS 


This version of ACSYS2008 has been compiled using MATLAB R14 (version 7.0) or 
higher, and may possibly have problems with earlier MATLAB versions. The MATLAB 
Toolboxes used in this software include Control Systems, Simulink, Real-Time Workshop, 
and Windows Target. Students who want to use the Student Version of MATLAB should 
note that it contains MATLAB, Simulink, and the Symbolic Math Toolbox. Students can 
purchase and download additional products to use with their student version. The Control 
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System Toolbox is one of these products (see the Mathworks Web page’ for more 
information). For bug reports and enhancements, please send email to mfgolnar@sfu.ca. 


Thank you for trying ACSYS. 


Farid Golnaraghi, PhD., P.Eng. 

Professor and Director Mechatronic Systems Engineering 
Simon Fraser University 

Vancouver, British Columbia, CANADA 
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Discrete-Data Control 
systems 


H-1 INTRODUCTION 


In recent years discrete-data and digital control systems have become more important in 
industry, mainly because of advances made in microprocessors and microcomputers. 
In addition, there are distinct advantages working with digital versus analog signals. 

The block diagram of a typical digital control system is shown in Fig. H-1. The system 
is characterized by digitally coded signals at various parts of the system. However, the 
output device of the system is usually an analog component, such as a dc motor, driven by 
analog signals. Therefore, a digital control system often requires the use of digital-to- 
analog (D/A) and analog-to-digital (A/D) converters. 


H-2 THE z-TRANSFORM 


Just as linear continuous-data systems are described by differential equations, linear digital 
control systems are described by difference equations (see Appendix B). We have seen that 
the Laplace transform is a powerful method of solving linear time-invariant differential 
equations. Similarly, z-transform is an operational method of solving linear time-invariant 
difference equations. 


H-2-1 Definition of the z-Transform 


Consider the sequence y(k), k = 0, 1, 2,..., where y(k) could represent a sequence of 
numbers or events. The z-transform of y(k) is defined as 
OO 
Y(z) = z-transform of y(k) = Z [y(k)] = S y(k)z* (H-1) 
k=0 


where z is a complex variable with real and imaginary parts. The significance of this 
definition will become clear later. One important property of the z-transform is that it can 
convert a sequence of numbers in the real domain into an expression in the complex 
z-domain. The following examples illustrate the derivation of the z-transforms of two 
simple functions. 


EXAMPLE H-2-1 Consider the sequence 
y(zk) =e * k=0,1,2,... (H-2) 


H-1 
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y(t) 


DIGITAL PROCESS 
CONTROLLER 


Figure H-1 Block diagram of a typical digital control system. 


where a is a real constant. Applying Eq. (H-1), the z-transform of y(k) is written 


ee) 
Y(z) = bo aa ae e tz! 4 @ 20 z2 ae as (H-3) 
k=0 


which converges for le a | <1. 
Multiplying both sides of the last equation by e~® z~!, subtracting the resulting equation from 
Eq. (H-3), and solving for Y(z), the latter is expressed in closed form as 


1 2 


12) = H-4 
(z) 1 _ e-&7—l oo ee ( ) 
for ie | = |, 
EXAMPLE H-2-2 In Example H-2-1, if a = 0, we have 
Vk AHO, 1,2, ox (H-5) 
which represents a sequence of ones. Then, the z-transform of y(k) is 
= a Z 
¥(@)=1te3 4774 = (H-6) 


which converges for |z| > 1. 


H-2-2 Relationship between the Laplace Transform and the z-Transform 


While the mathematicians like to talk about sequences, engineers feel more at home 
dealing with signals. It may be useful to represent the sequence y(AT),k =0,1,2,... asa 
train of impulses separated by the time interval T. The latter is defined as the sampling 
period. The impulse at the Ath time instant, 6(¢ — AT), carries the value of y(K7T). This 
situation occurs quite often in digital and sampled-data control systems in which a signal 
y(t) is digitized or sampled every T seconds to form a time sequence that represents the 
signal at the sampling instants. Thus, we can relate the sequence y(AT) with a signal that 
can be expressed as 


OO 
y(t) = )_(kT)8(t — k) (H-7) 
k=0 
Taking the Laplace transform on both sides of Eq. (H-7), we have 
OO 
¥*(s) = cy") = dyer e™ (H-8) 
k=0 


Comparing Eq. (H-8) with Eq. (H-1), we see that the z-transform may be related to the 
Laplace transform through 


z=els (H-9) 
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In fact, the z-transform as defined in Eq. (H-1) may be regarded as a special case with T= 1. 
The definition of the z-transform in Eq. (H-9) allows us to treat sampled systems 
and perform digital simulation of continuous-data systems. Thus, we can summarize 
the definition of the z-transform as 


¥(2) =Z kT)] =Z b>" )] =Z [¥*(s)] (H-10) 
Or, we can write 
¥(2) =Z pW] =2[¥(s)] (H-11) 


with the understanding that the function y(f) is first sampled or discretized to get y’(f) 
before taking the z-transform. 


EXAMPLE H-2-3 Consider the time function 


yi)=e “ugd) (H-12) 
The z-transform of y(t) is obtained by performing the following steps: 


1. Represent the values of y(t) at the time instants t = AT, k = 0, 1, 2,..., to form the 
function y (f): 


OO 
y(t) = Se "5 (t — kT) (H-13) 
k=0 
2. Take the Laplace transform on both sides of Eq. (H-13): 


CO OO 
y* (s) = Soe res — a eae (H-14) 
k=0 k=0 


3. Express Y°(s) in closed form and apply Eq. (H-9), giving the z-transform, 


ra 
V2) = at 


(H-15) 
In general, the z-transforms of more complex functions may be obtained with the help of some of the 
z-transform theorems that follow. For engineering purposes, a z-transform table such as that in 


Appendix D may be used to transform from y(k) to Y(z). 


H-2-3 Some Important Theorems of the z-Transform 


Some of the commonly used theorems of the z-transform are stated in the following 
without proof. Just as in the case of the Laplace transform, these theorems are useful in 
many aspects of the z-transform analysis. For uniformity, the real sequence is expressed as 
y(kT), and if a sampling period is not involved, T can be set to unity. 


Theorem 1. Addition and Subtraction If y,(KT) and y2(kKT) have z-transforms 
Y\(z) and Y>(z), respectively, then 


Z |yi (kT) + yo(kT)] = Vi (z) = Ya(z) (H-16) 
Theorem 2. Multiplication by a Constant 
Z [ay(kT)| = a [y(kT)] = a¥(z) (H-17) 


where q is a constant. 
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Theorem 3. Real Translation (Time Delay and Time Advance) 


: Z ly(kT — nT)] =z "Y(z) (H-18) 
n—1| 

Z [y(kT + nT)] = 2" | ¥(z) — S_y(kT)z* (H-19) 
k=0 


where 7 1s a positive integer. 

Eq. (H-18) represents the z-transform of a time sequence that is shifted to the right by 
nT, and Eq. (H-19) denotes that of a time sequence shifted to the left by nT. The reason that 
the right-hand side of Eq. (H-19) is not just z”Y(z) is because the one-sided z-transform, 
similar to the Laplace transform, is defined only for k > 0. Thus, the second term on the 
right-hand side of Eq. (H-19) simply represents the sequence that is lost after it 1s shifted to 
the left of k =. 0, 


Theorem 4. Complex Translation 
Z [eT y(kT)] = ¥ (ze?) (H-20) 


where @ is a constant. Y(z) is the z-transform of y(k7). 


Theorem 5. Initial-Value Theorem 


jim y(kT) = lim Y(z) (H-21) 


Zz OO 
if the limit exists. 


Theorem 6. Final-Value Theorem 
lim y(kT) = lim (1 — z')¥(z) (H-22) 
ko z— 1 


if the function (1 — z~!)¥(z) has no poles on or outside the unit circle |z| = 1 in the 
z-plane. 


Theorem 7. Real Convolution 


N N 
Yi (z)¥o(z) =4 | ¥_yi (kT )ya(NT — kT)| =2 |S yo(kT) yi (NT — kT) 
k=0 k=0 
=Z ly (AT)* y2(kT)| (H-23) 


where ‘‘~”’ denotes real convolution in the discrete-time domain. 

Thus, we see that, as in the Laplace transform, the z-transform of the product of two 
real functions y,(k) and y>(k) is not equal to the product of the z-transforms Y,(z) and Y>(z). 
One exception to this in the case of the z-transform is 1f one of the two functions is the delay 
e N!’ where N is a positive integer. Then 


Z le ™Y¥(s)| =Z [eZ [¥(8)] =z *Y(z) (H-24) 


Table H-1 summarizes the theorems on the z-transform just given. The following examples 
illustrate the usefulness of some of these theorems. 
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EXAMPLE H-2-5 


H-2 The z-Transform H-5 


TABLE H-1 Theorems of z-Transforms 


Addition and subtraction Z ly (kT) + yo(kT)] = Y1(z) + Yo(z) 
Multiplication by a constant Z |ay(kT)| = aZ [y(kT)| = aY(z) 
Real translation Z |y(k —n)T| =z "Y(z) = delay) 
Z ly(k +n)T| -2|10 Fy kT )z je (time advance) 

where n = positive integer 
Complex translation Z [ere yikT)| = Vge =) 
Initial-value theorem lim y(kT) = lim Y(z) 

k—0 V dame ®, 6) 
Final-value theorem Jim y(kT) = lim (1 _ z!)¥(z) 

—> 0O Z— 


if (1 — z_')¥(z) has no poles on or inside |z| = 1. 


Yi (z) ¥a(z) 


Zz 13 yl kT)y2(NT — in) 


k=0 
Real convolution 


=z S y(kT)y: Ae = in) 


k=0 
=Z [y1 (kT) "y2(kT)] 


(Complex-translation theorem) To find the z-transform of y(t) = te’, let fit) = t, t > 0; then 


Tz 
F(Z) = |tus(t)| = 2 (AT) = 5 (H-25) 
(a) 
Using the complex-translation theorem in Eq. (H-20), we obtain 
Tze ot 
Y(z) =Z |te™ = = ———___{~ (H-26) 
@) = 2 teus(0)] = Fle”) = 
(Final-value theorem) Given the function 
0.792z* 
Y(z) = : (H-27) 


(z— 1)(z* — 0.146z + 0.208) 


determine the value of y(KT) as k approaches infinity. 
Because the function (1 — z_')Y(z) does not have any pole on or outside the unit circle |z| = 1 in 
the z-plane, the final-value theorem in Eq. (H-22) can be applied. Thus, 
0.7922 


lim y(kT) = lim 5— H-28 
lim (kT) = lim >— paler + 0.208 ree) 


Inverse z-Transform 


Just as in the Laplace transform, one of the major objectives of the z-transform is that 
algebraic manipulations can be made first in the z-domain and then the final time response 
determined by the inverse z-transform. In general, the inverse z-transform of a function 
Y(z) yields information on y(kT) only, not on y(t). In other words, the z-transform carries 
information only at the sampling instants. With this in mind, the inverse z-transform can 
be carried out by one of the following three methods: 
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EXAMPLE H-2-6 


EXAMPLE H-2-7 


1. Partial-fraction expansion 
2. Power-series method 


3. The inverse formula 


Partial-Fraction Expansion Method 

The z-transform function Y(z) is expanded by partial-fraction expansion into a sum of 
simple recognizable terms, and the z-transform table is used to determine the correspond- 
ing y(AT). In carrying out the partial-fraction expansion, there is a slight difference between 
the z-transform and the Laplace transform procedures. With reference to the z-transform 
table, we note that practically all the z-transform functions have the term z in the 
numerator. Therefore, we should expand Y(z) into the form of 


Kyz Koz 
Ve) =a +t (H-29) 


To do this, first expand Y(z)/z into fractions and then multiply by z to obtain the final 
expression. The following example will illustrate this procedure. 


Given the z-transform function 


(1-e*?); 
Y(z) = ————_ H-30 
(2) (z—1)(z-e-*) ( ) 
find the inverse z-transform. Expanding Y(z)/z by partial-fraction expansion, we have 
Y(z) 1 1 
= ee H-31 
z z-l z-e ae 
The final expanded expression for Y(z) is 
z z 
Y(Z) = — ————_} H-32 
2) z-1l z-e% 


From the z-transform table in Appendix D, the corresponding inverse z-transform of Y(z) is found 
to be 


yO Veta e"" £20, 19.0% (H-33) 


It should be pointed out that if Y(z) does not contain any factors of z in the numerator, this usually 
means that the time sequence has a delay, and the partial-fraction expansion of Y(z) should be carried 
out without first dividing the function by z. The following example illustrates this situation. 


Consider the function 


_ eet 
Y¥(z) = an (H-34) 


which does not contain any powers of z as a factor in the numerator. In this case, the partial-fraction 
expansion of Y(z) is carried out directly. We have 
1 1 


"@) = et oS) 


Although the z-transform table does not contain exact matches for the components in Eq. (H-35), we 
recognize that the inverse z-transform of the first term on the right-hand side can be written as 


k=1 
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Similarly, the second term on the right-hand side of Eq. (H-35) can be identified with a time delay of T 
seconds. Thus, the inverse z-transform of Y(z) is written 


y(kT) = (1 7 eT) ule = £1,955 (H-37) 


H-2-5 Computer Solution of the Partial-Fraction Expansion of Y(z)/z 


EXAMPLE H-2-8 


Whether the function to be expanded by partial fraction is in the form of Y(z)/z or Y(z), the 
computer programs designed for performing the partial-fraction of Laplace transform 
functions can still be applied. 


Power-Series Method 

The definition of the z-transform in Eq. (H-1) gives a straightforward method of carrying 
out the inverse z-transform. Based on Eq. (H-1), we can clearly see that in the sampled case 
the coefficient of z “in Y (z) is simply y(AT). Thus, if we expand Y(z) into a power series in 
powers of z *, we can find the values of yKT) fork = 0, 1,:2,.«-2 «x 


Consider the function Y(z) given in Eq. (H-30), which can be expanded into a power series of z_' by 
dividing the numerator polynomial by the denominator polynomial by long division. The result is 


Y(z2)= (Lee )z tt (Lae zr tet (La ez + (H-38) 
Thus, it is apparent that 


y(kT)=1-e -£=0,1,2,... (H-39) 


which is the same result as in Eq. (H-33). 


Inversion Formula 
The time sequence y(A7) can be determined from Y(z) by use of the inversion formula: 


| k-1 
y(kT) = sah Ve dz (H-40) 
which is a contour integration along the path I’, that is, a circle of radius |z| = e°’ centered 
at the origin in the z-plane, and c is a value such that the poles of Y(z)z*~' are inside the 
circle. The inversion formula of the z-transform is similar to that of the inverse Laplace- 
transform integral given in Eq. (2-124). One way of evaluating the contour integration of 
Eq. (H-40) is to use the residue theorem of complex-variable theory (the details are not 
covered here). 


H-2-6 Application of the z-Transform to the Solution of Linear Difference Equations 


The z-transform can be used to solve linear difference equations. As a simple example, let 
us consider the first-order unforced difference equation 


y(kK+1)+y(k) =0 (H-41) 
To solve this equation, we take the z-transform on both sides of the equation. By this, we 
mean that we multiply both sides of the equation by z “and take the sum from k = 0 to k = 


oo. We have 
OO OO 


S yk + 1z* +S y(k)e* =0 (H-42) 
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EXAMPLE H-2-9 


By using the definition of Y(z) and the real translation theorem of Eq. (H-19) for time 
advance, the last equation is written 


zlY(z) — y(0)| + Y(z) =0 (H-43) 
Solving for Y(z), we get 
z 
¥(z) = 99) (H-44) 


The inverse z-transform of the last equation can be obtained by expanding Y(z) into a power 
series in z_' by long division. We have 


Y(z)=(l-z'+z27-z7 7° +---)x(0) (H-45) 
Thus, y(k) is written 
y(k) = (-1)*y(0) k=0, 1, 2,... (H-46) 


Eq. (H-41) is recognized as a single-state equation. The z-transform solution of high-order 
discrete-data systems described by state equations is treated in Section H-3. 

The following example shows the z-transform solution of a second-order difference 
equation. 


Consider the second-order difference equation 
y(k + 2) + 0.5y(k + 1) + 0.2y(k) = u(k) (H-47) 
where 
Hi =v =1 tork=0, 1.2.0. (H-48) 


The initial conditions of y(k) are y(0) = O and y(1) = O. 
Taking the z-transform on both sides of Eq. (H-47), we get 


[<7 ¥(z) — zy(0) — zy(1)] + 0.5[z¥(z) — zy(0)] + 0.2¥(z) = U(z) (H-49) 


The z-transform of u(k) is U(z) = z/(z — 1). Substituting the initial conditions of y(k) and the 


expression of U(z) into Eq. (H-49) and solving for Y(z), we have 
M4 


M2) = Gray + 052402) eu 


The partial-fraction expansion of Y(z)/z is 


Y(z) 0.588 1.036e/1:283 1.036e—/1-283 


SSS 8 SS SS OS OS ee H-51 
Z z—-1 z7z+0.25+4 j0.37) z+0.25 — j0.37 ( 
where the exponents in the numerator coefficients are in radians. 
Taking the inverse z-transform of Y(z), we get 
—~ 0.588 — 1. AA al — j(2.165k—1.283) a 
y(k) = 0.588 036(0.447)°" |e +e (H-52) 


= 0.588 — 2.072(0.447)*cos(2.165k — 1.283)  k>0 


H-3 TRANSFER FUNCTIONS OF DISCRETE-DATA SYSTEMS 


Discrete-data control systems have the unique features that the signals in these systems 
either are in the form of pulse trains or are digitally coded, and the controlled processes 
often contain analog components. For instance, a dc motor, which is an analog device, can 
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be controlled either by a controller that outputs analog signals or by a digital controller that 
outputs digital data. In the latter case, an interface such as a digital-to-analog (D/A) 
converter is necessary to couple the digital component to the analog devices. The input and 
output of the discrete-data system in Fig. H-1 can be represented by number sequences with 
the numbers separated by the sampling period T. 

For linear operation, the D/A converter can be represented by a sample-and-hold 
(S/H) device, which consists of a sampler and a data-hold device. The S/H that is most 
often used for the analysis of discrete-data systems consists of an ideal sampler and a 
zero-order-hold (ZOH) device. Thus, the system shown in Fig. H-1 can be functionally 
represented by the block diagram in Fig. H-2. Fig. H-3 shows the typical operation of an 
ideal sampler and a ZOH. The continuous data r(f) is sampled with a sampling period T by 
the ideal sampler. The output of the ideal sampler r°(f) is a train of impulses with the 
magnitudes of r(t) at T carried by the strengths of the impulses. Note that the ideal sampler 
is not a physical entity. It is devised simply to represent the discrete-time signal 
mathematically. In Fig. H-3, the arrows at the sampling instants represent impulses. 
Because, by definition, an impulse has zero pulse width and infinite height, the lengths of 
the arrows simply represent the areas under the impulses and are the magnitudes of 
the input signal r(t) at the sampling instants. The ZOH simply holds the magnitude of the 
signal carried by the incoming impulse at a given time instant, say, AT, for the entire 
sampling period ¢ until the next impulse arrives at t = (k + 1)T. The output of the ZOH is a 


On . wo ZOH h(t) 


i 


Figure H-2 Sample-and-hold (S/H) device. 


r(t) 


(a) 


r(t) 


2T 37 4T 5T 6T 7T 8T 
(b) 


Tf OF 37 47 SP 6T TF Bf OF t 
(Cc) 


Figure H-3 (a) Input signal to an ideal sampler. (b) Output signal of an ideal sampler. (c) Output 
signal of a zero-order-hold (ZOH) device. 
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Figure H-4 Block diagram of a discrete-data system. 


5 es Se 


CONTROLLED 
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Figure H-5 Discrete-data system with a fictitious sampler. 


staircase approximation of the input to the ideal sampler, r(¢). As the sampling period 7 
approaches zero, the output of the ZOH, A(t), approaches r(f); that is, 


Jim h(?) whe (H-53) 


However, because the output of the sampler, r“(f), is an impulse train, its limit as T 
approaches zero does not have any physical meaning. Based on the preceding discussions, 
a typical open-loop discrete-data system is modeled as shown in Fig. H-4. 

There are several ways of deriving the transfer-function representation of the system in 
Fig. H-5. The following derivation is based on the Fourier-series representation of the 
signal r°(t). We begin by writing 


r°(t) =r(t)dr(t) (H-54) 


where 67(f) is the unit-impulse train, 
br(t)= S— d(t— kT) (H-55) 


Because 67(f) 1s a periodic function with period T, it can be expressed as a Fourier series: 
OO 
ér(t)}= S° CyePamit (H-56) 
n=—0Oo 


where C,, is the Fourier coefficient and is given by 
T 
C,= a Sp(t)e "©" dt (H-57) 
0 


where w, = 27/T is the sampling frequency in rad/sec. 
Because the unit impulse is defined as a pulse with a width of 5 and a height of 1/6, and 
56 — 0, C,, is written 


| r) 1— — jnw,d 1 7 
C, = lim — / en inest dy = Yim ——* = oe 
5 0T6 Jo 530 jnasTd T 
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Substituting Eq. (H-58) in Eq. (H-56), and then the latter in Eq. (H-54), we get 


Oo 


1 . 
r(th== S— (tee (H-59) 
n=—OOo 
Taking the Laplace transform on both sides of Eq. (H-59), and using the complex shifting 
property of Eq. (2-137), we get 


_ _ 
R*(s) = ; » R(s — jnws) = 7 ye R(s + jnas) (H-60) 
nN=—O N=— OO 
Eq. (H-60) represents the Laplace transform of the sampled signal r°(t). It is an alternative 
expression to Eq. (H-8). From Eq. (H-8), R*(s) can be written as 


OO 
BeOS) Sr(kT)e*® (H-61) 
k=0 
Because the summing limits of R"(s) range from —oo to oo, if sis replaced by s + jma, in 
Eq. (H-60), where m is any integer, we have 


R*(s + jmw;) = R*(s) (H-62) 


Pulse-Transfer Function 
Now we are ready to derive the transfer function of the discrete-data system shown in 
Fig. H-4. The Laplace transform of the system output y(f) is written 


Y(s) = G(s)R*(s) (H-63) 


Although the output y(f) is obtained from Y(s) by taking the inverse Laplace transform 
on both sides of Eq. (H-63), this step is difficult to execute because G(s) and R°(s) 
represent different types of signals. To overcome this problem, we apply a fictitious 
sampler at the output of the system, as shown in Fig. H-5. The fictitious sampler S> has 
the same sampling period J and is synchronized to the original sampler $,. The 
sampled form of y(t) is y(t). Applying Eq. (H-60) to y*(t), and using Eq. (H-63), we 
have 


Y*(s) == S— G(s + jnas)R*(s + jnos) (H-64) 


In view of the relationship in Eq. (H-62), Eq. (H-64) is written 


Y*(s) =R* (s) 2 S G(s + jnws) = R*(s)G*(s) (H-65) 


nN=—OCO 


where G’(s) is defined the same way as R*(s) in Eq. (H-60) and is called the pulse-transfer 
function of G(s). 


z-Transfer Function 

Now that all the functions in Eq. (H-65) are in sampled form, where R*(s), G"(s), and Y"(s) 
all have the form of Eq. (H-61), we can take the z-transform on both sides of the equation 
by substituting z = e’*. We have 


Y(z) = G(z)R(z) (H-66) 
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Si Y*(s) 
r(t) r*(t) y(t) 
R(s) T R*(s) Ys) 
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(b) 


Figure H-6 (a) Discrete-data system with cascaded elements and a sampler separating the two 
elements. (b) Discrete-data system with cascaded elements and no sampler in between. 


where G(z) is defined as the z-transfer function of G(s) and is given by 
OO 
62 = SS g(kT)z* (H-67) 
k=0 


Thus, for the discrete-data system shown in Figs. H-5 and H-6, the z-transform of the 
output is equal to the z-transfer function of the process and the z-transform of the input. 


H-3-1 Transfer Functions of Discrete-Data Systems with Cascade Elements 


The transfer-function representation of discrete-data systems with elements connected in 
cascade is slightly more involved than that for continuous-data systems, because of the 
variation of having or not having samplers in between the elements. Fig. H-6 shows 
two different discrete-data systems that contain two elements connected in cascade. 
In the system of Fig. H-6(a), the two elements are separated by the sampler S>, which 
is synchronized to, and has the same period as, the sampler S,. The two elements in the 
system of Fig. H-6(b) are connected directly together. It is important to distinguish these 
two cases when deriving the pulse-transfer function and the z-transfer function. For the 
system in Fig. H-6(a), the output of G)(s) is written 


D(s) = Gi(s)R*(s) (H-68) 
and the system output is 

Y(s) = Go(s)D*(s) (H-69) 
Taking the pulse transform on both sides of Eq. (H-68) and using Eq. (H-62), we have 

D*(s) =G (sR (Ss) (H-70) 
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Now substituting Eq. (H-70) in Eq. (H-69) and taking the pulse transform, we get 
Y*(s) = Gj (s)G5(s)R*(s) (H-71) 
The corresponding z-transform expression of Eq. (H-71) is 
Y(z) = Gi (z)G2(z)R(z) (H-72) 


We conclude that the z-transform of two systems separated by a sampler is equal to the 
product of the z-transforms of the two systems. 
The Laplace transform of the output of the system in Fig. H-6(b) 1s 


Y(s) = G1(s)Go(s)R*(s) (H-73) 


Taking the pulse transform on both sides of the last equation, we get 


Y*(s) = [G1 (s)Go(s)|*R*(s) (H-74) 
where 
|G, (s)Go(s)]* == 3 G1(s + jn@s;)G2(s + jnws) (H-75) 


Notice that because G)(s) and G2(s) are not separated by a sampler, they have to be treated 
as one system when taking the pulse transform. 
Taking the z-transform on both sides of Eq. (H-74) gives 


Y(z) =Z {|Gi(s)Go(s)]*3R(z) (H-76) 
Let 
Z {[G1(s)G2(s)|"} = G1 Go(z) (H-77) 
Then, Eq. (H-76) is written 
Y(z) = GjGo (ZR) (H-78) 


H-3-2 Transfer Function of the Zero-Order-Hold 


Based on the description of the ZOH given earlier, its impulse response is shown in 
Fig. H-7. The transfer function of the ZOH is written 


1—e 4s 
Gi(s) = Llen(t)] = —— (H-79) 


2, (0b) 


0 T t Figure H-7 Impulse response of the ZOH. 
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Thus, if the ZOH is connected in cascade with a linear process using transfer function 
G,(s), as shown in Fig. H-5, the z-transform of the combination is written 


_ ets 
G(z) =Z |G,(s)G,(s)] =Z (= Gy 6) (H-80) 


By using the time-delay property of z-transforms, Eq. (H-18), Eq. (H-80) is simplified to 


G 
G(z) =(1-z7')Z ( et) (H-81) 
EXAMPLE H-3-1 Consider that, for the system shown in Fig. H-5, 
] 
Gp(s) = E05) (H-82) 


The sampling period is 1 second. The z-transfer function of the system between the input and the 
output is determined using Eq. (H-81). 


G(z)=(1-z')zZ (~ a5) 
-u-eta (Ete 


Z 
— 0.426z + 0.361 
~ 22 _ 1.606z + 0.606 


H-83 
s+—53) 


H-3-3 Transfer Functions of Closed-Loop Discrete-Data Systems 


The transfer functions of closed-loop discrete-data systems are derived using the following 
procedures: 

1. Regard the outputs of samplers as inputs to the system. 

2. All other noninputs of the system are treated as outputs. 


3. Write cause-and-effect equations between the inputs and the outputs of the system 
using the SFG gain formula. 


4. Take the pulsed transform or the z-transform of the equations obtained in Step 3, and 
manipulate these equations to get the pulse-transfer function or the z-transfer function. 


Reference [1] describes the sampled signal-flow graph that can be used to implement Step 4 
using the SFG gain formula. 


The following examples illustrate the algebraic procedure of finding the transfer functions 
of closed-loop discrete-data systems. 


EXAMPLE H-3-2 Consider the closed-loop discrete-data system shown in Fig. H-8. The output of the sampler is 
regarded as an input to the system. Thus, the system has inputs R(s) and E”(s). The signals E(s) and 
Y(s) are regarded as the outputs of the system. 
Writing the cause-and-effect equations for E(s) and Y(s) using the gain formula, we get 


E(s) = R(s) — G(s)H(s)E*(s) (H-84) 
Y(s) = G(s)E"(s) (H-85) 
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r(t) e(t) 2.8 
R(s) + E(s) 


Figure H-8 Closed-loop discrete-data system. 


Notice that the right-hand side of the last two equations contains only the inputs R(s) and E*(s) and 
the transfer functions. Taking the pulse transform on both sides of Eq. (H-60) and solving for E"(s), 
we get 


ee. _ fe 8) : 
9) = TTIG@HoOl ae) 
Substituting E”(s) from Eq. (H-86) into Eq. (H-85), we get 
Y(s) Gs) ___ p(s) (H-87) 


~ 1+ [G(s)H(s)F* 


Taking the pulse transform on both sides of Eq. (H-87) and using Eq. (H-62), we arrive at the pulse- 
transfer function of the closed-loop system, 


Y* GC 
R*(s) 1+ [G(s)H(s)] 
Taking the z-transform on both sides of the last equation, we have 
Y G 
@)_ G2) ae 


(z) 1+GH(z) 


We show in this example that, although it is possible to define an input-output transfer function for 
the system in Fig. H-8, this may not be possible for all discrete-data systems. Let us consider the 
system shown in Fig. H-9, which has a sampler in the feedback path. In this case, the outputs of the 
sampler Y “(s) and R(s) are the inputs of the system; Y(s) and E(s) are regarded as the outputs. Writing 
E(s) and Y(s) in terms of the inputs using the gain formula, we get 


Y(s) = G(s)E(s) (H-90) 
E(s) = R(s) — H(s)¥*(s) (H-91) 


¥*(s) / 


Figure H-9 Closed-loop discrete-data system. 
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Taking the pulse transform on both sides of the last two equations and after simple algebraic 
manipulations, the pulse transform of the output is written 


[G(s)R(s)]" 


~ 1+ [G(s)H(s)]* ala 


Y"(s) 

Note that the input R(s) and the transfer function G(s) are now combined as one function, [G(s)R(s)]", 

and we cannot define a transfer function in the form of Y"(s)/R°(s). The z-transform of the output is 
written 

GR(z) 
To eee H-93 

(2) 1 + GH(z) 

Although we have been able to arrive at the input—output transfer function and transfer relation of the 

systems in Figs. H-8 and H-9 by algebraic means without difficulty, for more complex system 

configurations, the algebraic method may become tedious. The signal-flow graph method may be 

extended to the analysis of discrete-data systems; refer to Reference [1] at the end of this appendix for 
details. 


H-4 STATE EQUATIONS OF LINEAR DISCRETE-DATA SYSTEMS 


Just as for continuous-data systems, the modern way of modeling a discrete-data system 1s 
by discrete state equations. As described earlier, when dealing with discrete-data systems, 
we often encounter two situations. The first one is that the system contains continuous-data 
components, but the signals at certain points of the system are discrete with respect to time 
because of sample-and-hold (S/H) operations. In this case, the components of the system 
are still described by differential equations, but because of the discrete-time data, the 
differential equations are discretized to yield a set of difference equations. The second 
situation involves systems that are completely discrete with respect to time, and the system 
dynamics should be difference equations from the outset. 


H-4-1 Discrete State Equations 


Let us consider the discrete-data control system with an S/H device, as shown in Fig. H-10. 
Typical signals that appear at various points in the system are shown in the figure. The 
output signal y(t) ordinarily is a continuous-data signal. The output of the S/H, /(1), is a 
sequence of steps. Therefore, we can write 


h(t) = h(kT) = r(kT) (H-94) 


forkAT<t<(K+17,k =0,1,2,.... 
Now we let the linear process G be described by the state equation and output equation 


~ ) _ x(t) +Ba(t) (H-95) 
y(t) = Cx(t) + Da(s) (H-96) 


where x(t) is the m x n state vector, and A(t) and y(t) are the scalar input and output, 
respectively. The matrices A, B, C, and D are coefficient matrices. By using Eq. (10-79), 
the state transition equation 1s 


x(t) = Q(t — to)x(to) + [ — t)Bh(t)dt (H-97) 
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Figure H-10 Discrete-data system with sample-and-hold (S/H). 


for tf > fo. If we are interested only in the responses at the sampling instants, we let 
t = (k + 1)T and to = kT. Then Eq. (H-97) becomes 


(KA1)T 
x[(K + 1)T] = @(T)x(kT) + [ o|(k + 1)T — t|Bh(t)dt (H-98) 


Because /(t) is piecewise constant, as defined in Eq. (H-95), the input A(t) in Eq. (H-98) 
can be taken outside of the integral sign. Eq. (H-98) is written 


(k+1)T 
x(k + 1)T] = @(T)x(kT) + / ; |(k + 1)T — t]Bdth(kT) (H-99) 
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x[(k + 1)T] = 6(T)x(kT) + O(T)A(KT) (H-100) 


where 


(kK+1)T yi 
OT) = [ @[(k + 1)T — t|Bdt = | @(T — t)Bdt (H-101) 


Eq. (H-100) is of the form of a set of linear first-order difference equations in vector-matrix 
form and is referred to as the vector-matrix discrete state equation. 


H-4-2 Solutions of the Discrete State Equations: Discrete State-Transition Equations 


The discrete state equations represented by Eq. (H-100) can be solved by using a simple 


recursion procedure. By setting k = 0, 1,2, . . . successively in Eq. (H-100), the following 
equations result: 

k= 0: x(T) = @(T)x(0) + 0(T)A(0) (H-102) 
k= 1s x(2T) = 0(2T) = @(T)x(T) + O(T)A(T) (H-103) 
= 2: x(3T) = 0(3T) = @(T)x(2T) + 0(T)h(2T) (H-104) 
k=n-—1: x(nT) = $(T)x[(n — 1)T] + O(T)Al(n — 1)T) (H-105) 


Substituting Eq. (H-102) into Eq. (H-103), then Eq. (H-103) into Eq. (H-104), and so on, 
we obtain the following solution for Eq. (H-100): 


n—1| 
x(nT) = $"(T)x(0) + $9" 11 (T)O(T)A(iT) (H-106) 
i=0 


where, from Eq. (5-36), @(7) = [@ (T)]" = ¢ (nT). 

Eq. (H-106) is defined as the discrete state-transition equation of the discrete-data 
system. It is interesting to note that Eq. (H-106) is analogous to its continuous-data 
counterpart in Eq. (5-54). The state-transition equation of Eq. (H-97) describes the state of 
the system of Fig. H-10 for all values of t, whereas the discrete state-transition equation in 
Eq. (H-106) describes the states only at the sampling instants t = nT,n = 0, 1, 2,.... 

With nT considered as the initial time, where 7 is any positive integer, the state- 
transition equation is 


N-1 
x[(n + N)T] = @X(T)x(nT) + S(T) O(T)h[(n + DT) (H-107) 
i=0 
where JN is a positive integer. 


The output of the system at the sampling instants 1s obtained by substituting t = nT and 
Eq. (H-106) into Eq. (H-96), yielding 


y(nT) = Cx(nT) + Dh(nT) 


n—1 
= CO(nT)x(0) + CY Ol(n — i— 1)T)O(T)h(T) + Dh(nT) (H-108) 

i=0 
An important advantage of the state-variable method over the z-transform method 
is that it can be modified easily to describe the states and the output between 
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sampling instants. In Eq. (H-97), if we let t = (n + A)T, where 0 < A < 1 and fg = nT, 
we get 


(n+A)T 
x|(n + A)T] = @(AT)x(nT) + [ o|(n + A)T — t|Bdth(nT) (H-109) 


= $(AT)x(nT) + 0(AT)h(nT) 


By varying the value of A between 0 and 1, the information on the state variables between 
the sampling instants is completely described by Eq. (H-109). 

When a linear system has only discrete data through the system, its dynamics can be 
described by a set of discrete state equations: 


x((k + 1)T] = Ax(kT) + Br(kT) (H-110) 


and output equations: 


y(kT) = Cx(kT) + Dr(kT) (H-111) 


where A, B, C, and D are coefficient matrices of the appropriate dimensions. Notice that 
Eq. (H-110) is basically of the same form as Eq. (H-100). The only difference in the two 
situations is the starting point of system representation. In the case of Eq. (H-100), the 
starting point is the continuous-data state equations of Eq. (H-95); ¢(7) and 6(T) are 
determined from the A and B matrices and must satisfy the conditions and properties of 
the state transition matrix. In the case of Eq. (H-110), the equation itself represents an 
outright description of the discrete-data system, and there are no restrictions on the 
matrices A and B. 
The solution of Eq. (H-110) follows directly from that of Eq. (H-100) and is 


n—| 
x(nT) = A"x(0) + $A”! Br(iT) (H-112) 
i=0 


where 


A” = AAAA..--A 


Jn | 


(H-113) 


z-Transform Solution of Discrete State Equations 


In Section H-1-5, we illustrated the solution of a simple discrete state equation by the z- 
transform method. In this section, the discrete state equations in vector-matrix form of an 
nth-order system are solved by z-transformation. Consider the discrete state equations 


x((k + 1)T] = Ax(kT) + Br(kT) (H-114) 
Taking the z-transform on both sides of the last equation, we get 

zX(z) — zx(0) = AX(z) + BR(z) (H-115) 
Solving for X(z) from Eq. (H-115), we get 


X(z) = (cl — A) 'zx(0) + (dl — A) 'BR(z) (H-116) 
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Taking the inverse z-transform on both sides of Eq. (H-116), we have 
x(nT) = Z7! (<I = A)",| x(0) +27! (cl Z A) 'BR(z) (H-117) 


To carry out the inverse z-transform operation of the last equation, we write the z-transform 
of A” as 


OO 
Z(A")=S A'7"=14+ Az! +A27 74 --- (H-118) 
n=0 


Premultiplying both sides of Eq. (H-118) by Az” and subtracting the result from the last 
equation, we get 


(I— Az ')Z(A") =I (H-119) 


Therefore, solving for Z (A”) from the last equation yields 


Z (A") = (I— Az!) = (al—A)7!z (H-120) 
OT 
At =z"! (<I 7 A) '2| (H-121) 


Eq. (H-121) represents a way of finding A” by using the z-transform method. Similarly, we 
can prove that 


n—1| 
Z-' |(— A) 'BR(2)] = Soa" 'Br(i7) (H-122) 
i=0 
Now we substitute Eqs. (H-121) and (H-122) into Eq. (H-117), x(“T) becomes 
n—1 
x(nT) = A"x(0) + $A”! Br(iT) (H-123) 
i=0 


which is identical to Eq. (H-112). 


H-4-4 Transfer-Function Matrix and the Characteristic Equation 


Once a discrete-data system is modeled by the dynamic equations of Eqs. (H-110) and 
(H-111), the transfer-function relation of the system can be expressed in terms of the 
coefficient matrices. By setting the initial state x(O) to zero, Eq. (H-116) becomes 


X(z) = (dl— A) 'BR(z) (H-124) 
Substituting Eq. (H-124) into the z-transformed version of Eq. (H-111), we have 
¥(z) = [Cl — A) 'B + DIR) = G@R/) (H-125) 
where the transfer-function matrix of the system is defined as 
G(z) =C(a— A) 'B+D (H-126) 


Or 


_ C[adj(zi — A)B + |zI — A|D] 
G(z) = ———— a (H-127) 
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The characteristic equation of the system is defined as 
il — A| =0 (H-128) 


In general, a linear time-invariant discrete-data system with one input and one output can 
be described by the following difference equation with constant coefficients: 


y[(K + n)T] + an—1y|(K + — 1)T] + an_ay[(k +n — 2)T| 
+ ++ +aryl((k + 1))T] + aoy (kT) 
= byr|(k + m)T| + bm_ir|(k +m — 1)T| 
+ +++ + byr|((k + 1))T| + bor(kT) 


(H-129) 


Taking the z-transform on both sides of Eq. (H-129) and setting zero initial conditions, the 
transfer function of the system is written 


Y m Z m—1 a 
(z) = DinZ me ore in “F + b,z+ bo n>m (H-130) 
R(s) Zh + Gy {Zh es baZ + ay 


The characteristic equation is obtained by equating the denominator polynomial of the 
transfer function to zero. 


1 


ZW +an12 + +++ +ayz+ag =0 (H-131) 


Consider that a discrete-data system is described by the difference equation 
y(k + 2) + 5y(k + 1) + 3y(k) = r(k +1) + 2r(k) (H-132) 


The transfer function of the system is simply 


V@) Cae 2 
H-133 
(z) 2+5z2+3 ( 
The characteristic equation 1s 
2 +52+3=0 (H-134) 
The state variables of the system may be defined as 
x1(k) = y(k) (H-135) 
x(k) = x1(k + 1) —r(k) (H-136) 
Substituting the last two equations into Eq. (H-132) gives the two state equations as 
xy (kK + 1) = x2(k) + r(k) (H-137) 
xo(k + 1) = —3x1(k) — 5x2(k) — 3r(k) (H-138) 
from which we have the matrices A and B: 
0 1 1 
A= | H B= a (H-139) 


The same characteristic equation as in Eq. (H-134) is obtained by using |zI — A| = 0. 
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H-4-5 State Diagrams of Discrete-Data Systems 


When a discrete-data system is described by difference or discrete state equations, a 
discrete state diagram may be constructed for the system. Similar to the relations between 
the analog-computer block diagram and the state diagram for continuous-data systems, the 
elements of a discrete state diagram resemble the computing elements of a digital 
computer. Some of the operations of a digital computer are multiplication by a constant, 
addition of several variables, and time delay or shifting. The discrete state diagram can 
be used to determine the transfer functions as well as for digital implementation of the 
system. The mathematical description of these basic digital computations and their 
corresponding z-transform expressions are as follows: 


1. Multiplication by a constant: 


2. Summing: 


3. Shifting or time delay: 


Or 


a 


X\(g) O————_>——90 X,(z) 


X4(z) = aX(z) 


Xo(Z) 


X4(Z) 


Xx, (Z) 


X4(Z) = Xo(z) + X4(z) 


x,(0) 


1 


X>(Z) 


X,(2) =z X,(z) + x,(0) 


X(Z) 


xo(kT) = ax, (kT) (H-140) 

X) (z) = aX | (z) (H-141) 

x2 (kT) =| (kT) “a (kT) (H-142) 
XxX? (z) = X| (z) + X3 (z) (H-143) 
x9 (kT) = Xj [(k + 1)T| (H-144) 
Xo(z) = 2X1 (z) — 2x1 (0) (H-145) 
X1(z) =z 'Xo(z) + x1 (0) (H-146) 


Figure H-11_ Basic elements of a discrete state diagram. 
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The state diagram representation of these operations is illustrated in Fig. H-11. The initial 
time ¢ = O in Eqs. (H-145) and (H-146) can be generalized to t = fp. Then the equations 
represent the discrete-time state transition from ft > fo. 


EXAMPLE H-4-2 Consider again the difference equation in Eq. (H-132), which is 
y(k +2) + Sy(k +1) + 3y(k) = r(k + 1) + 2r(k) (H-147) 


One way of constructing the discrete state diagram for the system is to use the state equations. In this 
case, the state equations are already defined in Eqs. (H-137) and (H-138). By using essentially the 
same principle as the state diagram for continuous-data systems, the state diagram for Eqs. (H-137) 
and (H-138) is shown in Fig. H-12. The time delay unit z~' is used to relate x,(k + 1) to x(k). The 
state variables are defined as the outputs of the delay units in the state diagram. 

The state-transition equations of the system can be obtained directly from the state diagram 
using the SFG gain formula. By referring to X;(z) and X>(z) as the output nodes and x,(0), x2(0), and 
R(z) as input nodes in Fig. H-12, the state-transition equations are written as 


X\(z) L fitz! et] fx(0)]) , 1 ph +527") - 327 
~ A X R H-14 
al A | 3-1 1 |}x(0)] 7A 3,71 3,72 (z) (H-148) 
where 
A=1+5e' +3e~ (H-149) 


The same transfer function between R(z) and Y(z) as in Eq. (H-133) can be obtained directly from the 
state diagram in Fig. H-13 by applying the SFG gain formula between these two nodes. 

As an alternative, the discrete state diagram can be drawn directly from the difference equation 
via the transfer function, using the decomposition schemes (Fig. H-13). The decomposition of a 
discrete-data transfer function follows basically the same procedure as that of an analog transfer 
function covered in Section 9-11, so the details are not repeated here. 


Figure H-12 Discrete state diagram of the system described by the difference equation of 
Eq. (H-132) or by the state equations of Eqs. (H-137) and (H-138). 


H-4-6 State Diagrams for Sampled-Data Systems 


When a discrete-data system has continuous-data as well as discrete-data elements, with 
the two types of elements separated by sample-and-hold devices, a state diagram model for 
the sample-and-hold (zero-order-hold) must be established. 

Consider that the input of the ZOH is denoted by e*(f), which is a train of impulses, and 
the output by /(t). Because the ZOH simply holds the strength of the input impulse at the 
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(a) Direct decomposition 


() 
X>(Z) Y(z) 


(b) Cascade decomposition 


x;(0) 
O 


0.7 


(c) Parallel decomposition 


Y 2 
Figure H-13 State diagrams of the transfer function AG = ma 
R(z) (27 +5z+3) 


sampling instant until the next input comes, the signal A(t) is a sequence of steps. The 
input-output relation in the Laplace domain is 
lee 
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In the time domain, the relation is simply 
h(t) = e(kT~ ) (H-151) 


forkT <t<(k4+ DT. 
In the state-diagram notation, we need the relation between H(s) and e(AT"). For this 
purpose, we take the Laplace transform on both sides of Eq. (H-151) to give 


_ e(kT*) 


H(s) (H-152) 


for kT <t < (k+ I)T. The state-diagram representation of the zero-order-hold is shown in 
Fig. H-14. 


1 
e(kT*) a H(s) Figure H-14 State-diagram representation of the zero-order- 
hold (ZOH). 


EXAMPLE H-4-3 As an illustrative example on how the state diagram of a sampled-data system is constructed, let us 


consider the system in Fig. H-15. We shall demonstrate the various ways of modeling the input— 
output relations of the system. First, the Laplace transform of the output of the system is written in 
terms of the input to the ZOH. 

—l-e™® 1 


Taking the z-transform on both sides of Eq. (H-153), we get 


T 


= © F(z) (H-154) 


(2) =—— 


Fig. H-16 shows the state diagram for Eq. (H-154). The discrete dynamic equations of the system are 
written directly from the state diagram. 


xy [(k + 1)T] = —e~* xy (kT) + (1 —e7" )e(kT*) (H-155) 
yAT) =x (kT) (H-156) 


Figure H-16 Discrete state diagram of the system in 
ig ; 
_ Fig. H-15. 
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H-5 STABILITY OF DISCRETE-DATA SYSTEMS 


H-5-1 BIBO Stability 


The definitions of BIBO and zero-input stability can be readily extended to linear time- 
invariant SISO discrete-data control systems. 


Let u(kT), y(kT), and g(kT) be the input, output, and impulse sequence of a linear time- 
invariant SISO discrete-data system, respectively. With zero initial conditions, the system 
is said to be BIBO stable, or simply stable, if its output sequence y(kT) is bounded to a 
bounded input u(kT). As with the treatment in Section 2-8, we can show that, for the system 
to be BIBO stable, the following condition must be met: 


OO 


S_|g(kT)| < cx (H-157) 
k=0 


H-5-2 Zero-Input Stability 


For zero-input stability, the output sequence of the system must satisfy the following 
conditions: 


ly(kT)| <M <oo (H-158) 
lim |y(kT)| =0 (H-159) 
k— oo 


Thus, zero-input stability can also be referred to as asymptotic stability. We can show that 
both the BIBO stability and the zero-input stability of discrete-data systems require that 
the roots of the characteristic equation lie inside the unit circle \z| = 1 in the z-plane. 
This is not surprising, because the jw-axis of the s-plane is mapped onto the unit circle 
in the z-plane. The regions of stability and instability for discrete-data systems in the 
z-plane are shown in Fig. H-17. Let the characteristic equation roots of a linear discrete-data 
time-invariant SISO system be z;, i= 1, 2, .. . , n. The possible stability conditions of the 
system are summarized in Table H-2 with respect to the roots of the characteristic equation. 


z-plane 


Unstable Unstable 


Unit circle 


Stable 


Unstable Unstable 


Figure H-17 Stable and unstable regions for 
discrete-data systems in the z-plane. 
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TABLE H-2 Stability Conditions of Linear Time-Invariant Discrete-Data SISO Systems 


Stability condition Root values 

Asymptotically stable or simply stable zi] <1 for alli,i=1,2, ...,m (all roots inside the 
unit circle) 

Marginally stable or marginally unstable —_|z,;| = 1 for any i for simple roots, and no |z;| > 1 for 
i=1,2, ...,n(at least one simple root, no multiple- 


order roots on the unit circle, and no roots outside the 
unit circle) 

Unstable |zi| > 1 for any i, or |z;| = 1 for any multiple-order root. 
i=1,2, ...,n(at least one simple root outside the 
unit circle and at least one multiple-order root on the 
unit circle) 


The following example illustrates the relationship between the closed-loop transfer- 
function poles, which are the characteristic equation roots, and the stability condition of the 
system. 


DZ 
M(z) = ———-—_—-__ Stable system 
@) = G=9a)¢ 08) y 
a2 
M(z) = ———-———_—-___ Unstable system due to the pole at z = —1.2 
(2) (z + 1.2)(z — 0.8) . peers 
5(z + 1) 
M(z) = — Marginally stable due to z = 1 
(2) z(z — 1)(z — 0.8) eae : 
5 1.2 
M(z) = er Unstable due to second-order pole at z = —1 


2(z+1)*(z+0.1) 


H-5-3 Stability Tests of Discrete-Data Systems 


We pointed out earlier in Section H-5 that the stability test of a linear discrete-data system 
is essentially a problem of investigating whether all the roots of the characteristic equation 
are inside the unit circle |z| = | in the z-plane. The Nyquist criterion, root-locus diagram, 
and Bode diagram, originally devised for continuous-data systems, can all be extended to 
the stability studies of discrete-data systems. One exception is the Routh-Hurwitz criterion, 
which in its original form is restricted to only the imaginary axis of the s-plane as the 
stability boundary and thus can be applied only to continuous-data systems. 


Bilinear Transformation Method [1] 

We can still apply the Routh-Hurwitz criterion to discrete-data systems if we can find a 
transformation that transforms the unit circle in the z-plane onto the imaginary axis of 
another complex plane. We cannot use the z-transform relation z = exp(Ts) or s = (In z)/T, 
since it would transform an algebraic equation in z into a nonalgebraic equation in s, and 
the Routh test still cannot be applied. However, there are many bilinear transformations of 
the form of 


are D 
one 


(H-160) 
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where a, b, c, and d are real constants, and r is acomplex variable that will transform circles 
in the z-plane onto straight lines in the r-plane. One such transformation that transforms the 
interior of the unit circle of the z-plane onto the left half of the r-plane is 


ee (H-161) 

l-—r 
which is referred to as the r-transformation. Once the characteristic equation in Z is 
transformed into the r domain using Eq. (H-161), the Routh-Hurwitz criterion can again be 
applied to the equation in r. 

The r-transformation given in Eq. (H-161) is probably the simplest form that can be 
used for manual transformation of an equation F(z) to an equation in r. Another 
transformation that is often used in discrete-data control-system design in the frequency 
domain is 


_ (2/T)+w 
2= OTT) we (H-162) 
Or 
2z—1 


which is called the w-transformation. Note that the w-transformation becomes the r- 
transformation when T = 2. The advantage of the w-transformation over the r-transfor- 
mation is that the imaginary axis of the w-plane resembles that of the s-plane. To show this, 
we substitute 


z= el?! — cosaT + j sinwT (H-164) 
into Eq. (H-163), and we get 
— 2 cosal + jsinwT — | 


a ae a (H-165) 
T coswT + jsin@T + | 
Rationalizing the last equation and simplifying, we get 
2 of 
= jw, = j—tan— H-166 
W= jOw = j7tan—> ( ) 


Thus, the unit circle in the z-plane is mapped onto the imaginary axis w = j@,, in the 
w-plane. The relationship between w,, and w, the real frequency, 1s 


Oy = —tan— = — tan — (H-167) 
1 


where w, is the sampling frequency in rad/sec. The correlation between w and @,, is that 
they both go to 0 and oo at the same time. For the Routh-Hurwitz criterion, of course, the w- 
transformation is more difficult to use, especially since the sampling period 7 appears in 
Eq. (H-163). However, if computer programs are available for the transformations, the 
difference is insignificant. 

The following examples illustrate the application of the r-transformation to a 
characteristic equation in z so that the equation can be tested by the Routh-Hurwitz 
criterion in the r-domain. 
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Consider that the characteristic equation of a discrete-data control system 1s 


3 4+5.942 +7.7z — 0.368 = 0 (H-168) 


Substituting Eq. (H-161) into the last equation and simplifying, we get 
3.1287? — 11.74r? + 2.344r + 14.27 =0 (H-169) 


Routh’s tabulation of the last equation is 


2 8198 2.344 


r 
Sign change 
rm  —-11.74 14.27 
Sign change 
r' 6.146 0 
7 14.27 


Because there are two sign changes in the first column of the tabulation, Eq. (H-169) has two roots in 
the right half of the r-plane. This corresponds to Eq. (H-168) having two roots outside the unit circle 
in the z-plane. This result can be checked by solving the two equations in z and r. For Eq. (H-168), the 
roots are z = —2.0, z = —3.984, and z = 0.0461. The three corresponding roots in the r-plane are r = 
3.0, r = 1.67, and r = —0.9117, respectively. 


Let us consider a design problem using the bilinear transformation and Routh-Hurwitz criterion. The 
characteristic equation of a linear discrete-data control system is given as 


F(2)=74+24+z+K=0 (H-170) 


where K is areal constant. The problem is to find the range of values of K so that the system 1s stable. 
We first transform F(z) into an equation in r using the bilinear transformation of Eq. (H-161). The 
result is 


(1— K)r? + (14 3K)r? +3(1-K)r+3+K =0 (H-171) 


Routh’s tabulation of the last equation is 


Pp tk 3(1 — K) 
1 8K(L=K) ; 

, 143K 

Pr Buk 


For a stable system, the numbers in the first column of the tabulation must be of the same sign. We can 
show that these numbers cannot be all negative, since the conditions contradict each other. Next, for 
all the numbers to be positive, we have the following conditions: 


1—K>0 L-pokK SoU 0 3+ kK>0 


which lead to the condition for stability: 


0<K<1 (H-172) 
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EXAMPLE H-5-4 


EXAMPLE H-5-5 


Direct Stability Tests 
There are stability tests that can be applied directly to the characteristic equation in z with 
reference to the unit circle in the z-plane. One of the first methods that gives the necessary 
and sufficient conditions for the characteristic equation roots to lie inside the unit circle is 
the Schur-Cohn criterion [2]. A simpler tabulation method was devised by Jury and 
Blanchard [3,4] and is called Jury’s stability criterion [6]. R. H. Raible [5] devised an 
alternate tabular form of Jury’s stability test. Unfortunately, these analytical tests all become 
very tedious for equations higher than the second order, especially when the equation has 
unknown parameter(s) in it. Then, there is no reason to use any of these tests if all the 
coefficients of the equation are known, since we can always use a root-finding program on a 
computer. Weighing all the pros and cons, this author believes that when the characteristic 
equation has at least one unknown parameter, the bilinear transformation method is still the 
best manual method for determining stability of linear discrete-data systems. However, it is 
useful to introduce the necessary condition of stability that can be checked by inspection. 
Consider that the characteristic equation of a linear time-invariant discrete-data 
system 1s 


F(z) = Gnz" + dy_1z™ ) + ++» t+ajzt+ag =0 (H-173) 


where all the coefficients are real. Among all the conditions provided in Jury’s test, the 
following necessary conditions must be satisfied for F(z) to have no roots on or outside the 
unit circle. 


F(1)>0 

F(-1)>0 if n = even integer 
F(—1) <0 if n = odd integer 
lao| < an 


(H-174) 


If an equation of the form of Eq. (H-173) violates any one of these conditions, then not all 
of the roots are inside the unit circle, and the system would not be stable. Apparently, these 
necessary conditions can be checked easily by inspection. 


Consider the equation 
F(z) = +2 40.524 0.25 =0 (H-175) 
Applying the conditions in Eq. (H-174), we have 


Fil) =2,7550 and F(—1)=—0.25<0 _ forn = 3, whichis odd 
|ao| =0.25<- 43 =! 
Thus, the conditions in Eq. (H-174) are all satisfied, but nothing can be said about the stability of the 


system. 


Consider the equation 
F(z) =P +2 40.524 1.25 =0 (H-176) 
The conditions in Eq. (H-176) are 


F(-1) = 0.75 >0 forn = 3, whichis odd 


|a9| = 1.25, which is not less then a3, which equals 1. 


Because, for odd n, F(—1) must be negative, the equation in Eq. (H-176) has at least one root outside 
the unit circle. The condition on the absolute value of dp is also not met. 
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Second-Order Systems 

The conditions in Eq. (H-174) become necessary and sufficient when the system is of the 

second order. That is, the necessary and sufficient conditions for the second-order equation 
F(z) =anz +ajz+ a) =0 (H-177) 


to have no roots on or outside the unit circle are 


F(1)>0 
F(—1)>0 (H-178) 
|ao| < a2 
Consider the equation 
F(z) =2 +z4+0.25=0 (H-179) 


Applying the conditions in Eq. (H-178), we have 


Fily=225>0 F(-1) = 0.25 >0 forn = 2, whichis even 
|ao| =025<m = 1 


Thus, the conditions in Eq. (H-178) are all satisfied. The two roots in Eq. (H-179) are all inside the 
unit circle, and the system is stable. 


H-6 TIME-DOMAIN PROPERTIES OF DISCRETE-DATA SYSTEMS 


H-6-1 Time Response of Discrete-Data Control Systems 


To carry out the design of discrete-data control systems in the time domain or the z-domain, 
we must first study the time- and z-domain properties of these systems. We learned from 
the previous sections that the output responses of most discrete-data control systems are 
functions of the continuous-time variable ¢. Thus, the time-domain specifications such as 
the maximum overshoot, rise time, damping ratio, and so forth can still be applied to 
discrete-data systems. The only difference is that, to make use of the analytical tools such 
as z-transforms, the continuous data found in a discrete-data system are sampled so that the 
independent time variable is kT, where Tis the sampling period in seconds. Also, instead of 
working in the s-plane, the transient performance of a discrete-data system is characterized 
by poles and zeros of the transfer function in the z-plane. 
The objectives of the following sections are as follows: 


1. To present methods of finding the discretized time responses of discrete-data 
control systems 

2. To describe the important characteristics of the discretized time response y(kT) 

3. To establish the significance of pole and zero locations in the z-plane 

4. To provide comparison between time responses of continuous-data and discrete- 


data control systems 


Let us refer to the block diagram of the discrete-data control system shown in Fig. H-18. 
The transfer function of the system is 


ee = oe (H-180) 
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Figure H-18 Block diagram of a discrete-data control system. 


EXAMPLE H-6-1 


where GH(z) denotes the z-transform of G(s)H(s). Once the input R(z) is given, the output 
sequence y(AT) can be determined using one of the following two methods: 


1. ‘Take the inverse z-transform of Y(z) using the z-transform table. 


2. Expand Y(z) into a power series of a 
The z-transform of the output is defined as 


¥(z) = > y(kT)z* (H-181) 
k=0 


The discrete-time response y(kT) can be determined by referring to the coefficient of z~“ 


fork = 0, 1, 2,.... Remember that y(AT), k = 0, 1, 2, . . . contains only the sampled 
information on y(f) at the sampling instants. If the sampling period is large relative to the 
most significant time constant of the system, y(AT) may not be an accurate representation 


of y(t). 


Consider that the position-control system described in Section 5-8 has discrete data in the forward 
path, so that the system is now described by the block diagram of Fig. H-18. For K = 14.5, the transfer 
function of the controlled process shown in Eq. (5-132) is 


65.250 
en eee H-182 
p(s) s(s + 361.2) ( ) 


The forward-path transfer function of the discrete-data system is 
—1 Gp(s) 
GnoGp(z) =Z [GnoGp(s)| = (1-—z)4 —— (H-183) 


For a sampling period of T = 0.001 second, the z-transfer function in Eq. (H-183) is evaluated as 


0.029z + 0.0257 
C6 H-184 
n0G p(2) = 3 607, 4. 0.607 ( ) 


The closed-loop transfer function of the system is 


Y(z)  GyoGp(z) —:0.029z + 0.0257 (H-185) 
R(z) 1+Gy0Gp(z) 22 — 1.668z + 0.7226 
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where R(z) and Y(z) represent the z-transforms of the input and the output, respectively. For a unit- 
step input, R(z) = z/(z — 1). The output transform Y(z) becomes 
z(0.029z + 0.0257) 
i. (z — 1)(z2 — 1.668z + 0.7226) eae) 

The output sequence y(KT) can be determined by dividing the numerator polynomial of Y(z) by its 
denominator polynomial to yield a power series in z”'. Fig. H-19 shows the plot of y(KT) (dots) versus 
kT, when T = 0.001 second. For comparison, the unit-step response of the continuous-data system in 
Section 5-8 with K = 14.5 is shown in the same figure. As seen in Fig. H-19, when the sampling 
period is small, the output responses of the discrete-data and the continuous-data systems are very 
similar. The maximum value of y(AT) is 1.0731, or a 7.31% maximum overshoot, as against the 4.3% 
maximum overshoot for the continuous-data system. 

When the sampling period 1s increased to 0.01 second, the forward-path transfer function of the 
discrete-data system is 


1.3198z + 0.4379 


Sa a nee H-187 
Gn Gol2) = 7 0072 +.0.027 ened 
and the closed-loop transfer function 1s 
Y 1.3198z + 0.4379 
Y(z) en (H-188) 


R(z) 22 +.0.2929z + 0.4649 


The output sequence y(K7) with T = 0.01 second is shown in Fig. H-19 with k = 0, 1, 2, 3, 4, and 5. 
The true continuous-time output of the discrete-data system is shown as the dotted curve. Notice that 
the maximum value of y(K7) is 1.3712, but the true maximum overshoot is considerably higher than 
that. Thus, the larger sampling period only makes the system less stable, but the sampled output no 
longer gives an accurate measure of the true output. 

When the sampling period is increased to 0.01658 second, the characteristic equation of the 
discrete-data system is 


z + 1.4938z + 0.4939 = 0 (H-189) 


Discrete-data system 
T = 0.01 second 


Discrete-data system 
y(kT)T = 0.001 second 


6,(1), (kT) 


Time(sec) 


Figure H-19 Comparison of unit-step responses of discrete-data and continuous-data systems. 
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T = 0.01 second 
—0.1464 + 70.666 


T = 0.001 second 


0.834 70.1649 


T = 0.01658 second T = 0.01608 second 


—0.494 


Re z 
T = 0.01658 second 


Unit 
circle 


el T = 0.01 second 
— 0.1464 — 70.666 


Unstable 
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Figure H-20 Trajectories of roots of a second-order discrete-data control system as the sampling 
period T varies. 


which has roots at z = —0.494 and z = —1.000. The root at —1.000 causes the step response of the 
system to oscillate with a constant amplitude, and the system is marginally stable. Thus, for all 
sampling periods greater than 0.01658 second, the discrete-data system will be unstable. From 
Section 5-8, we learned that the second-order continuous-data system is always stable for finite 
positive values of K. For the discrete-data system, the sample-and-hold has the effect of making the 
system less stable, and if the value of T is too large, the second-order system can become unstable. 
Fig. H-20 shows the trajectories of the two characteristic-equation roots of the discrete-data system 
as the sampling period T varies. Notice that, when the sampling period is very small, the two 
characteristic-equation roots are very close to the z = | point and are complex. When T = 0.01608 
second, the two roots become equal and real and are negative. Unlike the continuous-data system, the 
case of two identical roots on the negative real axis in the z-plane does not correspond to critical 
damping. For discrete-data systems, when one or more characteristic-equation roots lie on the 
negative real axis of the z-plane, the system response will oscillate with positive and negative peaks. 
Fig. H-21 shows the oscillatory response of y(K7) when T = 0.01658 second, which is the critical 
value for stability. Beyond this value of 7, one root will move outside the unit circle, and the system 
will become unstable. 


H-6-2 Mapping between s-Plane and z-Plane Trajectories 


For analysis and design purposes, it is important to study the relation between the location 
of the characteristic-equation roots in the z-plane and the time response of the discrete-data 
system. In Section H-2, the periodic property of the Laplace transform of the sampled 
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Figure H-21 Oscillatory response of a discrete-data system with a sampling period T = 0.01658 


second. 


signal R°(s) is established by Eq. (H-62); that is, R°(s + jmw,) = R°(s), where m is an 
integer. In other words, given any point s, in the s-plane, the function R*(s) has the same 
value at all periodic points s = s; + jmw,. Thus, the s-plane is divided into an infinite 
number of periodic strips, as shown in Fig. H-22(a). The strip between w = w,/2 is called 
the primary strip, and all others at higher frequencies are called the complementary 
strips. Fig. H-22(b) shows the mapping of the periodic strips from the s-plane to the z- 
plane, and the details are explained as follows. 


1. 
2. 


= 
6. 


The jw-axis in the s-plane is mapped onto the unit circle |z| = 1 in the z-plane. 


The boundaries of the period strips, s = jmw,/2, m = +1, +3, +5,..., are 
mapped onto the negative real axis of the z-plane. The portion inside the unit circle 
corresponds to o < O, and the portion outside the unit circle corresponds to o > 0. 


The center lines of the periodic strips, s = jma@,, m= 0, £2, +4, . . . , are mapped 
onto the positive real axis of the z-plane. The portion inside the unit circle 
corresponds to o < O, and the portion outside the unit circle corresponds to o > 0. 


Regions shown in the periodic strips in the left-half s-plane are mapped onto the 
interior of the unit circle in the z-plane. 


The point z = | in the z-plane corresponds to the origin, s = O, in the x-plane. 


The origin, z = O, in the z-plane corresponds to s = —oo in the s-plane. 


In the time-domain analysis of continuous-data systems, we devise the damping factor a, 
the damping ratio ¢, and the natural undamped frequency w, to characterize the system 
dynamics. The same parameters can be defined for discrete-data systems with respect to the 
characteristic-equation roots in the z-plane. The loci of the constant-a, constant-Z, 
constant-w, and constant-qw,, in the z-plane are described in the following sections. 
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/ s-plane 
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strip “ds 
~j3 0,/2 
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(a) 


jimz 


s=0,jmo,,m=1,2,... 


Re z 


(b) 


Figure H-22 Periodic strips in the s-plane and the corresponding points and lines between the s-plane 
and the z-plane. 


Constant-Damping Loci: For a constant-damping factor 0 = q@ in the s-plane, the 
corresponding trajectory in the z-plane is described by 


z=evt (H-190) 
which is a circle centered at the origin with a radius of e*’, as shown in Fig. H-23. 
Constant-Frequency Loci: The constant-frequency w = @, locus in the s-plane is a 
horizontal line parallel to the o-axis. The corresponding z-plane locus is a straight line 


emanating from the origin at an angle of 6 = w,T radians, measured from the real axis, as 
shown in Fig. H-24. 
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Constant- 
damping loci 


(a) (a) 
Figure H-23 Constant-damping loci in the s-plane and the z-plane. 


(a) (b) 
Figure H-24 Constant-frequency loci in the s-plane and the z-plane. 


Constant Natural-Undamped Frequency Loci: The constant-q,, loci in the s-plane are 
concentric circles with the center at the origin, and the radius is w,. The corresponding 
constant-w,, loci in the z-plane are shown in Fig. H-25 for w,, = @,/16 to w,/2. Only the loci 
inside the unit circle are shown. 


Constant-Damping Ratio Loci: For a constant-damping ratio ¢, the s-plane loci are 
described by 


s=-—o tanB+ jo (H-191) 


The constant-¢ loci in the z-plane are described by 


z= el =e 27(anB)/s / Ire / WW, (H-192) 
where 


6 = sin~'¢ = constant (H-193) 
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(b) 


Figure H-25 Constant-natural-undamped frequency loci in the s-plane and the z-plane. 


For a given value of 8, the constant-¢ locus in the z-plane, described by Eq. (H-193), is a 
logarithmic spiral for 0° < B < 90°. Fig. H-26 shows several typical constant-¢ loci in the 
top half of the z-plane. 


H-6-3 Relation between Characteristic-Equation Roots and Transient Response 


Based on the discussions given in the last section, we can establish the basic relation 
between the characteristic-equation roots and the transient response of a discrete-data 
system, keeping in mind that, in general, the zeros of the closed-loop transfer function will 
also play an important role on the response, but not on the stability, of the system. 


Roots on the Positive Real Axis in the z-Plane: Roots on the positive real axis inside the 
unit circle of the z-plane give rise to responses that decay exponentially with an increase of 
kT. Typical responses relative to the root locations are shown in Figs. H-27 and H-28. The 
roots closer to the unit circle will decay slower. When the root is at z = 1, the response has a 
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B = 15° C=0.259 


(b) 
Figure H-26 Constant-damping-ratio loci in the s-plane and the z-plane. 


constant amplitude. Roots outside the unit circle correspond to unstable systems, and the 
responses will increase with kT. 


Roots on the Negative Real Axis in the z-Plane: The negative real axis of the z-plane 
corresponds to the boundaries of the periodic strips in the s-plane. For example, when s = 
—o, + jw,/2, the complex-conjugate points are on the boundaries of the primary strip in 
the s-plane. The corresponding z-plane points are 


z= oe O1l ptjosT /2 -- ag CO (H-194) 


which are on the negative real axis of the z-plane. For the frequency of w,/2, the 
output sequence will have exactly one sample in each one-half period of the envelope. 
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+A. Unit 


circle 


(b) 


Figure H-27 (a) Transient responses corresponding to various pole locations of Y"(s) in the s-plane 
(complex-conjugate poles only). (b) Transient-response sequence corresponding to various pole 


locations of Y(z) in the z-plane. 


Thus, the output sequence will occur in alternating positive and negative pulses, as shown 


in Fig. H-28(b). 


Complex-Conjugate Roots in the z-Plane: Complex-conjugate roots inside the unit 
circle in the z-plane correspond to oscillatory responses that decay with an increase in AT. 
Roots that are closer to the unit circle will decay slower. As the roots move toward the 
second and the third quadrants, the frequency of oscillation of the response increases. Refer 


to Figs. H-27 and H-28 for typical examples. 
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z-plane 


Unit 
circle 


(b) 
Figure H-28 (a) Transient responses corresponding to various pole locations of Y"(s) in the s-plane 
(complex-conjugate poles on the boundaries between periodic strips). (b) Transient-response 
sequence corresponding to various pole locations of Y(z) in the z-plane. 


H-7 STEADY-STATE ERROR ANALYSIS OF DISCRETE-DATA CONTROL SYSTEMS 


Because the input and output signals of a typical discrete-data control system are 
continuous-time functions, as shown in the block diagram of Fig. H-19, the error signal 
should still be defined as 


e(t) =r(t) — y(t) (H-195) 
where r(f) is the input and y(f) is the output. The error analysis conducted here is only for 


unity-feedback systems with H(s) = 1. Due to the discrete data that appear inside the 
system, z-transform or difference equations are often used, so that the input and output are 
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represented in sampled form, r(AT) and y(k7), respectively. Thus, the error signal is more 
appropriately represented by e’(f) or e(kT). That is, 


e“(th=r'(t)-yi(t) (H-196) 


Or 


e(kT) = r(kT) — y(kT) (H-197) 
The steady-state error at the sampling instants is defined as 


e* = lim e*(t) = lim e(kT) (H-198) 


ss 
k—- co k—0o 


By using the final-value theorem of the z-transform, the steady-state error is 


exe = lim e* (kT) = lim (1 — z!)E(z) (H-199) 
— La 
provided that the function (1 — z~ ') F(z) does not have any pole on or outside the unit circle 
in the z-plane. It should be pointed out that, because the true error of the system is e(£), e;, 
predicts only the steady-state error of the system at the sampling instants. 
By expressing E£(z) in terms of R(z) and G;,,G,(z), Eq. (H-199) is written 


R(z) 


«= lim e(kT) = lim (1 — <7!) ——“ _ 
a ee, 


ko 


(H-200) 


This expression shows that the steady-state error depends on the reference input R(z) as 
well as the forward-path transfer function G;,,G,(z). Just as in the continuous-data systems, 
we shall consider only the three basic types of input signals and the associated error 
constants and relate e.. to these and the type of the system. 

Let the transfer function of the controlled process in the system of Fig. H-18 be of the 
form 


_K(1+Tas)14+T,s)---(1+Tns) 
G(s) ~~ si(1 + Tys)(1 + Tos)--- (1+ T,s) (H-201) 


where j = 0, 1, 2,.... The transfer function G),G,(z) is 


K(1+ Tgs)(1 + Tys)---(1 + Ts) 


GioGp(@) = (1-2) | gy Tis) + To) Ts) 


(H-202) 


Steady-State Error Due to a Step-Function Input 
When the input to the system, 7(f), in Fig. H-18 is a step function with magnitude R, the 
z-transform of r(ft) is 


R(z) = (H-203) 


Substituting R(z) into Eq. (H-200), we get 


R R 
e., = lim 


eee | ea H-204 
e—% || 1 ++ GhoG p(z) 1 + Him; 7 GhoG p(z) 
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Let the step-error constant be defined as 


K, = fim GhoG p(z) (H-205) 
Ls 
Eq. (H-204) becomes 
R 
a : (H-206) 
SS l ae Gs 


Thus, we see that the steady-state error of the discrete-data control system in Fig. H-18 is 
related to the step-error constant K : in the same way as in the continuous-data case, except 
that K’, is given by Eq. (H-205). 

We can relate kK to the system type as follows. 
For a type-0 system, 7 = O in Eq. (H-202), and the equation becomes 


GnoG p(z) = (1 = zg |\Z SS Ee 


s(1 +7 ,s)(1 + Tos)---(A+Tys) (H-207) 


Performing partial-fraction expansion to the function inside the square brackets of the last 
equation, we get 


K 
GhoG p(z) = (1 - z')Z E + terms due to the nonzero pote 
s 
(H-208) 
=e | Kz 
= (1 =7 ) ao +terms due to the nonzero poles 
vd —= 


Because the terms due to the nonzero poles do not contain the term (z — 1) in the 
denominator, the step-error constant is written 
Kz 
x 4: _ 4 —] = 
x = lim GhoG p(z) = lim (1 —Z ee i #4 (H-209) 


Similarly, for a type-1 system, G;,G,(z) will have an s* term in the denominator that 
corresponds to a term (z — 1)°. This causes the step-error constant K*to be infinite. The 
same is true for any system type greater than 1. The summary of the error constants and the 
steady-state error due to a step input is as follows: 


System Type i a. 
0 K R/A + K) 
] oe) 0 
2 oe) 0 


Steady-State Error Due to a Ramp-Function Input 
When the reference input to the system in Fig. H-18 is a ramp function of magnitude 
R, r(t) = Rtu,(t). The steady-state error in Eq. (H-200) becomes 
e* = lim and = . 
SS (eg —1)\11 LO G>)tw®:~téi<ia dC !t!ti<C;wSS : 


Lo 


Let the ramp-error constant be defined as 


Vv 


K* = 7 lim |(z — 1) GhoG p(z)| (H-211) 


Appendix-H_1 05/14/2009 Ad 


H-44 » Appendix H. Discrete-Data Control Systems 


Then, Eq. (H-210) becomes 


R 
Ee. = (H-212) 

SS Kx 
The ramp-error constant Ky is meaningful only when the input r(¢) is a ramp function and if 
the function (z — 1)Gy,G,(z) in Eq. (H-211) does not have any poles on or outside the unit 
circle |z|] = 1. The relations among the steady-state error e*., K,, and the system type when 


the input is a ramp function with magnitude R are summarized as follows. 


System Type K; er. 
0 0 oe) 
1 K R/K 
2 oe) 0 


Steady-State Error Due to a Parabolic-Function Input 
When the input is a parabolic function, r(t) = Rtu,(t)/2; the z-transform of r(f) is 


R(z) = RT*2(z + 1) 


H-213 
a: (H-213) 


From Eq. (H-200), the steady-state error at the sampling instants is 


é.= li lim —— ie 
2 <1 (z—1)*[1 + GroGp(2)] 
R (H-214) 


Ls ,) 
72 lim (z — 1) GhoG p(z) 


By defining the parabolic-error constant as 
Ki =z lim (c - 1)’ GnoG p(2)| (H-215) 
Lo 


the steady-state error due to a parabolic-function input is 


, R 


ss ~ ex 
a 


e (H-216) 


The relations among the steady-state error e°., K7, and the system type when the input is a 


parabolic function with its z-transform described by Eq. (H-213) are summarized as 
follows. 


System Type K; aa 
0 


OW NO 
2 ROO 
r~. 

ooo © 
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H-8 ROOT LOCI OF DISCRETE-DATA SYSTEMS 


The root-locus technique can be applied to discrete-data systems without any complica- 
tions. With the z-transformed transfer function, the root loci for discrete-data systems are 
plotted in the z-plane, rather than in the s-plane. Let us consider the discrete-data control 
system shown in Fig. H-29. The characteristic equation roots of the system satisfy the 
following equation: 


1+ GH*(s) =0 (H-217) 
in the s-plane, or 

1+ GH(z) =0 (H-218) 
in the z-plane. From Eq. (H-64), GH"(s) is written 


Zs | | 
- S— G(s + jnws)H(s + jnas) (H-219) 


n=—CO 


GH"*(s) = 


which is an infinite series. Thus, the poles and zeros of GH"(s) in the s-plane will be infinite 
in number. This evidently makes the construction of the root loci of Eq. (H-217) in the s- 
plane quite complex. As an illustration, consider that, for the system of Fig. H-29, 


G(s)H(s) = (H-220) 


Substituting Eq. (H-220) into Eq. (H-219), we get 


1 K 
GH*(s) == — H-221 
(s) poy (s+ jnws)(s + jnws + 1) ( ) 
which has poles at s = —jnw, and s = —1 —jnw,, where n takes on all integers between —oo 


and oo. The pole configuration of GH"(s) is shown in Fig. H-30(a). By using the properties 
of the RL in the s-plane, RL of 1 + GH"(s) = 0 are drawn as shown in Fig. H-30(b) for the 
sampling period T = 1 s. The RL contain an infinite number of branches, and these clearly 
indicate that the closed-loop system is unstable for all values of K greater than 4.32. In 
contrast, it is well known that the same system without sampling is stable for all positive 
values of K. 


R(s) E(s) E*(s) 
“> 
+ > T 


Figure H-29 Discrete-data control system. 
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EXAMPLE H-8-1 
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(a) (b) 
Figure H-30 Pole configuration of GH(s) and the root-locus diagram in the s-plane for the discrete- 


K 
data system in Fig. H-29 with G(s)H(s) = (+1) 
6) 


, => I sec. 


The root-locus problem for discrete-data systems is simplified if the root loci are 
constructed in the z-plane using Eq. (H-218). Because Eq. (H-218) is, in general, a rational 
function in Z with constant coefficients, its poles and zeros are finite in number, and the number 
of root loci is finite in the z-plane. The same procedures of construction for continuous-data 
systems are directly applicable in the z-plane for discrete-data systems. The following 
examples illustrate the constructions of root loci for discrete-data systems in the z-plane. 


Consider that for the discrete-data system shown in Fig. H-29 the loop transfer function in the 
z domain 1s 


0.632Kz 


or) e056) 


(H-222) 
The RL of the closed-loop characteristic equation are constructed based on the pole—zero configu- 
ration of GH(z), as shown in Fig. H-31. Notice that, when the value of K exceeds 4.32, one of the two 
roots moves outside the unit circle, and the system becomes unstable. The constant-damping-ratio 
locus may be superimposed on the RL to determine the required value of K for a specified damping 
ratio. In Fig. H-31, the constant-damping-ratio locus for ¢ = 0.5 is drawn, and the intersection with 
the RL gives the desired value of K = 1. For the same system, if the sampling period 71s increased to 2 
seconds, the z-transform loop transfer function becomes 


0.865Kz 


CH) = C7) 0.135) 


(H-223) 
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z-plane 


K=4.32 ¢ path (¢ = 50%) 


kK=0 


Unit 
circle 


K 
G(s)H(s) = se41) T = | second. 


The RL for this case are shown in Fig. H-32. Note that, although the complex part of the RL for T= 2 
seconds takes the form of a smaller circle than that when T = 1 second, the system 1s actually 
less stable, because the marginal value of K for stability is 2.624, as compared with the marginal K of 
4.32 for T = 1 second. 

Next, let us consider that a zero-order-hold is inserted between the sampler and the controlled 
process G(s) in the system of Fig. H-29. The loop transfer function of the system with the zero-order- 
hold is 


K|(T- 1 +e" )z—Te! + 1 —e "| 


GGHX) — (z—I1)(z-—e-7) 


(H-224) 


jJimz 


Unit 


circle \ 


z-plane 


Figure H-32 Root-locus diagram of a discrete-data control system without zero-order-hold. 


K 
G(s)H(s) = e+) T = 2 seconds. 
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(b) Root loci for T = 2 seconds 


Figure H-33 Root-locus diagram of a discrete-data control system with zero-order-hold. 


G(s)H(s) = ss41) 


The RL of the system with ZOH for T = 1 and 2 seconds are shown in Fig. H-33(a) and H-33(b), 
respectively. In this case, the marginal value of stability for K is 2.3 for T= 1 second and 1.46 for T= 
2 seconds. Comparing the root loci of the system with and without the ZOH, we see that the ZOH 
reduces the stability margin of the discrete-data system. 

In conclusion, the root loci of discrete-data systems can be constructed in the z-plane 
using essentially the same properties as those of the continuous-data systems in the s-plane. How- 
ever, the absolute and relative stability conditions of the discrete-data system must be investigated 
with respect to the unit circle and the other interpretation of performance with respect to the regions in 
the z-plane. 
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H-9 FREQUENCY-DOMAIN ANALYSIS OF DISCRETE-DATA CONTROL SYSTEMS 


All the frequency-domain methods discussed in the preceding sections can be extended 
to the analysis of discrete-data systems. Consider the discrete-data system shown in 
Fig. H-34. The closed-loop transfer function of the system is 


Y(z) — GaoG(z) 
R(z) 1+ GroG(z) i 


where G;,,G(z) 1s the z-transform of G;,.(s)G(s). Just as in the case of continuous-data systems, 
the absolute and relative stability conditions of the closed-loop discrete-data system can be 
investigated by making the frequency-domain plots of G;,,G(z). Because the positive jw-axis 
of the s-plane corresponds to real frequency, the frequency-domain plots of Gj, .G(z) are 
obtained by setting z = e’ and then letting w vary from 0 to oo. This is also equivalent to 
mapping the points on the unit circle, |z| = 1, in the z-plane onto the G,,G(e")-plane. 
Because the unit circle repeats for every sampling frequency w,(= 27/7), as shown in Fig. H- 
35, when w is varied along the jw-axis, the frequency-domain plot of G(e”’) repeats for w = 
now, to(n+ l)@,,n=0,1,2,.. . .Thus, itis necessary to plot G,,G(e") only for the range of 
wo = 0 to ® = a,. In fact, because the unit circle in the z-plane is symmetrical about the real 
axis, the plot of Gi,,G(e”) in the polar coordinates for w = 0 to w,/2 needs to be plotted. 


y*(s) 


_ 


Gis (s ) 


Figure H-34 Closed-loop discrete-data control system. 


Unit circle 
= 30a,/2 


Figure H-35 Relation between the jw-axis in the s-plane and the unit circle in the z-plane. 
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H-9-1 Bode Plot with the w-Transformation 


EXAMPLE H-9-1 


The w-transformation introduced in Eq. (H-162) can be used for frequency-domain 
analysis and design of discrete-data control systems. The transformation is 


(2/T)+w 


— <7 H-226 
<= GIT) —w ( ) 
In the frequency domain, we set [Eq. (H-166)], 
2 or 
— jw, = j — tan — H-227 
W= jow = j = tan > ( ) 


For frequency-domain analysis of a discrete-data system, we substitute Eqs. (H-226) and 
(H-227) in G(z) to get GYa,,); the latter can be used to form the Bode plot or the polar plot 
of the system. 


As an illustrative example on frequency-domain plots of discrete-data control systems, let the transfer 
function of the process in the system in Fig. H-34 be 


lof 
G(s) = 
s(s + 1) 
and the sampling frequency is 4 rad/sec. Let us first consider that the system does not have a zero- 
order-hold, so that 


(H-228) 


1.243z 


GroG2) = G2) = Fay 0.208) 


(H-229) 
The frequency response of G;,,G(z) is obtained by substituting z = e” in Eq. (H-228). The polar plot 
of G,,G(e") for w = 0 to w,/2 is shown in Fig. H-36. The mirror image of the locus shown, with the 
mirror placed on the real axis, represents the plot for w = w,/2 to a,. 

The Bode plot of G,,G(e”) consists of the graphs of IGnoG(e/”? )| in dB versus w, and 
/GnoG(ejwT ) in degrees versus w, as shown in Fig. H-37 for three decades of frequency with the 
plots ended at w = w,/2 = 2 rad/sec. 

For the sake of comparison, the forward-path transfer function of the system with a zero-order- 
hold is obtained: 


_ 1.2215z + 0.7306 


Gro G(z) — (z— 1)(z — 0.208) (H-230) 


The polar plot and the Bode plot of the last equation are shown in Figs. H-36 and H-37, respectively. 
Notice that the polar plot of the system with the ZOH intersects the negative real axis at a point that is 
closer to the (—1, 70) point than that of the system without the ZOH. Thus, the system with the ZOH is 
less stable. Similarly, the phase of the Bode plot of the system with the ZOH is more negative than that 
of the system without the ZOH. The gain margin, phase margin, and peak resonance of the two 
systems are summarized as follows. 


Gain Margin (dB) Phase Margin (deg) Mr 
Without ZOH att 39.0 1.58 


With ZOH 0.71 29 22.64 


As an alternative, the Bode plot and polar plot of the forward-path transfer function can be done using 
the w-transformation of Eqs. (H-226). For the system with ZOH, the forward-path transfer function in 
the w-domain is 


— 1.57(1 +.0.504w)(1 — 1.0913) 


CroG(w) w(1 + 1.197w) 


(H-231) 
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Figure H-36 Bode plot of G;,,G(z) of the system in Fig. H-34, with G(s) = 1.57/|s(s + 1)]. T= 1.57 
sec, and with and without ZOH. 


For the system without ZOH, 
1 — 0.6163? 
GpoG( jw) = —__ H-232 
noG JW) = 1 978m) eae) 

Substituting w = ja@,, into Eq. (H-232), the Bode plots are made as shown in Fig. H-38. Notice that the 
frequency coordinates in Fig. H-38 are w,,, whereas those in Fig. H-36 are the real frequency w. The 
two frequencies are related through Eq. (H-227). 

The conclusion from this illustrative example is that, once z is replaced by e”’ in the z-domain 
transfer function, or if the w-transform is used, all the frequency-domain analysis techniques 
available for continuous-data systems can be applied to discrete-data systems. 


jor; 


H-10 DESIGN OF DISCRETE-DATA CONTROL SYSTEMS 


H-10-1 


Introduction 


The design of discrete-data control systems is similar in principle to the design of 
continuous-data control systems. The design objective is basically that of determining 
the controller so that the system will perform in accordance with specifications. In fact, in 
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Figure H-37_ Frequency-domain plot of G(s) = (+1) T = 1.57 seconds, and with and 
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without ZOH. 


most situations, the controlled process is the same, except in discrete-data systems the 
controller is designed to process sampled or digital data. 

The design of discrete-data control systems treated in this chapter is intended only for 
introductory purposes. An in-depth coverage of the subject may be found in books 
dedicated to digital control. In this chapter we deal only with the design of a control 
system with a cascade digital controller and a system with digital state feedback. Block 
diagrams of these systems are shown in Fig. H-39. 

Just as with the design of continuous-data control systems, the design of discrete-data 
control systems can be carried out in either the frequency domain or the time domain. 
Using computer programs, digital control systems can be designed with a minimum 
amount of trial and error. 


H-10-2 Digital Implementation of Analog Controllers 


It seems that most people learn how to design continuous-data systems before they learn 
to design digital systems, if at all. Therefore, it is not surprising that most engineers 
prefer to design continuous-data systems. Ideally, if the designer intends to use digital 
control, the system should be designed so that the dynamics of the controller can be 
described by a z-transfer function or difference equations. However, there are situations 
in which the analog controller is already designed, but the availability and advantages of 
digital control suggest that the controller be implemented by digital elements. Thus, the 
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Figure H-38 Bode plot of G,,G(z) of the system in Fig. H-34 with G(s) = Ye ey 


s(s+ 1) 
seconds, with and without ZOH. The plots are done with the w-transformation, w = ja),,. 


problems discussed in this section are twofold: first how continuous-data controllers 
such as PID, phase-lead or phase-lag controllers, and others can be approximated by 
digital controllers and, second, the problem of implementing digital controllers by 
digital processors. 
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Figure H-39 (a) Digital control system with cascade digital controller. (b) Digital control system with 
state feedback. 


H-10-3 Digital Implementation of the PID Controller 


The PID controller in the continuous-data domain is described by 


K 
G,(s) =Kp +Kps + = (H-233) 


The proportional component Kp is implemented digitally by a constant gain Kp. Because a 
digital computer or processor has finite word length, the constant Kp cannot be realized 
with infinite resolution. 

The time derivative of a function f(t) at t = AT can be approximated by the backward- 
difference rule, using the values of f(t) measured at t = kT and (k — 1) T; that is, 


df(t) 


dt 


== ( f(k) = fle = TI) (H-234) 


t=kT L 


To find the z-transfer function of the derivative operation described before, we take the z- 
transform on both sides of Eq. (H-234). We have 


z (0 


dt 


. apr = FG (H-235) 
t=k1- 


Thus, the z-transfer function of the digital differentiator is 
z—1 
TZ 


where Kp is the proportional constant of the derivative controller. Replacing z by e’* in Eq. 
(H-236), we can show that, as the sampling period T approaches zero, Gp(z) approaches 
Kps, which is the transfer function of the analog derivative controller. In general, the choice 
of the sampling period is extremely important. The value of T should be sufficiently small 
so that the digital approximation is adequately accurate. 


Gp (z) = Kp (H-236) 
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There are a number of numerical integration rules that can be used to digitally 
approximate the integral controller K,/s. The three basic methods of approxi- 
mating the area of a function numerically are trapezoidal integration, forward- 
rectangular integration, and backward-rectangular integration. These are de- 
scribed as follows. 


Trapezoidal Integration 

The trapezoidal-integration rule approximates the area under the function f(t) by a 
series of trapezoids, as shown in Fig. H-40. Let the integral of f(t) evaluated at t = kT be 
designated as u(kT). Then, 


(kT) = ul(k—1)T] +5 (FT) — Fk- 17} (H-237) 


where the area under f(t) for (k — 1)T < t < kT is approximated by the area of the 
trapezoid in the interval. Taking the z-transform on both sides of Eq. (H-237), we have 
the transfer function of the digital integrator as 

U(z) 7 Kk T (z + 1) 


Gy (z) = Ky F(z) a ~2(z—1)_ (H-238) 


where K; is the proportional constant. 


Forward-Rectangular Integration 
For the forward-rectangular integration, we approximate the area under f(t) by rectangles, 
as shown in Fig. H-41. The integral of f(t) at t = kT is approximated by 


u(kT) = u[(k — 1)T] + Tf (kT) (H-239) 


fl(k - 1)T] 


0 (k—1)T kT t 
Figure H-40 Trapezoidal-integration rule. 


oo  FfKT) 


0 (kK-1)T kT t 


Figure H-41 Forward-rectangular integration rule. 
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By taking the z-transform on both sides of Eq. (H-239), the transfer function of the digital 
integrator using the forward-rectangular rule is 
U (z) = K,Tz 


Gi) = Kr ey = 4 


(H-240) 


Backward-Rectangular Integration 
For the backward-rectangular integration, the digital approximation rule is illustrated in 
Fig. H-42. The integral of f(t) at t = kT is approximated by 


u(kT) = ul(k — 1)7| + Tf[(k — 1)T| (H-241) 
The z-transfer function of the digital integrator using the backward-rectangular integration 
rule is 
U (z) KyT 
G =k = H-242 
1@)=Kr a= (H-242) 


By combining the proportional, derivative, and integration operations described previ- 
ously, the digital PID controller is modeled by the following transfer functions. 


Trapezoidal Integration 


TK; K, TK 2K. K 
(Ke + 4 2) 2 2 (Stk - + 
a H-243 
Forward-Rectangular Integration 
K 2K. K 
(Ke i Tks) ~ (Ke + a): a 
G,(z) = I ar ST (H-244) 
z(z — 1) 
Backward-Rectangular Integration 
K pS K 
(Kp + P\e a (7K; — Kp — a): + _ 
GAZ (H-245) 
z(z — 1) 
When K; = 0, the transfer function of the digital PD controller is 
K K 
Ket POT 
G-(z) = ; (H-246) 


Once the transfer function of a digital controller is determined, the controller can be 
implemented by a digital processor or computer. The operator z | is interpreted as a time 
delay of JT seconds. In practice, the time delay is implemented by storing a variable in some 


fl(k - 1)T] 


Figure H-42 Backward-rectangular 
0 (K-1)T = kT t integration rule. 
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(KT) 


Figure H-43 Block diagram of a digital-program implementation of the PID controller. 


storage location in the computer and then taking it out after T seconds have elapsed. Fig. 
H-43 illustrates a block diagram representation of the digital program of the PID controller 
using the trapezoidal-integration rule. 


H-10-4 Digital Implementation of Lead and Lag Controllers 


In principle, any continuous-data controller can be made into a digital controller simply by 
adding sample-and-hold units at the input and the output terminals of the controller and 
selecting a sampling frequency as small as is practical. Figure H-44 illustrates the basic 
scheme with G,(s), the transfer function of the continuous-data controller, and G,(z), the 
equivalent digital controller. The sampling period T should be sufficiently small so that the 
dynamic characteristics of the continuous-data controller are not lost through the digitiza- 
tion. The system configuration in Fig. H-44 actually suggests that, given the continuous- 
data controller G,(s), the equivalent digital controller G,(z) can be obtained by the 
arrangement shown. On the other hand, given the digital controller G,(z), we can realize 
it by using an analog controller G,(s) and sample-and-hold units, as shown in Fig. H-44. 


EXAMPLE H-10-1 As an illustrative example, consider that the continuous-data controller in Fig. H-44 is represented by 
the transfer function 


a a 
G. == H-247 
(8) = TT 6l mee 
From Fig. H-44, the transfer function of the digital controller is written 
U(z) = s+] z— (0.62e7!-°'7 + 0.38) 
G = —— = (1 - Z |—_—————_| = ——_———__|,-—_— H-248 
c(z) F(z) ( < ) Fe a si z—el6lT ( ) 


fit) f(D) 708 G0) u(t) x u*(t) To controlled process 
T 


}«#_——__— G.(Z) —_________| 


Figure H-44 Realization of a digital controller by an analog controller with sample-and-hold units. 
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Figure H-45 Digital-program realization of Eq. (H-248). 


The digital-program implementation of Eq. (H-248) is shown in Fig. H-45. 


H-11 DIGITAL CONTROLLERS 


Digital controllers can be realized by digital networks, digital computers, microprocessors, 
or digital signal processors (DSPs). A distinct advantage of digital controllers implemented 
by microprocessors or DSPs 1s that the control algorithm contained in the controller can be 
easily altered by changing the program. Changing the components of a continuous-data 
controller is rather difficult once the controller has been built. 


H-11-1 Physical Realizability of Digital Controllers 


The transfer function of a digital controller can be expressed as 


E bie eee ED, 
2(Z) _ O77 Diz ° =F =F Zz (H-249) 


Gaz) = 
(2) E\(z) agtayz7! +--+ +anz- 


where 7 and m are positive integers. The transfer function G,(z) is said to be physically 
realizable if its output does not precede any input. This means that the series expansion of 
G_(z) should not have any positive powers in Zz. In terms of the G,(z) given in Eq. (H-249), if 
bo # 0, then dg ~ 0. If G.(z) is expressed as 


bl” + Dy ie ee Pye bp 
Anz + aGy_1z?-! + --- +a1z+a9 


then the physical realizability requirement is n > m. 

The decomposition techniques presented in Chapter 2 can be applied to realize the 
digital controller transfer function by a digital program. We consider that a digital program 
is capable of performing arithmetic operations of addition, subtraction, multiplication by a 
constant, and shifting. The three basic methods of decomposition for digital programming 
are discussed in the following sections. 


G-(z) = (H-250) 


Digital Program by Direct Decomposition 
Applying direct decomposition to Eq. (H-249), we have the following equations: 


1 
Ep(z) =— (bo + Biz) + «++ + Bz") X(z) (H-251) 
ag 


l 
X(z) = ma (z) — me (ayz—} tage? + +++ Fane") X(z) (H-252) 
0 0 
Fig. H-46 shows the signal-flow graph of a direct digital program of Eq. (H-249) by direct 
decomposition for m = 2 and n = 3. The branches with gains of z' represent time delays 
or shifts of one sampling period. 
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b,lag 


—A3/ag 


Figure H-46 Signal-flow graph of digital program by direct decomposition of Eq. (H-249) with 
n= 3 and m= 2, 


Digital Program by Cascade Decomposition 

The transfer function G,(z) can be written as a product of first- or second-order transfer 
functions, each realizable by a simple digital program. The digital program of the overall 
transfer function is then represented by these simple digital programs connected in 
cascade. Eq. (H-249) is written in factored form as 


Ge (z) = Go (z) G.2 (z) -++ Gen (z) (H-253) 


where the individual factors can be expressed as 


Real Pole and Zero 


1+ ciz! 
Gei(z) = Kj; ———— H-254 
ci (z) i] ri diz! ( ) 
Complex-Conjugate Poles (No Zeros) 
Kj 
G.i(z) = ————_s H-255 
afl@) Lapda2 ape = 
Complex-Conjugate Poles with One Zero 
1+ c¢jz7! 
O-6 = (H-256) 


: 1+ diz! ++ dinz~? 
and several other possible forms up to the second order. 
Digital Program by Parallel Decomposition 
The transfer function in Eq. (H-249) can be expanded into a sum of simple first- or second- 


order terms by partial-fraction expansion. These terms are then realized by digital 
programs connected in parallel. 


Consider the following transfer function of a digital controller: 


E>(z) 10(1 + 0.5271) 
Gig) = = H-257 
OF)” Ge 0-024) _— 
Because the leading coefficients of the numerator and denominator polynomials in z~' are all 


constants, the transfer function is physically realizable. The transfer function G,(z) is realized by the 
three types of digital programs discussed earlier. 
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Direct Digital Programming 
Eq. (H-257) is written 


Ex(z)__‘10(1 + 0.527") X(z) (H-258) 


0) =F) “Te NO 02 RO 


Expanding the numerator and denominator of the last equation and equating, we have 


Ey(z) = (10 + 5z7')X(z) (H-259) 
X(z) = Ey(z) + 1.2z7'X(z) — 0.2z77X(z) (H-260) 


The last two equations are realized by the digital program shown in Fig. H-47. 


Cascade Digital Programming 
The right-hand side of Eq. (H-257) is divided into two factors in one of several possible 
ways. 


G.(2) _ Ep(2) _1+0.5z7! 10 
° E\(z) 1—z-! 1-0.2z71 


(H-261) 


Fig. H-48 shows the signal-flow graph of the cascade digital program of the controller. 


Parallel Digital Programming 
The right-hand side of Eq. (H-257) is expanded by partial fraction into two separate 
terms. 


_ Ex(z)_ 18.75 8.75 
— E\(z) l-z! 1-0.2z71 


Ge(z) (H-262) 


Fig. H-49 shows the signal-flow graph of the parallel digital program of the controller. 


Figure H-48 Cascade digital program of Eq. (H-257). 
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Figure H-49 Parallel digital 
program of Eq. (H-257). 


H-12 DESIGN OF DISCRETE-DATA CONTROL SYSTEMS IN THE FREQUENCY DOMAIN 


AND THE z-PLANE 


The w-transformation introduced in Section H-5 can be used to carry out the design of 
discrete-data control systems in the frequency domain. Once the transfer function of the 
controlled process is transformed into the w-domain, all the design techniques for 
continuous-data control systems can be applied to the design of discrete-data systems. 


H-12-1 Phase-Lead and Phase-Lag Controllers in the w-Domain 


EXAMPLE H-12-1 


Just as in the s-domain, the single-stage phase-lead and phase-lag controllers in the 
w-domain can be expressed by the transfer function 


1+atw 
dae ists 


(H-263) 
where a > | corresponds to phase lead and a < 1 corresponds to phase lag. When w is 
replaced by ja,,, the Bode plots of Eq. (H-263) are identical to those of Figs. 9-28 and 9-45 
for a > 1 and a < 1, respectively. Once the controller is designed in the w-domain, the 


z-domain controller is obtained by substituting the w-transformation relationship in 
Eq. (H-163); that is, 


2z—-1 
w= 
Tz+1 


(H-264) 


The following example illustrates the design of a discrete-data control system using the 
w-transformation in the frequency domain and the z-plane. 


Consider the sun-seeker control system described in Section 4-11 and shown in Fig. 9-29. Now let us 
assume that the system has discrete data so that there is a ZOH in the forward path. The sampling 
period is 0.01 second. The transfer function of the controlled process is 


2500 
Gp (s) = s(s + 25) (H-265) 


The z-transfer function of the forward path, including the sample-and-hold, is 


GnoG p(z) = (1 _ z')Z € zal ) 


2s +25) (H-266) 


Appendix-H_ 1 = 05/14/2009 62 


H-62 » Appendix H. Discrete-Data Control Systems 


With phase-lag 
controller 


p(t) 
= 


16 32 40 64 8 


Number of sampling periods 


0 


Figure H-50 Step responses of discrete-data sun-seeker system in Example H-12-1. 


Carrying out the z-transform in the last equation with T = 0.01 second, we get 


0.1152z + 0.106 
Gi9G »(z) = —___-___—~ H-267 
10G (2) (z — 1)(z — 0.7788) 


The closed-loop transfer function of the discrete-data system is 


@.(z) GpoGp(z) ——0.1152z + 0.106 4568) 
O,-(z) 1+GyoGp(z) 2 — 1.6636z + 0.8848 


The unit-step response of the uncompensated system is shown in Fig. H-50. The maximum overshoot 
is 66%. 
Let us carry out the design in the frequency domain using the w-transformation of Eq. (H-162), 


(2/T) ++w 


oar (H-269) 


L— 


Substituting Eq. (H-269) into Eq. (H-268), we have 


100(1 — 0.005w)(1 + 0.000208w) 
CC eee H-270 
noG p(w) w(1 + 0.0402w) ( ) 


The Bode plot of the last equation is shown in Fig. H-51. The gain and phase margins of the 
uncompensated system are 6.39 dB and 14.77°, respectively. 
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Figure H-51_ Bode plots of discrete-data sun-seeker system in Example H-12-1. < 


Phase-Lag Controller Design in the Frequency Domain 

Let us first design the system using a phase-lag controller with the transfer function given in 

Eq. (H-263) with a < 1. Let us require that the phase margin of the system be at least 50°. 
From the Bode plot in Fig. H-51, a phase margin of 50° can be realized if the gain 

crossover point is at w,, = 12.8 and the gain of the magnitude curve of Gyz,G,(ja,,) 1s 

16.7 dB. 
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Thus, we need —16.7 dB of attenuation to bring the magnitude curve down so that it 
will cross the 0-dB-axis at w,, = 12.8. We set 


20 log joa = —16.7 dB (H-271) 


from which we get a = 0.1462. Next, we set 1 /at to be at least one decade below the gain- 
crossover point at @,, = 12.8. We set 


1 
—= 1] (H-272) 
aT 
Thus, 
1 
—_=—a=-—(0.1462 (H-273) 
T 


The phase-lag controller in the w-domain is 


G.( 1+ atw 1+w 
w — = 
© l+tmw  1+6.84w 


(H-274) 


Substituting the z-w-transform relation, w = (2/T)(z — 1)/(z + 1), in Eq. (H-274), the 
phase-lag controller in the z-domain is obtained: 
z— 0.99 
G = 0.1468 ———____ H-275 

e(@) z— 0.9985 ae) 
The Bode plot of the forward-path transfer function with the phase-lag controller of Eq. (H- 
274) is shown in Fig. H-51. The phase margin of the compensated system is improved to 
55°. The unit-step response of the phase-lag compensated system is shown in Fig. H-50. 
The maximum overshoot is reduced to 16%. 


Phase-Lead Controller Design in the Frequency Domain 
A phase-lead controller is obtained by using a > | in Eq. (H-263). The same principle for 
the design of phase-lead controllers of continuous-data systems described in Chapter 9 can 
be applied here. Because the slope of the phase curve near the gain crossover is rather steep, 
as shown in Fig. H-51, itis expected that some difficulty may be encountered in designing a 
phase-lead controller for the system. Nevertheless, we can assign a relatively large value 
for a, rather than using the amount of phase lead required as a guideline. 

Let us set a = 20. The gain of the controller at high values of @,, 1s 


20 logo g=20 logio 20 = 26 dB (H-276) 


From the design technique outlined in Chapter 9, the new gain crossover should be located 
at the point where the magnitude curve is at —26/2 = —13 dB. Thus, the geometric mean of 
the two corner frequencies of the phase-lead controller should be at the point where the 
magnitude of G,,G,(jw) is —13 dB. From Fig. H-51 this is found to be at w,, = 115. Thus, 


1 
= 115va=514 (H-277) 


The w-domain transfer function of the phase-lead controller is 


G 1+ atw 1+ 0.03888w 
w) = = SSS 
. l+tw  1+40.001944w 


(H-278) 
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The transfer function of the phase-lead controller in the z-domain is 


_ 8.7776z — 6.7776 


G — H-279 
(2) = 739884 0.6112 ( ) 


The Bode plot of the phase-lead compensated system 1s shown in Fig. H-51. The phase margin 
of the compensated system is 50.83°. The unit-step response of the phase-lead compensated 
system is shown in Fig. H-50. The maximum overshoot is 27%, but the rise time is faster. 


Digital PD-Controller Design in the z-Plane 
The digital PD controller is described by the transfer function in Eq. (H-246) and is 
repeated as 


Kp Kp 
K anh nee 
( P+ T Z 7 
G. (z) = : (H-280) 


To satisfy the condition that G.(1) = 1 so that G,(z) does not affect the steady-state error of 
the system, we set Kp = 1. Applying the digital PD controller as a cascade controller to the 
sun-seeker system, the forward-path transfer function of the compensated system is 


(1 + 100Kp)z—100Kp 0.1152z + 0.106 
66.6.) =e ES eee H-281 
(2) GhoG pz) z (z — 1)(z — 0.7788) eee) 


We can use the root-contour method to investigate the effects of varying Kp. The 
characteristic equation of the closed-loop system is 


z(z” — 1.6636z + 0.8848) + 11.52Kp(z — 1)(z + 0.9217) = 0 (H-282) 


Dividing both sides of the last equation by the terms that do not contain Kp, the equivalent 
forward-path transfer function with Kp appearing as a multiplying factor is 


11.52Kp(z — 1)(z + 0.9217) 
G eS H-283 
eq(2) z(z2 — 1.6636z + 0.8848) ( 
The root contours of the system for Kp > 0 are shown in Fig. H-52. These root contours 
show that the effectiveness of the digital PD controller is limited for this system, since the 
contours do not dip low enough toward the real axis. In fact, we can show that the best value 
of Kp from the standpoint of overshoot is 0.022, and the maximum overshoot is 28%. 


Digital PE-Controller Design in the z-Plane 

The digital PI controller introduced in Section H-10-3 can be used to improve the steady- 
state performance by increasing the system type and, at the same time, improve the relative 
stability by using the dipole principle. Let us select the backward-rectangular integration 
implementation of the PID controller given by Eq. (H-245). With Kp = 0, the transfer 
function of the digital PI controller becomes 


K,T 

z—{1-—— 

Kpz— (Kp — K/T) Kp 
Z= 1 ‘haa | 


Ge(z) (H-284) 
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Figure H-52 Root contours of sun-seeker system in Example H-12-1 with digital PD controller. 
Kp varies. 


The principle of the dipole design of the PI controller is to place the zero of G,(z) very close 
to the pole at z = 1. The effective gain provided by the controller is essentially equal to Kp. 
To create a root-locus problem, the transfer function in Eq. (H-267) is written 


K(z + 0.9217) 


(z — 1)(z — 0.7788) eee 


GnoG p (z) = 


where K = 0.1152. The root loci of the system are drawn as shown in Fig. H-53. The roots 
of the characteristic equation when K = 0.1152 are 0.8318 + j0.4392 and 0.8318 — 
J0.4392. As shown earlier, the maximum overshoot of the system is 66%. If K is reduced to 
0.01152, the characteristic equation roots are at 0.8836 + j0.0926 and 0.8836 — 70.0926. 
The maximum overshoot is reduced to only 3%. 

We can show that, if the gain in the numerator of Eq. (H-265) is reduced to 250, the 
maximum overshoot of the system would be reduced to 3%. This means to realize a 
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Figure H-53 Root loci of sun-seeker system in Example H-12-1 with and without digital PI 
controller. 


similar improvement on the maximum overshoot, the value of Kp in Eq. (H-284) 
should be set to 0.1. At the same time, we let the zero of G,(z) be at 0.995. Thus, 
— 0.995 
Coo (H-286) 
z—1 
The corresponding value of K; is 0.05. The forward-path transfer function of the system 
with the PI controller becomes 


0.1K (z+ 0.995)(z + 0.9217) 


Ge(z)GnoG p(z) (z— 1)°(z — 0.7788) 


(H-287) 


where K = 0.1152. The root loci of the compensated system are shown in Fig. H-53. When 
K = 0.1152, the two dominant roots of the characteristic equation are at 0.8863 + /0.0898 
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and 0.8863 — j0.0898. The third root is at 0.9948, which is very close to the pole of G,(z) at 
Zz = |, and thus the effect on the transient response is negligible. We can show that the actual 
maximum overshoot of the system with the forward-path transfer function in Eq. (H-287) is 
approximately 8%. 

This design problem simply illustrates the mechanics of designing a phase-lead and 
phase-lag controller using the w-transformation method in the frequency domain and 
digital PD and PI controllers in the z-plane. No attempt was made in optimizing the system 
with respect to a set of performance specifications. 


H-13 DESIGN OF DISCRETE-DATA CONTROL SYSTEMS WITH DEADBEAT RESPONSE 


One difference between a continuous-data control system and a discrete-data control 
system is that the latter is capable of exhibiting a deadbeat response. A deadbeat response 
is one that reaches the desired reference trajectory in a minimum amount of time without 
error. In contrast, a continuous-data system reaches the final steady-state trajectory or value 
theoretically only when time reaches infinity. The switching operation of sampling allows 
the discrete-data systems to have a finite transient period. Fig. H-54 shows a typical 
deadbeat response of a discrete-data system subject to a unit-step input. The output 
response reaches the desired steady state with zero error in a minimum number of sampling 
periods without intersampling oscillations. 

H. R. Sirisena [10] showed that given a discrete-data control system with the 
controlled process described by 


GnoG p(z-') = (H-288) 


for the system to have a deadbeat response to a step input, the transfer function of the digital 
controller is given by 


Ce = Fo (H-289) 


where Q(1) is the value of Q(z") with z) = 1. 
The following example illustrates the design of a discrete-data system with deadbeat 
response using Eq. (H-289). 


y(t) 


0 T 2T ar 4T 5T 6T 7T t 
Figure H-54 A typical deadbeat response to a unit-step input. 
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EXAMPLE H-13-1 Consider the discrete-data sun-seeker system discussed in Example H-12-1. The forward-path 


transfer function of the uncompensated system is given in Eq. (H-207) and is written as 


-1, Q(z") — 0.115221 (1 + 0.921727) 
GnoGp(z") = P(z-!) (1 —z7!)(1 — 0.7788z7!) ie 


Thus, 
Q(z~') = 0.1152z7! (1 + 0.921727") (H-291) 
P(z') = (1—z') (1 — 0.7788z"') (H-292) 


and Q(1) = 0.22138. 
The digital controller for a deadbeat response is obtained by using Eq. (H-289). 


ay P(e") (A=!) (0 — 0.778871) 
Gelz") = Q(1)— Q(z!) 0.22138 — 0.1152z-! — 0.106z-2 ae 


Thus, 


(z — 1)(z — 0.7788) 


Cel) = 5997382 — 0.11522 — 0.106 ee) 
The forward-path transfer function of the compensated system is 
Gel2)GnwGp(2) = gaye oe oe (H-295) 
The closed-loop transfer function of the compensated system is 
O.(z) __ Ge(2)GoGp(2) 
@-(2) 1+ Ge(2)GioGp(2) ee) 
_ 0.0.5204(z + 0.9217) 
—————— 


For a unit-step function input, the output transform is 


0.5204(z + 0.9217) 
14. 
° 2(z — 1) (H-297) 
= 0.52047! +7742 44 --. 


Thus, the output response reaches the unit-step input in two sampling periods. 

To show that the output response is without intersampling ripples, we evaluate the output 
velocity of the system; that is, w,(t) = d6,(t)/dt. 

The z-transfer function of the output velocity is written 


- 2500 
ag _ «O02 aay 
@,(z) G.(z) GhoG p(z) (H-298) 
— 100(z — 1) 
=—{— 


The output velocity response due to a unit-step input 1s 


100 


UF (z) — e = 100z— (H-299) 


Thus, the output velocity becomes zero after the second sampling period, which proves that the 
position response is deadbeat without intersampling ripples. The responses of 6,(f) and @,(f) 
are shown in Fig. H-55. The characteristic of a system with deadbeat response is that the poles 
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Op(t) 


10. 
0.5204 + 
0) T 2T 3T AT ay di 6T TT t 
W(t) 
100 
0) T 21 3T AT 5T 6T TT t 


Figure H-55 Output position and velocity responses of discrete-data sun-seeker system in 
Example H-13-1. 


of the closed-loop transfer function are all at z = 0. Because these are multiple-order poles, from the 
standpoint of root sensitivity discussed in Chapter 7, the root sensitivity of a system with deadbeat 
response is very high. 


H-14 POLE-PLACEMENT DESIGN WITH STATE FEEDBACK 


Just as for continuous-data systems, pole-placement design through state feedback can be 
applied to discrete-data systems. Let us consider the discrete-data system described by the 
following state equation: 


x|(k + 1)T] = Ax(kT) + Bu(kT) (H-300) 


where x(KT) is ann x | state vector, and u(KT) is the scalar control. The state-feedback 
control is 


u(kT) = —Kx(kT) + r(kT) (H-301) 


where K is the 1 x n feedback matrix with constant-gain elements. By substituting 
Eq. (H-301) into Eq. (H-300), the closed-loop system is represented by the state equation 


x|(k + 1)T] = (A — BK)x(AT) (H-302) 
Just as in the continuous-data case treated in Section 10-17, we can show that, if the pair [A, B] 
is completely controllable, a matrix K exists that can give an arbitrary set of eigenvalues of 
(A — BK); that is, the 7 roots of the characteristic equation 


ial — A + BK| =0 (H-303) 


can be arbitrarily placed. The following example illustrates the design of a discrete-data 
control system with state feedback and pole placement. 
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EXAMPLE H-14-1 Consider that the sun-seeker system described in Example 10-5-1 is subject to sampled data so that the state 
diagram of the system without feedback is shown in Fig. H-56(a). The sampling period is 0.01 second. The 
dynamics of the ZOH are represented by the branch with a transfer function of 1/s. The closed-loop system 
with state feedback for the time interval (K7) < t < (kK + 1)T 1s portrayed by the state diagram shown in Fig. 
H-56(b), where the feedback gains k, and k> form the feedback matrix 


K = [ky ky] (H-304) 


Applying the SFG gain formula to Fig. H-56(b), with X,(s) and X>(s) as outputs and x,(AT) and 
x(kT) as inputs, we have 


1 2500k; | 2500k> 
Via (ee rer H-305 
i(s) F s2(s + ale )+ Fe +25) s2(s +25) x2(kT) ( ) 
~2500K 2500k> | 
DO aaa PO |) LO 2 Gs H-306 
2(s) (s+ 25)" ) s(s 425)?! ) + 95 2 (KT) ( ) 


Taking the inverse Laplace transform on both sides of Eqs. (H-305) and (H-306) and letting t = (k + 
1)T, we have the discrete-data state equations as 


x [(k + 1)T] = (1 — 0.1152ky xy (KT) + (0.2212 — 0.1152ky)x2 (KT) 


H-307 
xo[(K + 1)T] = —22.12k x1 (kT) + (0.7788 — 22.12k2) x2 (kT) 
Thus, the coefficient matrix of the closed-loop system with state feedback is 
— | 1—0.1152k; 0.2212 — 0.1152k. 
i | —22.12k, 0.7788 — 22.12k» | seen 


The characteristic equation of the closed-loop system is 


z—1+0.1152k,; —0.2212 + 0.1152k> 
lal - A+ BK] = 
22.12k1 z — 0.7788 + 22.12k> 
= aa =f (—1.7788 + 0.1152k,; + 22.12k)z + 0.7788 + 4.8032k, — 22.12k> 
(H-309) 
ea s! 2500 -- s! 
u(t) 7 u*(t) ZOH 7 - X,(S) X{(s) 
=—3 


(b) 


Figure H-56 (a) Signal-flow graph of open-loop, discrete-data, sun-seeker system. 
(b) Signal-flow graph of discrete-data, sun-seeker system with state feedback. 
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Let the desired location of the characteristic equation roots be at z = 0, 0. The conditions on k, 
and k> are 


—1.7788 + 0.1152k; +22.12k, = 0 (H-310) 
0.7788 + 4.8032k, — 22.12k, =0 (H-311) 


Solving for k, and kz from the last two equations, we get 


ky = 0.2033 and ky = —0.07936 (H-312) 
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H-1. Find the z-transforms of the following functions. 
(a) f (k) = ke (b) f (k) = ksin 2k 
(c) f (k) = e~** sin3k (d) f (k) =k*e~** 
H-2. Determine the z-transforms of the following sequences. 
(a) f (kT) =kT sin 2kT 
Jil k =0,2,4,6, ... , even integers 
OO) T= ‘ —] k = 1,3,5,7, ... , odd integers 
H-3. Perform the partial-fraction of the following functions, if applicable, and then find the 
z-transforms using the z-transform table. 


1 1 
nL FO) = S6e0 

10 5 
ey eae @) Fs) = ay) 


H-4. Find the inverse z-transforms f(x) of the following functions. Apply partial-fraction expansion 
to F(z) and then use the z-transform table. 


10 = < 
® Fe) =—G—pE@-0y PO) = Goa tet 
(c) F(z) = —_+___ C0 eee 


(z — 1)(z+ 0.85) (z — 1)(z — 0.5) 
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H-5. Given that Z[ f(k)] = F(z), find the value of f(k) as k approaches infinity without 
obtaining the inverse z-transform of F(z). Use the final-value theorem of the z-transform if 
it is applicable. 


0.368z 10z 
(a) FQ) = Cy — 1.36dz + 0.732) (b) PQ) = Coayiea 1) 
2 Z 
© FQ) =——ye=05 @® Fe) = Gpe-15) 


Check the answers by carrying out the long division of F(z) and express it in a power series of z'. 
H-6. Solve the following difference equations by means of the z-transform. 

(a) x(k +2) —x(k +1) +0.1x(k) = us(k) 40): = 21): 0 

(b) x(kK+2)—x(k)=0 x(0)=1, x(1)=0 

H-7. This problem deals with the application of the difference equations and the z-transform to a 
loan-amortization problem. Consider that a new car is purchased with a load of Po dollars over a 
period of N months at a monthly interest rate of r percent. The principal and interest are to be paid 
back in N equal payments of wu dollars each. 


(a) Show that the difference equation that describes the loan process can be written as 
P(kK+1)=(14+7r)P(k) -—u 
where 
P(k) = amount owed after the kth period, k = 0, 1, 2,..., N. 
P(O) = Pop = initial amount borrowed 
P(N) = 0 (after N periods, owe nothing) 


The last two conditions are also known as the boundary conditions. 


(b) Solve the difference equation in part (a) by the recursive method, starting with k = 0, then 


kA =1,2,..., and substituting successively. Show that the solution of the equation is 
(1 alee & VP or 
ue = ———_— 
(eo eo 


(c) Solve the difference equation in part (a) by using the z-transform method. 


(d) Consider that Pp = $15,000, r = 0.01 (1% per month), and N = 48 months. Find wu, the monthly 
payment. 


H-8. Perform the partial-fraction expansion to the following z-transfer functions. 


5z . Z 10z(z — 0.2) 

(z— 1)(z-0.1) eres (z — 1)(z — 0.5)(z — 0.8) 
Z Z 

(g— 1)(z— 0.5)" Calie=2 Pk 


(i) G(z) = 


(iii) G(z) = (iv) G(z) = 
Find y(t) for t > 0 when the input is a unit-step function. 


H-9. A linear time-invariant discrete-data system has an output that is described by the time 
sequence 


y(kT) =1-e** £=0,1,2,... 


when the system is subject to an input sequence described by r(kK7) = 1 for all > O. Find the transfer 
function G(z) = Y(z)/R(s). 


H-10. Find the transfer functions Y(z)/R(z) of the discrete-data systems shown in Fig. HP-10. The 
sampling period is 0.5 second. 
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OO Ea ia 10 | ye) 
T stl s +2 
(b) 


10 y(t) 
s +2 


(c) 

_) y a ZOH 
T 

(d) 


r(t) e(t) e*(t) ae 
iP 


(e) 


r(t) e(t) e*() 


5 
———>| ZOH 


s(s+1) (s +2) 


Figure HP-10 


H-11. It is well known that the transfer function of an analog integrator is 
Vis). 1 


where X(s) and Y(s) are the Laplace transforms of the input and the output of the integrator, 
respectively. There are many ways of implementing integration digitally. In a basic computer 
course, the rectangular integration is described by the schemes shown in Fig. HP-10. The 
continuous signal x(t) is approximated by a staircase signal; T is the sampling period. The 
integral of x(t), which is the area under x(f), is approximated by the area under the rectangular 


approximation signal. 
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(a) Let y(AT) denote the digital approximation of the integral of x(7) from t = 0 to t = KT. Then y(KT) 
can be written as 
\zi| > 1 (1) 
where y[(k — 1)T] denotes the area under x(t) from t = 0 to t = (k — 1)T. Take the z-transform on both 
sides of Eq. (H-1) and show that the transfer function of the digital integrator is 
Y(z) ‘Ka 
X(z) z-1 


(b) The rectangular integration described in Fig. HP-11(a) can be interpreted as a sample-and-hold 
operation, as shown in Fig. HP-11(b). The signal x(f) is first sent through an ideal sampler with 
sampling period T. The output of the sampler is the sequence x(0), x(T), ..., x(KT), ... . These 
numbers are then sent through a “‘backward”’ hold device to give the rectangle of height x(AT) during 
the time interval from (k — 1)T to kT. Verify the result obtained in part (a) for G(z) using the 
““*backward”’ sample-and-hold interpretation. 


x(t) 


x(k+1)T 


x(0) 


0 T OF 3T AT (k-DT kT (k+1)T t 
(a) 
x(t) x*(f) BACKWARD 
A) RECTANGULAR 
ie HOLD 
Ideal 
Sampler 
(b) 
x(t) 
X(T) —-x(2T) 
x(kT) 
x(0) x(k+1)T 


x(3T) 


0 T 2r Sf AT (k-1)T kT (k+1)T t 


(c) 
Figure HP-11 


(c) As an alternative, we can use a “‘forward” rectangular hold, as shown in Fig. HP-11(c). Find the 
transfer function G(z) for such a rectangular integrator. 


H-12. The block diagram of a sampled-data system is shown in Fig. HP-12. The state equations of 
the controlled process are 
dx} (t ) 
dt 


= x(t) fal0 = —2x1(t) — 3x9(t) + A(t) 
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u(t) De u*(t) wate h(t) 


Ip 


Figure HP-12 


where A(t) is the output of the sample-and-hold; that is, u(t) is constant during the sampling 
period T. 
(a) Find the vector-matrix discrete state equations in the form of 


x[(k + 1)T] = (T)x(kT) + O(T)u(kT) 


(b) Find x(N7) as functions of x(O) and u(kT) fork = 0, 1, 2,... N. 
H-13. Repeat Problem H-12 for the linear sampled-data system with the following state equations. 


a0 = (t) f2(0 a u(t) 


The sampling period is 0.001 second. 

H-14. 

(a) Find the transfer function X(z)/U(z) for the system described in Problem H-12. 

(b) Find the characteristic equation of the system described in Problem H-12. 

H-15. 

(a) Find the transfer function X(z)/U(z) for the system described in Problem H-13. 

(b) Find the characteristic equation and its roots of the system described in Problem H-13. 


H-16. Draw a state diagram for the digital control system represented by the following dynamic 
equations: 


x(k + 1) = Ax(k) + Bu(k) y(k) = x1 (k) 


O 1 -I 0 
A=]0 1 2 B= |0 
S 2 1 l 


Find the characteristic equation of the system. 


H-17. The state diagram of a digital control system is shown in Fig. HP-17. Write the dynamic 
equations. 


Figure HP-17 


Find the transfer function Y(z)/R(z). 
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H-18. The block diagram of a sampled-data system is shown in Fig. HP-18. Write the discrete state 
equations of the system. Draw a state diagram for the system. 


G(s) = —— T= 1 sec 


Figure HP-18 


H-19. Apply the w-transform to the following characteristic equations of discrete-data control 
systems, and determine the conditions of stability (asymptotically stable, marginally stable, or 
unstable) using the Routh-Hurwitz criterion. 
(a) 2 +1.52—1=0 
(b) 2 +27 4+3z+0.2=0 
(ce) 2 — 1.27 —2z+3=0 
(d) 2 —2 —27+05=0 
Check the answers by solving for the roots of the equations using a root-finding computer program. 
H-20. A digital control system is described by the state equation 

x(k + 1) = (0.368 — 0.632K )x(k) + Kr(k) 
where r() is the input, and x(k) is the state variable. Determine the values of K for the system to be 
asymptotically stable. 
H-21. The characteristic equation of a linear digital control system is 

o+e+1.5Kz—(K+0.5)=0 

Determine the values of K for the system to be asymptotically stable. 


H-22. The block diagram of a discrete-data control system is shown in Fig. HP-22. 


e*(t) 
r(t) e(t) a a K 
a T s(s + 1.5) 


Figure HP-22 


(a) For T= 0.1 second, find the values of K so that the system is asymptotically stable at the sampling 
instants. 


(b) Repeat part (a) when the sampling period is 0.5 second. 
(c) Repeat part (a) when the sampling period is 1.0 second. 


H-23. Use a root-finding computer program to find the roots of the following characteristic 
equations of linear discrete-data control systems, and determine the stability condition of the 
systems. 


(a) 2 +277 +1.27+0.5 =0 
(b) 2 +27+z-0.5=0 
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(c) 0.523 +27 + 1.5z2+0.5 =0 
(d) 24+ 0.523 +. 0.252? +0.1z — 0.25 = 0 
H-24. The block diagram of a sampled-data control system is shown in Fig. HP-24. 


——> ZOH 


Figure HP-24 


(a) Derive the forward-path and the closed-loop transfer functions of the system in z-transforms. The 
sampling period is 0.1 second. 


(b) Compute the unit-step response y(k7) for k = 0 to 100. 
(c) Repeat parts (a) and (b) for 7 = 0.05 second. 
H-25. The block diagram of a sampled-data control system is shown in Fig. HP-25. 


Figure HP-25 


(a) Find the error constants K,,, Ky, and K;. 


(b) Derive the transfer functions Y(z)/E(z) and Y(z)/R(z). 

(c) For T = 0.1 second, find the critical value of K for system stability. 

(d) Compute the unit-step response y(K7) for k = 0 to 50 for T = 0.1 second and K, = 5. 

(e) Repeat part (d) for T = 0.1 second and K;, = 1. 

H-26. The forward-path dc-motor control system described in Problem 10-43 is now incorporated 
in a digital control system, as shown in Fig. HP-26(a). The microprocessor takes the information from 
the encoder and computes the velocity information. This generates the sequence of numbers, 
wW(kT) k = 0, 1, 2,.... The microprocessor then generates the error signal e(AT) = r(kT) — 
w(kT). The digital control is modeled by the block diagram shown in Fig. HP-26(b). Use the 
parameter values given in Problem 10-43. 

(a) Find the transfer function Q(z)/E(z) with the sampling period T = 0.1 second. 

(b) Find the closed-loop transfer function Q(z)/R(z). Find the characteristic equation and its 
roots. Locate these roots in the z-plane. Show that the closed-loop system is unstable when T = 0.1 
second. 

(c) Repeat parts (a) and (b) for T = 0.01 and 0.001 second. Use any computer simulation 
program. 

(d) Find the error constants Ge K,, and K;. Find the steady-state error e(AT) as k — oo when the 
input r(f) 1s a unit-step function, a unit-ramp function, and a parabolic function t-u,(t) 2. 
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Damper 


ENCODER 


(a) 


Amplifier-motor 
damper 


(b) 


Figure HP-26 


H-27. The block diagram of a sampled-data control system is shown in Fig. HP-27. 


Figure HP-27 


(a) Construct the root loci in the z-plane for the system for K > 0, without the zero-order hold, when 
T = 0.5 second, and then with T = 0.1 second. Find the marginal values of K for stability. 


(b) Repeat part (a) when the system has a zero-order-hold, as shown in Fig. HP-27. 
H-28. The system shown in Fig. HP-27 has the following transfer function: 


Ke~9-1s 
G(s) = ———____~ 
(5) s(s + 1)(s + 2) 
Construct the root loci in the z-plane for K > 0, with T = 0.1 second. 


H-29. The characteristic equations of linear discrete-data control systems are given in the following 
equations. Construct the root loci for K > 0. Determine the marginal value of K for stability. 
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(a) 2+ Ke +1.5Kz—(K+1)=0 
(b) z* + (0.15K — 1.5)z+1=0 
(c) 2+ (0.1K —1)z+0.5 =0 
(d) z*+ (0.44 0.14K)z + (0.5 + 0.5K) =0 
(e) (z—1)(2? —z+ 0.4) +4 x 10° K(z + 1)(z + 0.7) = 0 
H-30. The forward-path transfer function of a unity-feedback discrete-data control system with 
sample-and-hold is 
0.0952z 
GroG(z) = (—1)(<—0.905) 


The sampling period is T = 0.1 second. 
(a) Plot the plot of G,,G(z) and determine the stability of the closed-loop system. 


(b) Apply the w-transformation of Eq. (H-226) to G;,G(z) and plot the Bode plot of G,,G(w). 
Find the gain and phase margins of the system. 


H-31. Consider that the liquid-level control system described in Problem 10-50 is now subject to 
sample-and-hold operation. The forward-path transfer function of the system is 


GipG(2) = 1—e% 16.67N 
ed ae s(s + 1)(s + 12.5) 


The sampling period is 0.05 second. The parameter N represents the number of inlet valves. Construct 
the Bode plot of G,,G(w) using the w-transformation of Eq. (H-226), and determine the limiting 
value of N (integer) for the closed-loop system to be stable. 


H-32. Find the digital equivalents using the following integration rules for the controllers given. 
(a) Backward-rectangular integration rule, (b) forward-rectangular integration rule, and (c) trape- 
zoidal-integration rule. Use the backward-difference rule for derivatives. 


(i) Ge(s) =2 + (ii) Ge(s) = 10 + 0.15 (il) Ge(s) = 140.28 +2 


H-33. A continuous-data controller with sample-and-hold units is shown in Fig. HP-33. The 
sampling period is 0.1 second. Find the transfer function of the equivalent digital controller. Draw a 
digital-program implementation diagram for the digital controller. Carry out the analysis for the 
following continuous-data controllers. 


55 
y*(t) 
——— ——— +> 
. | ip 
__—__ i ow ft 
T 
Figure HP-33 
10 10(s + 1.5) 
a) G-(s) = b) G ooo 
s 1+ 0.45 
G = Ae eee aati 
(©) Gels) = 55 (d) Gels) = TO ots 
H-34. Determine which of the following digital transfer functions are physically realizable. 
10(1 + 0.227! + 0.5z~7) 1.5271 -z? 
(a) Ge(z) z}4+z-4 4+ 1.5273 oe leeg Pa ee 
a a 7 = 
(c) G.(z) = =—"—_ (d) G-(z) =z) +0.52° 
ee er g 427 2052" 
(e) G.(z) =01z+1+4+7" (f) G.(z) = —————— 


zi+tz2 
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Problems H-81 


H-35. The transfer function of the process of a control system is 


4 
G)(s) ee 


The block diagram of the system with a PD controller and sample-and-hold is shown in Fig. HP-35. 
Find the transfer function of the digital PD controller using the following equation. 


Figure HP-35 


Select a sampling period T so that the maximum overshoot of y(AT) will be less than 1%. 
H-36. Fig. HP-35 shows the block diagram of the control system described in Problem H-35 with a 
digital PD controller. The sampling period is 0.01 second. Consider that the digital PD controller has 
the transfer function 
poe 

I, 
(a) Find the values of Kp and Kp so that two of the three roots of the characteristic equation are at 0.5 
and 0.5. Find the third root. Plot the output response y(AT) fork =0,1,2,.... 
(b) Set Kp = 1. Find the value of Kp so that the maximum overshoot of y(AT) is a minimum. 
H-37. For the inventory-control system described in Problem H-36, design a phase-lead controller 
using the w-transformation so that the phase-margin of the system is at least 60°. Can you design a 
phase-lag controller in the w-domain? If not, explain why not. 


H-38. The process transfer function of the second-order aircraft attitude control system described in 
Chapter 9 is 


4500K 
G = ——_____ 
p(s) = 4 361.2) 
Consider that the system is to be compensated by a series digital controller G,(z) through a sample- 


and-hold. 
(a) Find the value of K so that the discrete ramp-error constant K;} is 100. 


(b) With the value of K found in part (a), plot the unit-step response of the output y"(¢) and find 
maximum overshoot. 


(c) Design the digital controller so that the output is a deadbeat response to a step input. Plot the unit- 
step response. 


H-39. The sun-seeker system described in Example H-2-5 is considered to be controlled by a series 
digital controller with the transfer function G,(z). The sampling period is 0.01 second. Design the 
controller so that the output of the system is a deadbeat response to a unit-step input. Plot the unit-step 
response of the designed system. 


H-40. Design the state-feedback control for the sun-seeker system in Example H-2-5 so that the 
characteristic equation roots are at z = 0.5, 0.5. 
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H-82 » Appendix H. Discrete-Data Control Systems 


H-41. Consider the digital control system 
x|(kK + 1)T] = Ax(kT) + Bu(kT) 


Seen 


The state-feedback control is described by u(kT) = —Kx(kT), where K = [k,k>]. Find the values of 
k, and k> so that the roots of the characteristic equation of the closed-loop system are at 0.5 and 0.7. 


where 


